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39473 


This section of the FEDERAL REGISTER 
contains regulatory documents having 
general applicability and legal effect, most 
of which are keyed to and codified in 
the Code of Federal Regulations, which is 
published under 50 titles pursuant to 44 
U.S.C. 1510. 

The Code of Federal Regulations is sold 
by the Superintendent of Documents. 

Prices of new books are listed in the 
first FEDERAL REGISTER issue of each 
month. 


FEDERAL DEPOSIT INSURANCE 
CORPORATION 

12CFR Part 329 

Amendment Relating to Restrictions 
on Nondeposit Obligations 

agency: Federal Deposit Insurance 
Corporation. FDIC. 
action: Final rule. 

summary: This final rule amends 
§ 329.10(b)(3)(ii) of FDIC regulations 
pertaining to nondeposit obligations by 
exempting mandatory covertible debt 
issues and obligations of state 
nXnmember banks from the weighted 
average and minimum maturity 
requirements of Part 329 of the FDIC’s 
regulations. This action is necessary to 
provide state nonmember banks greater 
flexibility in structuring mandatory 
covertible debt issues and is intended to 
make such obligations more useful in 
raising capital funds. 
effective date: September 8,1982. 

FOR FURTHER INFORMATION CONTACT.’ 

Christie A. Sciacca, Examination 
Specialist, Federal Deposit Insurance 
Corporation, 550 17th Street NW.. 
Washington, D.C. 20429, (202) 389-^141. 
SUPPLEMENTARY INFORMATION: In 
January 1971 the FDIC amended Part 329 
of its rules and regulations (the 1971 
amendments) by adding § 320.10 to 
expand the scope and effect of the 
interest rate control provisions of Part 
329 to certain nondeposit obligations of 
banks (35 FR 18314. December 2.1970). 

Section 329.10(b)(3)(ii) provided that 
in order to be excepted from the interest 
rate ceilings in Part 329 these obligations 
must have, inter alia , an original 
maturity of at least seven years. 

In July 1976 the FDIC amended 
§ 320.10(b)(3)(ii) of its rules and 
regulations (the 1976 amendments) to 
afford insured state nonmember banks 


greater flexibility in structuring serial 
note subordinated debt obligations 
without regard to the interest rale 
ceilings in Part 329 (41 FR 24798. June 22, 
1976). This amendment changed the 
maturity requirements of 
§ 329.10(b)(3)(ii) such that nondeposit 
obligations need have only a weighted 
average maturity of seven years to be 
exempt from the interest rate ceilings. A 
five-year minimum maturity provision is 
included to avoid preferential marketing 
of shorter term notes in a serial issue. 

In both the 1971 and 1976 amendments 
to Part 329, maturity requirements were 
included to provide a minimum degree 
of permanency to subordinated debt 
which the FDIC then considered in 
determining capital adequacy in banks. 

In December 1981 the FDIC issued a 
statement enunciating its policy that 
only equity capital (minus the amount of 
assets classified loss and one-half of the 
amount of assets classified doubtful) 
would be used in assessing the 
adequacy of capital in banks (46 FR 
62694, December 28,1981). The FDIC 
defines equity capital to include 
mandatory convertible instruments to 
the extent they do not possess impairing 
contingencies. Inasmuch as mandatory 
convertible instruments do not “mature" 
as contemplated by § 329.10(b)(3)(ii), the 
FDIC is of the opinion that the marketing 
of these instruments should not be 
inhibited by the imposition of interest 
rate ceilings. Moreover, the minimum 
maturity provisions have the effect of 
prolonging mandatory servicing 
requirements and delaying tfie 
conversion of debt to equity. 

This final rule eliminates the seven- 
year weighted average maturity 
provision and the five-year minimum 
maturity provision of § 329.10(b)(3)(ii) 
for mandatory convertible instruments 
only. The five-year minimum maturity 
provision applies to serial note issues 
and is included by footnote (*) to 
§ 329.10(b)(3)(ii). The intent of this 
amendment is to relieve mandatory 
convertible debt instruments issued by 
insured state nonmember banks from 
the interest rate ceiling in Part 329. 

This rule relieves a restriction and 
does not entail additional expense to 
any affected bank. Therefore, good 
cause exists for FDIC to find that notice 
and public procedure thereon are 
impracticable, unnecessary, or contrary 
to the public interest. For the same 
reason, this rule is made effective 


immediately upon publication in the 
Federal Register. Because this 
amendment is issued as a final rule, the 
Regulatory Flexibility Act (5 U.S.C. 601 
etseq.) is not applicable. This rule does 
not entail any reporting or 
recordkeeping requirements; thus, the 
Paperwork Reduction Act of 1980 (44 
U.S.C. 3501 et seq.) is not applicable. 

List of Subjects in 12 CFR Part 329 

Banks, banking. 

PART 329—INTEREST ON DEPOSITS 

For the reasons set forth in the 
preamble, 12 CFR Part 329 is amended 
by revising § 329.10(b)(3)(ii) to read as 
follows: 

1. The authority citation for Part 329 
reads as follows: 

Authority: Secs. 9 and 18, Pub. L 797, 64 
Stat. 881, 891 (12 U.S.C. 1819 and 1828): sec. 
303, Pub. L. 96-221, 94 Stat. 146 (12 U.S.C. 
1832). 

2. In Part 329, § 329.10(b)(3)(ii) is 
revised to read as follows: 

§329.10 [Amended] 

• * * • * 

(b)‘ * • 

mr • * 

(ii) Has a maturity of (A) at least 
seven years, or (B) in the case of an 
obligation or issue that provides for 
scheduled repayments of principal, has 
an average maturity* of at least seven 
years and provides that once repayment 
of principal begins, all scheduled 
repayments shall be made at least 
annually and that the amount repaid in 
each year shall be no less than the 
amount repaid in the prior year; 
provided that the Federal Deposit 
Insurance Corporation may permit the 
issuance of an obligation or issue with a 
shorter maturity or average maturity, or 
an obligation or issue which otherwise 
fails to comply with the provisions of 
this subparagraph (ii), if the Federal 
Deposit Insurance Corporation has 
determined that exigent circumstances 
require the issuance of such obligation 
or issue; provided further that the 
provisions of this subparagraph (ii) shall 
not apply to mandatory convertible debt 
obligations or issues; 

* * « « « 

By Order of the Board of Directors. August 
30,1982. 
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Federal Deposit Insurance Corporation. 
Hoyle L. Robinson. 

Executive Secretory. 

(FR Doc. 82-24665 Filed 9-7-82; 8:43 am] 

BILLING COO€ 8714-01-41 


CIVIL AERONAUTICS BOARD 
14 CFR Part 250 

(Economic Reg. Waiver of Part 250; Order 
82-6-143] 

Oversales; Extension and Termination 
of Temporary Waiver of Rule 

agency: Civil Aeronautics Board. 
ACTION: Extension and Termination of 
Temporary Waiver of Rule, Order 82-8- 
143._ 

summary: The CAB is extending the 
waiver granted to all air carriers from 
complying with certain requirements of 
its denied boarding compensation rules 
through October 1,1982. Air carriers are 
relieved of the duty to pay double 
compensation to passengers with 
confirmed reservations that are denied 
boarding involuntarily and who cannot 
be accommodated on alternative 
transportation within 2 hours for 
domestic air travel, or within 4 hours for 
foreign air travel. This action is taken so 
that carriers can receive adequate notice 
of the termination of the waiver. This 
waiver was initially granted in August 
1981 (46 FR 41537, August 17.1981), and 
has been extended several times. 
dates: 

Adopted: August 31,1982. 

Effective: Waiver extended through 
October 1 , 1982. 

FOR FURTHER INFORMATION CONTACT. 

Ava Kleinman. Bureau of Domestic 
Aviation, Civil Aeronautics Board, 1825 
Connecticut Avenue, NW„ Washington, 
D.C. 20428, 202-873-5345; or Joanne 
Petrie, Office of the General Counsel. 
Civil Aeronautics Board. 202-673-5442. 
SUPPLEMENTARY INFORMATION: The 
Board granted the original waiver 
because, with many flights canceled 
during the PATCO strike, airlines could 
not be expected to find passengers a 
substitute flight with the rule's time 
limits, which had been designed for 
normal operations. 

During the year that the airlines have 
been permitted to operate under the 
partial exemption, the nation's air traffic 
control system's capacity has increased 
from 82 percent at the time of the 
walkout to 93.5 percent as of last March. 
It is becoming increasingly clear, the 
Board said, that capacity is being 
restored to the air traffic control (ATC) 
system. 


Although the Board is ending the 
nationwide waiver, it will continue to 
entertain specific applications from 
individual carriers that can substantiate 
their requests. 

By the Civil Aeronautics Board: August 31. 
1982. 

Phyllis T. Kaylor, 

Secretary. 

[FR Doc. 82-24656 Filed 9-7-82: 8:45 am) 

BILUNG CODE 6320-01-41 


14 CFR Part 324 

Procedures for Compensating Air 
Carriers for Losses; Approval of 
Extension of Reporting Requirements 
by the Office of Management and 
Budget 

agency: Civil Aeronautics Board. 
action: Notice of extension of reporting 
requirements. 

summary: The Office of Management 
and Budget (OMB) approved an 
extension of the reporting requirements 
contained in Part 324 regarding 
procedures for determining 
compensation for air carrier losses 
under section 419(a)(6) of the Airline 
Deregulation Act of 1978 (Pub. L. 95- 
504). 
dates: 

Approved by OMB August 18,1982. 
Approval extended to March 31,1985. 
FOR FURTHER INFORMATION CONTACT: 
Robin A. Caldwell, Chief, Information 
Management Division, Office of 
Comptroller, Civil Aeronautics Board. 
1825 Connecticut Avenue, N.W., 
Washington. D.C. 20428. (202) 673-5922. 
Robin A. Caldwell. 

Information Management Division, Office of 
Comptroller. 

(FR Doc. 82-24657 Filed 9-7-82:8:45 am) % 

BILLING CODE 6320-01-44 


14 CFR Part 375 

Navigation of Foreign Civil Aircract 
Within the United States; Approval of 
Extension of Reporting Requirements 
by the Office of Management and 
Budget 

agency: Civil Aeronautics Board. 
action: Notice of extension of reporting 
requirements. 

summary: The Office of Management 
and Budget (OMB) approved an 
extension of the reporting requirements 
contained in Part 375 regarding the 
navigation of foreign civil aircraft within 
the United States. 
date: 


Approved by OMB June 2,1982. 
Approval extended to June 30,1984. 
FOR FURTHER INFORMATION CONTACT: 

Robin A. Caldwell. Chief, Information 
Management Division, Office of 
Comptroller. Civil Aeronautics Board, 
1825 Connecticut Avenue. N.W., 
Washington. D.C. 20428, (202) 673-5922. 
Robin A. Caldwell, 

Information Management Division, Office of 
Comptroller. 

(FR Doc. 82-24658 Filed 9-7-82; 6:45 am) 

BILLING CODE 6320-01-41 


DEPARTMENT OF COMMERCE 

National Oceanic and Atmospheric 
Administration 

15 CFR Part 929 

Key Largo National Marine Sanctuary 

agency: National Oceanic and 
Atmospheric Administration (NOAA), 
Commerce. 
action: Final rule. 

summary: These regulations make 
minor revisions and clarifications to the 
present interim-final regulations 
defining which activities are allowed 
and which are prohibited within the Key 
Largo National Marine Sanctuary, the 
procedures by which persons may 
obtain permits for research or activities 
normally prohibited, and the penalties 
for commiting prohibited acts without a 
permit. The regulations also revise the 
format of the existing regulations to 
make them more consistent with 
regulations in more recently designated 
national marine sanctuaries. 

EFFECTIVE DATE: October 8,1982. 

FOR FURTHER INFORMATION CONTACT: 

Dr. Nancy Foster, Deputy Director, 
Sanctuary Programs Office, Office of 
Coastal Zone Management, NOAA, 3300 
Whitehaven Street, NW., Washington, 
D.C. 20235, (202) 634-4236. 
SUPPLEMENTARY INFORMATION: Title III 
of the Marine Protection, Research, and 
Sanctuaries Act of 1972,16 U.S.C. 1431- 
1434 (the Act) authorizes the Secretary 
of Commerce, with Presidential 
approval, to designate ocean waters as 
far seaward as the outer edge of the 
continental shelf as marine sanctuaries 
to preserve or restore distinctive 
conservation, recreational, ecological, or 
aesthetic values. Section 302(f)(1) of the 
Act directs the Secretary to issue 
necessary and reasonable regulations to 
control any activities permitted within a 
designated marine sanctuary. The 
authority of the Secretary to administer 
the provisions of the Act has been 
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delegated to the Assistant Administrator 
for Coastal Zone Management within 
the National Oceanic and Atmospheric 
Administration, U.S. Department of 
Commerce (the Assistant 
Administrator). 

On December 18,1975, the Key Largo 
National Marine Sanctuary (the 
Sanctuary) was designated, and on 
January 13.1976, NOAA published 
interim-final regulations (41 CFR 2379) 
pursuant to the authorities of Sections 
302(f), 302(g) and 303 of the Act. 
Comments on these regulations were not 
extensive, but final regulations were 
never issued. NOAA is now publishing 
the final rule to respond to comments 
received on certain sections of the 
interim-final regulations, to respond to 
certain issues that have arisen since 
designation, and to reformat the 
regulations in line with those 
promulgated for sanctuaries designated 
more recently. The more significant 
issues are discussed below. 

Discussion of Issues 

(a) Boundaries: One reviewer of the 
interim-final regulations called attention 
to an apparent error in the description of 
the boundaries of the Sanctuary. The 
apparent discrepancy results from an 
error on NOAA Chart 11462 (formerly 
C&GS 1249) and has been corrected in 
the 14th Edition, August 1977, NOAA 
Chart 11462, to be consistent with the 
boundary description as published in 
the rules and regulations for the 
Sanctuary. 

(b) Removal or Damaging of Natural 
Features and Marine Life—Taking of 
Spiny Lobster: Although NOAA has not 
received formal comments, it 
understands that many recreational 
divers believe that the existing interim 
regulation which prohibits taking spiny 
lobster by hand is unfair and 
discriminatory. There is concern among 
resource managers that lobster stocks in 
the Sanctuary are low and may not 
withstand additional harvest pressure. 
NOAA does not have enough scientific 
evidence to support either claim and 
therefore proposes to conduct a baseline 
population study to gather information 
on stock abundance and natural 
fluctuation. Until adequate data are 
available, NOAA intends to rely upon 
regulations implemented pursuant to the 
Spiny Lobster Fishery Management Plan 
in the Gulf of Mexico and South 
Atlantic. 

(c) Use of Harmful Fishing Methods — 
Wire Fish Traps: NOAA has been 
requested by the Superintendent of the 
adjacent John Pennekamp Coral Reef 
State Park and others to clarify that the 
taking of fish by means of wire traps is 
prohibited, a prohibition that is 


consistent with State Park regulations 
and Federal regulations at the nearby 
Biscayne National Park. NOAA has 
rewritten § 929.7 to clarify that taking by 
this method is prohibited. It should be 
noted that the new language merely 
clarifies the prohibition under the 
existing regulations and does not add 
any new restriction. 

(d) Use of Harmful Fishing Methods — 
Nets: NOAA also has been requested to 
clarify the prohibition on taking of Fish 
by means of nets. NOAA has rewritten 

§ 929.7 to clarify that taking of fish by 
bottom trawls, dredges, fish sleds, or 
other similar vessel-towed or anchored 
fishing gear or net that comes in contact 
with the seafloor is prohibited. A 
prohibition on the use of the hand-held 
nets to collect tropical fish is covered 
under § 929.7.(1)(C). It should be noted 
that the new language merely clarifies 
what is a prohibition under the existing 
regulations and does not add new 
restrictions. 

(e) Utilization of Certain Living 
Resourcs for Scientific and Educational 
Purposes: The principal comment on the 
interim-final regulations, submitted by 
six commentor8. was that taking of 
tropical fish and certain invertebrates 
except “for the purpose of research 
related to the resources of the 
Sanctuary" was precluded, this 
preventing taking for public display or 
educational purposes at public aquaria 
or universities. These commentors 
agreed that commercial taking of large 
numbers of these resources should be 
prohibited, but agreed that the wording 
of the regulations was too restrictive. 
NOAA appreciates these concerns and 
has rewritten § 929.10 to make the 
language consistent with regulations for 
other established sanctuaries where 
taking for scientific and educational 
purposes includes taking for legitimate 
public display and other related 
purposes and is allowed by permit. 

(f) Appeals of Administrative Actions: 
Section 929.11 has been rewritten to 
provide that any interested party can 
appeal a permit decision to the 
Administrator of NOAA, also to 
establish that a hearing is discretionary. 
These changes are in line with the 
permit appeals procedure established 
for the sanctuary program generally. 

(g) Format: The regulations have been 
revised for purposes of clarity by using 
separate sections to define permitted 
and prohibited uses and by adding a 
purpose section (§ 929.2). 

Other Matters 

Executive Order 12291 (E.0.12291) 
defines a "major rule" as "any 
regulation that is likely to result in (1) an 
annual effect on the economy of $100 


million or more; (2) a major increase in 
cost or prices for consumers, individual 
industries. Federal, State or local 
government agencies, or geographic 
regions; or (3) significant adverse effects 
on competition, employment, 
investment, productivity, innovation, or 
on the ability of United States-based 
enterprises to compete in domestic or 
export markets." The economic activity 
supported by the area within the 
Sanctuary consists of a diversity of 
commercial and recreational activities. 

Most of the activities in the Sanctuary 
are not affected by Sanctuary 
regulations; the economic impacts on 
affected activities in the Sanctuary are 
minor and regulations do not restrict 
recreational activities. Fishing with 
traps, spearfishing, and "tropical fish" 
taking are already prohibited by 
regulation. 

Because the majority of the activities 
are already regulated by other 
authorities, not regulated at all, or 
regulated by Sanctuary authority 
consistent with those proposed to take 
effect, the Acting Assistant 
Administrator has determined that this 
in not a "major rule" under Executive 
Order 12291. For the same reasons, the 
Acting Assistant Administrator has 
determined that the proposed rules will 
not have a significant economic impact 
on small entities in the proposed 
Sanctuary under the Regulatory 
Flexibility Act. These regulations will 
impose no information collection 
requirements of the type covered by 
Pub. L. 96-511 on affected State 
governments. Publication does not 
constitute more Federal action 
significantly affecting the quality of the 
human environment. Therefore, an 
environmental impact statement is not 
required. 

List of Subjects in 15 CFR Part 929 

Administrative practice and 
procedure, Environmental protection, 
Marine resources, and Natural 
resources. 

Dated: August 20,1982. 

William Matuszcski, 

Acting Assistant Administrator for Coastal 
Zone Management 

(Federal Domestic Assistance Catalog 
Number 11.419 Coastal Zone Management 
Program Administration) 

Accordingly, Part 929 is revised as 
follows: 

PART 929-KEY LARGO NATIONAL 
MARINE SANCTUARY FINAL 
REGULATIONS 

Sec. 

929.1 Authority. 
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Sec. 

929.2 Purpose. 

929.3 Boundaries. 

929.4 Definitions. 

929.5 Management and enforcement. 

929.6 Allowed activities. 

929.7 Activities prohibited or controlled. 

929.8 Other authorities. 

929.9 Penalties for Commission of 
prohibited acts. 

929.10 Permit procedures and criteria. 

929.11 Appeals of administrative action. 
Authority: Marine Protection. Research and 

Sanctuaries Act of 1972; Pub. L. 92-532. 86 
Stat. 1061 and 1062 (16 U.S.C. 1432,1433). 

§929.1. Authority. 

The Sanctuary has been designated 
by the Secretary of Commerce pursuant 
to the authority of section 302(a) of the 
Marine Protection, Research and 
Sanctuaries Act of 1972 as amended (the 
Act). The following regulations are 
issued pursuant to the authorities of 
sections 302(f), 302(g) and 303 of the Act 

§ 929.2. Purpose. 

The purpose of designating the Key 
Largo National Marine Sanctuary is to 
protect and preserve the coral reef 
ecosystem in its natural state and to 
regulate uses within the Sanctuary to 
insure the health and well-being of the 
coral and associated flora and fauna. 

§ 929.3. Boundaries. 

The Sanctuary consists of a portion of 
the Atlantic Ocean beginning at 
approximately three miles east of Key 
Largo, Florida adjacent to the John 
Pennekamp Coral Reef State Park. The 
coordinates for the Sanctuary are: the 
point of beginning (POB) is at 
geographic coordinates 25° (degrees), 
19.45' (minutes) north latitude, 80°, 12.0' 
west longitude, said point being the 
northeast boundary comer of John 
Pennekamp Coral Reef State Park. From 
said POB run thence southeasterly to 
geographic coordinates 25°, 16.2' north 
latitude 80°, 8.7' west longitude, said 
point also being on the 300 foot isobath, 
thence in a southwesterly direction to 
geographic coordinates 25°, 07.5' north 
latitude, 80°, 12.5' west longitude, thence 
again run in a southwesterly direction to 
geographic coordinates 24°, 58.3' north 
latitude, 80°, 19.8' west longitude, thence 
leaving said 300 foot isobath run 
northwesterly to geographic coordinates 
25°. 2.2' north latitude. 80°, 25.25' west 
longitude, said point being the southeast 
boundary comer of John Pennekamp 
Coral Reef State Park, thence in a 
northeasterly direction along said 
easterly boundary of said State Park to 
the POB. 

§ 929.4. Definitions. 

(a) “Administrator” means the 
Administrator of the National Oceanic 


and Atmospheric Administration 
(NOAA). 

(b) “Assistant Administrator” means 
the Assistant Administrator for Coastal 
Zone Management (OCZM), National 
Oceanic and Atmospheric 
Administration or his/her successor, or 
designee. 

(c) “Persons” means any private 
individual, partnership, corporation, or 
other entity; or any officer, employee, 
agent, department, agency or 
instrumentality of the Federal 
government, or any State or local unit of 
the government. 

(d) “The Sanctuary” means the Key 
Largo National Marine Sanctuary. 

(e) “Tropical fish” means Fish and 
invertebrates of minimal sport and food 
value, usually brightly colored, often 
used for aquaria purposes and which 
live in a close interrelationship with 
corals and coral reef substrates. 

§ 929.5. Management and enforcement. 

The National Oceanic and 
Atmospheric Administration (NOAA) 
has primary responsibility for the 
management of the Sanctuary pursuant 
to the Act. NOAA’s responsibilities 
under the Act require that the Sanctuary 
Programs Office review, consider, and 
approve any activities that take place in 
the Sanctuary in accordance with these 
rules and regulations. The Florida 
Department of Natural Resources 
(FDNR), Division of Recreation and 
Parks, assists NOAA in the 
administration of the Sanctuary, and 
acts as the onsite manager, in 
conformance with a cooperative 
agreement between the State of Floridar 
and NOAA. The U.S. Coast Guard and 
Division of Recreation and Parks 
(FDNR) shall conduct surveillance and 
enforcement of these regulations 
pursuant to 14 U.S.C. 89,16 U.S.C. 1432 

(f)(4), 16 U.S.C. 7421 (b), 16 U.S.C. 3375 
(a), or other appropriate legal authority. 

§ 929.6. Allowed activities. 

All activities except those specifically 
prohibited by § 929.7 may be carried on 
within the Sanctuary subject to all 
prohibitions, restrictions, and conditions 
imposed by other authorities. 

§ 929.7. Activities prohibited or controlled. 

(a) Unless permitted by the Assistant 
Administrator in accordance with 
§ 929.10, or as may be necessary for the 
national defense, or to respond to an 
emergency threatening life, property or 
the environment, the following activities 
are prohibited or controlled within the 
Sanctuary. All prohibitions and controls 
must be applied consistently with 
international law. Refer to § 929.9 for 


penalties for commission of prohibited 
acts. 

(1) Removal or damaging of natural 
features and marine life. 

(1) No person shall destroy, injure, 
harmfully disturb, break, cut or similarly 
damage or remove any coral or other 
marine invertebrate, or any plant, soil, 
rock, or other material. Divers are 
prohibited from handling coral 
formations, standing on coral 
formations, or otherwise disturbing the 
corals. 

(ii) Commercial taking of stone crab, 
crawfish, and spiny lobster by trap and 
recreational taking of spiny lobster by 
hand which is consistent with both the 
applicable regulations under the 
appropriate Fishery Management Plan 
and these regulations is allowed. 

(iii) No person shall catch or collect 
any tropical fish. 

(iv) There shall be a rebuttable 
presumption that any items listed in 
these paragraphs found in the 
possession of a person within the 
Sanctuary have been collected or 
removed from within the Sanctuary. 

(2) Dredging, filling, excavating and 
building activities. No person shall 
dredge, excavate, fill or otherwise alter 
the seabed in any way nor construct any 
structure of any kind, whether 
permanent or temporary, with the 
exception of navigation aids. 

(3) Discharges. No person shall 
deposit or discharge any materials or 
substance of any kind into the waters of 
the Sanctuary. The only exceptions are: 

(i) Indigenous fish or fish parts and 
chumming materials; 

(ii) Cooling waters from vessels; and 

(iii) Effluent from marine sanitation 
devices approved by the United States 
Coast Guard. 

(4) Removal or damage of 
archaeological and historic resources. 
No person shall remove, deface, 
damage, or tamper with archaeological 
or historical resources or the cargo of 
any submerged wrecks or other 
historical resources within the 
boundaries of the Sanctuary. 

(5) Tampering with markers. No 
person shall mark, deface or damage in 
any way whatsoever, or displace, 
remove or tamper with any signs, 
notices or placards, whether temporary 
or permanent, or with any monuments, 
stakes, posts or other boundary markers 
installed by the Sanctuary Manager, or 
trap floats placed for the purpose of 
lobster fishing. 

(6) Use of harmful fishing methods. 

No person shall use within the 
Sanctuary: 

(i) Wire Fish traps; 
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(ii) Bottom trawls, dredges, fish sleds, 
or similar vessel-towed or anchored 
bottom fishing gear or net; 

(iii) Poisons, electric charges, 
explosives or similar devices; or 

(iv) Pole spears, Hawaiian slings, 
rubber-powered arbalets, pneumatic and 
spring loaded guns or similar devices 
known as spearguns. 

(7) Operation of watercraft and 
anchoring. All watercraft shall be 
operated in accordance with applicable 
Federal rules and regulations. The 
following additional regulations apply 
within the boundaries of the Sanctuary. 

(i) Watercraft shall be operated to 
avoid striking or otherwise causing 
damage to the natural features of the 
Sanctuary. 

(ii) No anchor shall be cast or dragged 
in such a way as to damage any coral 
reef formations. Anchors shall be 
dropped on sand fiats off the reefs and 
placed to avoid dragging into the coral 
formations. 

(iii) Watercraft must use mooring 
buoys, stations or anchoring arms when 
such facilities and areas have been 
designated and are available. 

(iv) Within 100 yards of divers, 
sightseeing boats or fishermen, no 
watercraft shall be operated at greater 
than 4 knots or in any manner to create 
a wake, except by law enforcement 
officials while in the performance of 
their official duties. 

(v) All watercraft from which diving 
operations are being conducted shall fly 
in a conspicuous manner, the red and 
white “divers down’* flag. Divers shall 
stay within 100 yards of their diving flag. 

(8) Use of dangerous weapons. Except 
for law enforcement purposes, no person 
shall use or discharge explosives or 
weapons of any description within the 
Sanctuary boundaries. Distress signaling 
devices, necessary and proper for safe 
vessel operation, and knives generally 
used by fishermen and swimmers are 
not considered weapons for purposes of 
this Subsection. 

(b) The Sanctuary may be closed to 
public use in the event of emergency 
conditions endangering life or property. 
The Assistant Administrator or his/her 
representative may also close certain 
areas in order to (1) permit recovery of 
the living resources from overuse, or (2) 
provide for scientific research relating to 
protection and management. However, 
the total closed area shall not exceed a 
size necessary to accomplish these 
purposes. Public notice of closures will 
be through the local news media and 
posting of placards at the John 
Pennekamp Coral Reef State Park, if 
deemed necessary. 

(c) The regulation of activities within 
the Sanctuary shall not prohibit any 


activity conducted by the Department of 
Defense that is essential for national 
defense or because of emergency. Such 
activities shall be conducted 
consistently with all regulations to the 
maximum extent possible. 

(d) The prohibitions in this section are 
not based on any claim of territoriality 
and will be applied to foreign persons 
and vessels only in accordance with 
recognized principles of international 
law, including treaties, conventions and 
other international agreements to which 
the United States is signatory. 

$ 929.8 Other authorities. 

No license, permit or other 
authorization issued pursuant to any 
other authority may validly authorize 
any activity prohibited by § 929.7 unless 
such activity meets the criteria stated in 
§ 929.10 (c) and (d), and is specifically 
authorized by the Assistant 
Administrator. 

§ 929.9 Penalties for commission of 
prohibited acts. 

Section 303 of the Act authorizes the 
assessment of a civil penalty of not 
more than $50,000 for each violation of 
any regulation issued pursuant to the 
Act, and further authorizes a proceeding 
in rem against any vessel used in 
violation of any such regulation. 
Procedures are set out in Subpart D of 
Chapter 15 CFR Part 922. Subpart D is 
applicable to any Instance of a violation 
of these regulations. 

§ 929.10 Permit procedures and criteria. 

(a) Any person in possession of a 
valid permit issued by the Assistant 
Administrator in accordance with this 
section may conduct the specific activity 
in the Sanctuary including any activity 
specifically prohibited under § 929.7, if 
such activity is (1) research related to 
the resources of the Sanctuary, (2) to 
further the educational value of the 
Sanctuary, or (3) for salvage or recovery 
operations. 

(b) Permit applications shall be 
addressed to the Assistant 
Administrator, ATTN: Sanctuary 
Programs Office, National Oceanic and 
Atmospheric Administration, 3300 
Whitehaven Street, NW., Washington, 
D.C. 20235. An application shall include 
a description of all activities proposed, 
the equipment, methods, and personnel 
(particularly describing relevant 
experience) involved, and a timetable 
for completion of the proposed activity. 
Copies of all other required licenses or 
permits shall be attached. 

(c) In considering whether to grant a 
permit, the Assistant Administrator 
shall evaluate such matters as (1) the 
general professional and financial 


responsibility of the applicant; (2) the 
appropriateness of the methods being 
proposed to the purpose(s) of the 
activity; (3) the extent to which the 
conduct of any permitted activity may 
diminish or enhance the value of the 
Sanctuary as a source of recreation, 
education, or scientific information; and 
(4) the end value of the activity. 

(d) Permits may be issued by the 
Assistant Administrator for activities 
otherwise prohibited under § 929.7. In 
addition to meeting the criteria in 

§ 929.10(b), the applicant must also 
satisfactorily demonstrate to the 
Assistant Administrator: (1) That the 
activity shall be conducted with 
adequate safeguards for the 
environment, and (2) that the 
environment shall be returned to the 
condition which existed before the 
activity occurred. A permit issued 
according to the provisions for an 
otherwise prohibited activity shall be 
appropriately conditioned, and the 
activity monitored to ensure compliance. 

(e) In considering an application 
submitted pursuant to this Section, the 
Assistant Administrator may seek and 
consider the views of Fishery 
Management Councils and any other 
person or entity, within or outside of the 
Federal Government, and may hold a 
public hearing, as he/she deems 
appropriate. 

(f) The Assistant Administrator may, 
at his/her discretion, grant a permit 
which has been applied for pursuant to 
this section, in whole or in part, and 
subject to such condition(s) as deemed 
necessary, and shall attach to any 
permit granted for research related to 
the Sanctuary stipulations to the effect 
that: (1) The Assistant Administrator or 
a designated representative may 
observe any activity permitted by this 
section; and (2) any information 
obtained in the research site shall be 
made available to the public; and/or the 
submission of one or more reports of the 
status of progress of such activity may 
be required. 

(g) A permit granted pursuant to this 
Section is nontransferrable. 

(h) The Assistant Administrator may 
amend, suspend or revoke a permit 
granted pursuant to this section, in 
whole or in part, temporarily or 
indefinitely if. in his/her view, the 
permit holder (the Holder) had acted in 
violation of the terms of the permit or of 
the applicable regulations: or the 
Assistant Administrator may do so for 
other good cause shown. Any such 
action shall be communicated in writing 
to the Holder, and shall set forth the 
reason(s) for the action taken. The 
Holder in relation to whom such action 
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has been taken may appeal the action as 
provided for in § 929.11. 

§ 929.11 Appeals of administrative action. 

(a) The applicant for a permit, the 
Holder, or any other interested person 
(hereafter Appellant) may appeal the 
granting, denial conditioning or 
suspension of any permit under $ 929.10 
to the Administrator of NOAA. In order 
to be considered by the Administrator, 
such appeal shall be in writing, shall 
state the action(s) appealed and the 
reason(s) therefor, and shall be 
submitted within 30 days of the action(s) 
by the Assistant Administrator. The 
Appellant may request an informal 
hearing on the appeal. 

(b) Upon receipt of an appeal 
authorized by this Section, the 
Administrator may request the 
Appellant, and the permit applicant or 
Holder if other than the Appellant, to 
submit such additional information and 
in such form as will allow action upon 
the appeal. The Administrator shall 
decide the appeal using the criteria set 
out in § 929.10(b), any information 
relative to the application on file, any 
information provided by the Appellant 
and such other consideration as is 
deemed appropriate. The Administrator 
shall notify the Appellant of the final 
decision and the reason(s) therefor, in 
writing normally within 30 days of the 
date of the receipt of adequate 
information required to make the 
decision. 

(c) If a hearing i9 requested or, if the 
Administrator determines that one is 
appropriate, the Administrator may 
grant an informal hearing before a 
Hearing Officer designated for that 
purpose, after first giving notice of the 
time, place, and subject matter of the 
hearing in the Federal Register. Such 
hearing shall normally be held no later 
than 30 days following publication of the 
notice in the Federal Register unless the 
Hearing Officer extends the time for 
reasons deemed equitable. The 
Appellant, the applicant or permit 
holder, if different, and. other interested 
persons may appear personally or by 
counsel at the hearing and submit such 
material and present such arguments as 
determined appropriate by the Hearing 
Officer. Within 30 day9 of the last day of 
the hearing, the Hearing Officer shall 
recommend a decision in writing to the 
Administrator. 

(d) The Administrator may adopt the 
Hearing Officer’s recommended 
decision, in whole or in part, or may 
reject or modify it. In any event, the 
Administrator shall notify the interested 
persons of his/her decision, and the 
reason(8) therefor in writing within 30 
days of receipt of the recommended 


decision of the Hearing Officer. The 
Administrator’s decision shall constitute 
final action for the Agency for the 
purposes of the Administrative 
Procedures Act. 

(e) Any time limit prescribed in this 
Section may be extended by the 
Administrator for good cause for a 
period not to exceed 30 days, either 
upon his/her own motion or upon 
written request from the Appellant, 
permit applicant or Holder, stating the 
reason(s) therefor. 

[FR Doc 82-24578 Filed 9-7-82:8 45amJ 

BILLING CODE 3510-08-M 


DEPARTMENT OF THE TREASURY 
Customs Service 
19 CFR Part 18 
(T.D. 82-1451 

Conforming Amendments to the 
Customs Regulations 

Correction 

In FR Doc. 82-22059 appearing at page 
35473 in the issue for Monday, August 
16,1982. please make the following 
correction: 

On page 35478, in the first column, 
under ”5 18.1 [Amended)”, in the first 
line. “Section 18.1(e)” should have read 
“Section 18.1(b)”. 

BILLING COOE 1505-01-U 


ENVIRONMENTAL PROTECTION 
AGENCY 

21 CFR Part 193 

(FAP 1H5287/T84; PH-FRL 2204-1] 

Tolerances for Pesticides in Food; 
Cypermethrin 

AGENCY: Environmental Protection 
Agency (EPA). 
action: Final rule. 

summary: This rule establishes a food 
additive regulation related to the 
experimental use of the insecticide 
cypermethrin on cotton. This regulation 
to establish the maximum permissible 
level for residues of the insecticide in 
cottonseed oil was requested by ICI 
Americas. Inc. 

effective date: Effective on September 
8.1982. 

address: Written objections may be 
submitted to the: Hearing Clerk, (A-110), 
Environmental Protection Agency, Rm. 
3708,401 M St.. SW., Washington. D.C. 
20460. 

FOR FURTHER INFORMATION CONTACT! 

Franklin D. R. Gee, Product Manager 


(PM) 17, Registration Division (TS- 
767C), Office of Pesticide Programs, 
Environmental Protection Agency. Rm. 
211, CM#2,1921 Jefferson Davis 
Highway, Arlington, VA 22202, (703- 
557-2690). 

SUPPLEMENTARY INFORMATION: EPA 

issued a notice published in the Federal 
Register of April 21.1982 (47 FR 17112) 
announcing that ICI Americas, Inc., 
Concord Pike and New Murphy Rd., 
Wilmington, DE 19897, had filed a food 
additive petition (FAP 1H5287) with 
EPA. This petition proposed that 21 CFR 
Part 193 be amended by establishing a 
regulation permitting residues of the 
insecticide cypermethrin [(±)alpha- 
cyano-(3- 

phenoxyphenyl)methyl( ± )cis,trans- 3- 
(2,2-dichloroethenyl}-2.2- 
dimethylcyclopropanecarboxylate], 
resulting from an experimental use 
program involving the application of the 
insecticide to growing cotton, with a 
tolerance limitation of 5.0 parts per 
million (ppm) in cottonseed oil. No 
comments were received in response to 
the notice of this filing. 

This food additive regulation is being 
established to permit the testing, obtain 
additional data, and permit the 
marketing of the food commodity. 

The data submitted in the petition and 
other relevant material have been 
evaluated and it has been determined 
that the pesticide may be safely used in 
accordance with the provisions of the 
experimental use permit 279 EUP-88 
which is being established under the 
Federal Insecticide, Fungicide, and 
Rodenticide Act (FIFRA). 

The toxicological data considered in 
support of the proposed temporary food 
additive tolerance included: an acute 
oral male rat toxicity study with a 
median lethal dose (LD M ) of 247 
milligrams (mg)/kilogram (kg) for male 
rats; an acute oral famale rat toxicity 
study with an LDso of 309 mg/kg; an 
acute dermal study for rabbits with an 
LDso of 2,460 mg/kg\ a primary dermal 
irritation rabbit study with a primary 
irritation index (PU) of 0.71 (negative 
result); a primary eye irritation rabbit 
study (mild irritation result); a skin 
sensitization study on guinea pig 9 
(technical material—no negative 
effects); a skin sensitization study on 
guinea pigs (formulated product—mild 
negative effects); a 90-day oral feeding 
rat study with a no-observed-effect level 
(NOEL) of 75 ppm for pharmacological 
effects; a 13-week dog feeding study 
with a NOEL of 500 ppm (behavioral 
signs of nervous system effects) and 
with deaths resulting in males receiving 
the next highest dose of 1,560 ppm; a 
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teratology study on rabbits with 
negative results at 30 mg/kg/day 
(highest dose tested); and a teratology 
study on rats with negative results at 70 
mg/kg/day (highest dose tested). 

The metabolism of the insecticide is 
adequately understood, and an 
adequate analytical method is available 
for enforcement purposes. The 
insecticide is considered useful for the 
purpose for which the regulation is 
sought, and it is concluded that the 
insecticide can be safely used in the 
prescribed manner when such use is in 
accordance with the label and labeling 
registered pursuant to the Federal 
Insecticide. Fungicide, and Rodenticide 
Act (FIFREA) as amended (86 Stat. 973; 
76 U.S.C. 136 et se?.). Therefore, the 
regulation is established as set forth 
below. 

A related document establishing 
temporary tolerances for cypermethrin 
in or on various agricultural 
commodities appears elsewhere in this 
issue of the Federal Register. 

Any person adversely affected by this 
regulation may. on or before October 8. 
1982, file written objections with the 
Hearing Clerk at the address given 
above. Such objections should specify 
the provisions of the regulation deemed 
objectionable and the grounds for the 
objections. If a hearing is requested, the 
objections must state the issues for the 
hearing and the grounds for the 
objections. A hearing will be granted if 
the objections are supported by grounds 
legally sufficient to justify the relief 
sought. 

The Office of Management and Budget 
has exempted this rule from the 
requirements of section 3 of Executive 
Order 12291. 

Pursuant to the requirements of the 
Regulatory Flexibility Act (Pub. L. 96- 
534, 94 Stat. 1164. 5 U.S.C. 601-612). the 
Administration has determined that 
regulations establishing new food or 
feed additive levels, or conditions for 
safe use of additives, or raising such 
food or feed additive levels do not have 
a significant economic impact on a 
substantial number of small entities. A 
certification statement to this effect was 
published in the Federal Register of May 
4.1981 (46 FR 24945). (Sec. 409(c)(1). 72 
Stat. 1786 (21 U.S.C. 346(c)(1))). 

List of Subjects in 21 CFR Part 193 

Food additives, Pesticides and pests. 

Dated: August 27.1982. 

Edwin L. Johnson. 

Director, Office of Pesticide Programs. 


PART 193—TOLERANCES FOR 
PESTICIDES IN FOOD ADMINISTERED 
BY THE ENVIRONMENTAL 
PROTECTION AGENCY 

Therefore, Subpart A of 21 CFR Part 
193 is amended by adding § 193.87 to 
read as follows: 

§ 193.87 Cypermethrin; tolerances for 
residues. 

A regulation is established for 
residues of the insecticide cypermethrin 
[(±)alpha-cyano-(3-phenoxyphenyl) 
methyl(±)c/s, trans- 3-(2,2- 
dichloroethenyl)-2,2- 
dimethylcyclopropanecarboxylate] in 
cottonseed oil at 5 parts per million 
when present as a result of application 
of the insecticide to the growing cotton 
crop under an experimental use permit. 
This regulation expires March 5.1984. 

|FR Doc 82-24652 Filed S-7-82; 8:45 am) 

BILLING CODE 6560-02-Sf 


21 CFR Part 561 

(PH-FRL 2201-8; FAP 1H5313/R118] 

Tolerances for Pesticides in Animal 
Feeds Administered by the 
Environmental Protection Agency; 
Thiabendazole 

agency: Environmental Protection 
Agency (EPA). 
action: Final rule. 

summary: This rule establishes a feed 
additive regulation for residues of the 
fungicide thiabendazole in or on grape 
pomace (wet or dry). This regulation to 
establish the maximum permissible 
levels for residues of the fungicide in or 
on the commodity was requested by 
Merck and Co. 

effective date: Effective on September 
8,1982. 

address: Written objections may be 
submitted to the: Hearing Clerk (A-110), 
Environmental Protection Agency, 401 M 
St., SW., Washington, D.C. 20460. 

FOR FURTHER INFORMATION CONTACT: 
Henry M. Jacoby, Product Manager (PM) 
21, Registration Division (TS-767C), 
Office of Pesticide Programs, 
Environmental Protection Agency, Rm. 
227, CM#2,1921 Jefferson Davis 
Highway, Arlington, VA 22202, (703- 
557-1990). 

SUPPLEMENTARY INFORMATION: EPA 

issued a notice published in the Federal 
Register of October 27,1981 (46 FR 
52418) which announced that Merck and 
Co.. PO Box 2000, Rahway. NJ 07065, 
had submitted a feed additive petition 
1H5313 to the Agency proposing that 21 


CFR 561.380 be amended by permitting 
residues of the fungicide thiabendazole 
(2-(4-thiazolyl)benzamidazole) in or on 
the feed commodity grape pomace (wet) 
resulting from application of the 
fungicide to growing grapes with a 
tolerance limitation of 50 parts per 
million (ppm). The petition was 
subsequently amended (47 FR 25049, 
June 9,1982) by increasing the tolerance 
to 150 ppm and adding the commodity 
grape pomace (dry) at 150 ppm. 

There were no comments received in 
response to the notices of filing. 

The data submitted in the petition and 
other relevant material have been 
evaluated and discussed in a related 
document (FAP 1F2542/R475) which 
appears elsewhere in this issue of the 
Federal Register. 

The metabolism of thiabendazole is 
adequately understood, and an 
adequate analytical method, 
spectrophotofluorometry analysis, is 
available for enforcement purposes. 

The pesticide is considered useful for 
the purpose for which the feed additive 
regulation is sought, and it is concluded 
that the fungicide may be safely used in 
accordance with the prescribed manner 
when such uses are in accordance with 
the label and labeling registered 
pursuant to FIFRA as amended (86 Stat. 
973. 89 Stat. 751, U.S.C. 135(a) et seq.). 
Therefore, the feed additive regulation is 
established as set forth below. 

Any person adversely affected by this 
regulation may, on or before October 8. 
1982, file written objections with the 
Hearing Clerk, at the address given 
above. Such objections should specify 
the provisions of the regulation deemed 
objectionable and the grounds for the 
objections. If a hearing is requested, the 
objections must state the issues for the 
hearing and the grounds for the 
objections. A hearing will be granted if 
the objections are supported by grounds 
legally sufficient to justify the relief 
sought. 

The Office of Management and Budget 
has exempted this rule from the 
requirements of section 3 of Executive 
Order 12291. 

Pursuant to the requirements of the 
Regulatory Flexibility Act (Pub. L. 96- 
534, 94 Stat. 1164. 5 U.S.C. 601-612), the 
Administrator has determined that 
regulations establishing new food and 
feed additive levels, or conditions for 
safe use of additives, or raising such 
food and feed additive levels do not 
have a significant economic impact on a 
substantial number of small entities. A 
certification statement to this effect was 
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published in the Federal Register of May 
4,1981 (46 FR 24945). 

(Sec. 409(c)(1), 72 Slat. 1786 (21 U.S.C. 
346(c)(1))). 

List of Subjects in 21 CFR Part 561 

Animal feeds, Pesticides and pests. 
Dated: August 25,1982. 

Edwin L. Johnson, 

Director, Office of Pesticide Programs. 

PART 561—TOLERANCES FOR 
PESTICIDES IN ANIMAL FEEDS 
ADMINISTERED BY THE 
ENVIRONMENTAL PROTECTION 
AGENCY 

Therefore, 21 CFR 561.380(a) is 
amended by adding and alphabetically 
inserting the feed commodity grape, 
pomace (dry or wet) to read as follows: 

§561.380 Thiabendazole. 

(a) * * * 


Grape, pomace Idry o* weO. .. . . 150-0 


(FR Doc. 82-24410 Filed £-7-82; 8:45 am| 

BILLING CODE 8560-50-41 


DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 

Office of Assistant Secretary for 
Housing—Federal Housing 
Commissioner—Federal Housing 
Administration 

24 CFR Part 201 
(Docket No. R-82-1019] 

Mortgage Insurance Loans; Changes 
In Interest Rates 

Correction 

In FR Doc. 82-22188 appearing at page 
35479 in the issue for Monday. August 
16,1982, please make the following 
correction: 

On page 35480, in the first column, the 
heading “Subpart E—Eligibility 
Requireraents-Historic Preservation,” 
should be moved down so that it 
appears immediately above amendatory 
paragraph 4. 

BILLING CODE 150&-01-M 


Office of the Assistant Secretary for 
Housing—Federal Housing 
Commissioner 

24 CF^P Parts 804,805, and 841 
[Docket No. R-82-856] 

Low-Rent Housing Homeownership 
Opportunities; Indian Housing; Public 
Housing; Development Phase 
Maximum Limit on Total Development 
Cost (TDC) 

AGENCY: Office of the Assistant 
Secretary for Housing—Federal Housing 
Commissioner, HUD. 
action: Final rule. 

summary: Current regulations have 
limited the cost of low-income public 
housing and Indian housing projects by 
establishing prototype cost ceilings on 
the amounts that may be approved for 
dwelling construction^nd equipment 
costs. These limits, however, have not 
been totally effective in containing new 
construction costs since dwelling 
construction and equipment costs do not 
include the cost of land, demolition, site 
improvements, non-dwelling facilities 
and PHA administrative costs for 
project development activities. In order 
| to contain costs more effectively, this 
final rule establishes a maximum limit 
on the Total Development Cost of low- 
income public housing and Indian 
housing projects, except for projects 
assisted under Section 8 of the United 
States Housing Act of 1937. 

EFFECTIVE date: October 8.1982. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Jack R. Van Ness, Director. 

Technical Support Division. Office of 
Public Housing, Room 6248, 451 7th 
Street, SW., Washington, D.C. 20410, 
(202) 755-4956. (This is not a toll-free 
number.) 

SUPPLEMENTARY INFORMATION: The 

continuing escalation in the Total 
Development Cost (TDC) of low-income 
public housing and Indian housing 
projects has made it essential that dollar 
limits be imposed on the amount of TDC 
for any project to be included in an 
Annual Contributions Contract (ACC). 

A propos&d rule, to amend 24 CFR 
Parts 804, 805 and 841 by establishing a 
maximum limit on the TDC of low- 
income public housing and Indian 
housing projects, was published in the 
Federal Register at 45 FR 62149 on 
Thursday. September 18.1980. 

Interested parties had until November 
17,1980 to submit comments on the 
proposed rule. Written comments were 
received from 49 organizations and 
individuals. In order to address the 
major issues raised by the comments, 


this final rule uses the prototype cost 
limits on dwelling construction and 
equipment (DC&E) costs required by 
section 6(b) of the U.S. Housing Act of 
1937 as a base for determining the 
amounts for the TDC limits. The TDC 
limits established by this rule do not 
replace, but are in addition to, the 
prototype cost limits on DC&E costs. 

A. Discussion of Final Rule 

(1) The proposed rule would have 
established total development cost 
limits by using the per unit dollar Limits 
applicable to the part of the project 
attributable to dwelling use established 
under 24 CFR 880.204(c)(l)(i) and (ii) for 
the section 8 new construction program. 
Under this final rule, the TDC limits are 
based on the prototype cost mechanism 
which has been in place since 1971. The 
United States Housing Act of 1937 limits 
the dollar amount of DC&E costs for any 
project developed under public housing 
or Indian housing programs to not more 
than 110 percent of the appropriate 
prototype cost for the area. Current data 
were analyzed for projects developed 
under the public housing and Indian 
housing programs and compared with 
similar data from section 8 new 
construction projects developed using 
section 221(d)(4)(ii) of the National 
Housing Act. The analysis indicated that 
a relationship can be established 
between the DC&E costs and Total 
Development Costs for projects 
developed under the two programs. The 
relationship between TDC and the 
DC&E costs for these projects was found 
to be 160 percent for detached, semi¬ 
detached, row and walkup structures 
and 145 percent for elevator structures. 
Accordingly, this final rule limits the 
amounts of TDC for any project 
developed under 24 CFR Parts 804, 805 
and 841 to an amount not to exceed 160 
percent of the project prototype cost for 
the detached, semi-detached, row or 
w&lkup structures, or 145 percent of the 
project prototype cost for an elevator 
structure. 

(2) This final rule will not apply to 
projects for which a Contract of Sale 
(turnkey projects) has been executed or 
a Contract Award (conventional 
projects) has been made prior to the 
effective date of this final rule. 

B. Discussion of Comments 

(1) Thirty-six of the 49 commenters 
opposed the proposed rule on the ground 
that the rule as written would result in 
stopping production under the program. 
However, many of those commenting 
qualified their opposition by indicating 
that they did not know what the cost 
level percentages contained in the 
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proposed rule would be for their area, 
but that they were sure they would be 
too low. Four of those commenting 
expressed concern as to how they would 
be kept current on the cost level 
percentages referred to in the proposed 
rule. These commentors also wanted to 
know the commercial cost index that 
would be named by the Assistant 
Secretary for Housing. 

In response to these comments, HUD 
i9 revising this final rule to remove the 
section 8 new construction cost limits 
applicable to dwelling use, as a base, 
and to substitute the statutory prototype 
cost limits applicable to DC&E as the 
base figure. In lieu of the adjustment 
using a "cost level percentage" provided 
for in the proposed rule, this final rule 
will continue to use the prototype limits 
published at least annually for more 
than 500 market areas. Public Housing 
Agencies and Indian Housing 
Authorities and most other persons 
participating in the public housing and 
Indian housing programs are familiar 
with the prototype cost mechanism. 

(2) Eleven of the commentors 
expressed concern that the proposed 
rule was too inflexible to recognize the 
range of land costs in the metro areas, 
especially where scattered site 
developments are involved. 

Data analyzed for the purpose of 
establishing the percentage relationship 
between prototype cost and total 
development cost indicated that use of 
160 percent of prototype cost for non- 
elevator structures and 145 percent of 
prototype cost for elevator structures 
should still provide sufficient money for 
land costs. However, it is HUD’s intent 
to consider waivers on an.individual 
case basis, as provided in 24 CFR 
899.101(a), when the general level of 
land costs would render compliance 
with the percentage limitation 
impossible or impracticable. 

(3) Three of the comments objected 
that the structure type percentage 
adjustments stated in the proposed rule 
were too low according to their 
experience. 

The final rule does not require the use 
of structure-type adjustment 
percentages. This rule utilizes prototype 
per unit costs which already reflect the 
structure-type cost differences. 

(4) Five of those commenting were 
concerned about the relationship of the 
TDC reservation amount using 175 
percent of prototype cost and the 
maximum TDC amount that would be 
imposed by the proposed rule. 

Current data indicate that, in most 
instances, 175 percent of prototype cost 


will overfund projects developed under 
the program. 

(5) Six of those commenting suggested 
that Indian housing under 24 CFR 805 
should be excluded from this rule 
because Indian housing developments 
are so different from traditional public 
housing and because development costs 
vary from site to site to such a degree 
that limits are impractical. 

Because the final rule uses prototype 
costs developed specifically for Indian 
areas, we believe that these will 
establish a reasonable limit for total 
development costs for projects 
developed in the Indian areas. 

(6) Two of the commentors objected to 
a second layer of limits, with prototype 
costs being one limit and the proposed 
rule imposing a second limit. 

Program experience with prototype 
cost limits has indicated that, when the 
costs of a project attributable to DC&E 
items exceed the prototype cost limit, 
there is a tendency to shift the excess 
amount into other uncontrolled 
accounts. For this reason, as well as the 
need to control other costs such as site 
acquisition and site improvement costs, 
it has been determined that TDC limits, 
in addition to the prototype cost limits, 
are necessary. 

(7) Many of the Indian Housing 
Authorities objected to the proposed 
rule because they were not involved in 
the initial drafting of the rule. 

The proposed rule was published for 
the purpose of soliciting comments from 
all interested parties. Comments 
received from Indian Housing 
Authorities during the comment period 
were considered in preparing the final 
rule. 

A Finding of No Significant Impact 
with respect to the environment has 
been made in accordance with HUD 
regulations in 24 CFR Part 50 which 
implement section 102(2)(C) of the 
National Environmental Policy Act of 
1969. The Finding of No Significant 
Impact is available for public inspection 
during regular business hours in the 
Office of Rules Docket Clerk, Office of 
the General Counsel Room 10278, 
Department of Housing and Urban 
Development, 451 7th Street, SW., 
Washington, D.C. 20410. 

This rule does not constitute a "major 
rule" as that term is defined in section 
1(b) of Executive Order 12291 on Federal 
Regulation issued on February 17,1981. 
Analysis of the rule indicates that it 
does not (1) Have an annual effect on 
the economy of $100 million or more; (2) * 
cause a major increase in cost or prices 
for consumers, individual industries, 
Federal, State, or local government 


agencies, or geographic regions; or (3) 
have a significant adverse effect on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

Pursuant to the provisions of 5 U.S.C. 
605(b) (the Regulatory Flexibility Act), 
the undersigned hereby certifies that 
this rule does not have a significant 
economic impact on a substantial 
number of small entities. It merely 
establishes an upper limit on costs and 
should have no effect on the ability of 
small businesses to compete for awards 
of contracts under these programs. 

This rule was listed as item E)l. H-74- 
81 in the Inactive Proposals and Rules 
section under the Office of Housing in 
the Department’s Semiannual Agenda of 
Regulations published on August 17, 

1981 (46 FR 41708) pursuant to Executive 
Order 12291 and the Regulatory 
Flexibility Act. 

The Catalog of Federal Domestic 
Assistance program titles and numbers 
are 14.146, Low-Income Housing- 
Assistance Program (public housing), 
and 14.147, Low-Income Housing- 
Homeownership for Low-Income 
Families (Turnkey III, Mutual Help for 
Indians). 

List of Subjects 

24 CFR Part 804 

Grant programs: housing and 
community development, Loan 
programs: housing and community 
development, Low and moderate income 
housing, Public housing, 

Homeownership. 

24 CFR Part 805 

Grant programs: housing and 
community development. Grant 
programs: Indians, Indians, Loan 
programs: Indians, Low and moderate 
income housing, Public housing, 
Homeownership. 

24 CFR Part 841 

Loan programs: housing and 
community development, Public 
housing, Prototype costs, Cooperative 
agreements, Turnkey. 

Accordingly, 24 CFR Parts B04, 805 
and 841 are amended as follows: 

PART 804—LOW RENT HOUSING 
OWNERSHIP OPPORTUNITIES 

1. Paragraphs (b) and (c) of § 804.103 
are redesignated as paragraphs (c) and 
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(d), respectively, and a new paragraph 
(b) is added to § 804.103, to read as 
follows: 

§ 804.103 Development 
***** 

(b) Maximum total development cost . 
The total development cost stated in the 
ACC is the maximum amount authorized 
for development of a Project, and shall 
not exceed an amount equal to 160 
percent of the appropriate project 
prototype cost for the area for detached, 
semi-detached, row. or walkup projects, 
or 145 percen M nr elevator projects. 


PART 805 —I . pi 4N HOUSING 

2. Subpai-^aph (2) of § 805-214(b) is 

redesignated : ^paragraph (3), and a 

new subpara>; aph (2) is added to 

§ 805.214(b). to ad as follows: 

§ 805.214 Development cost 
***** 

(b) • * * 

(2) Maximum total development cost 
The total development cost stated in the 
ACC is the maximum amount authorized 
for development of a project, and shall 
not exceed an amount equal to 160 
percent of the appropriate project 
prototype cost for the area for detached, 
semi-detached, row. or walkup projects, 
or 145 percent for elevator projects. 
***** 

PART 841—PUBLIC HOUSING 
DEVELOPMENT 

3. Section 841.406(a) is revised to read 
as follows: 

§ 841.406 Maximum development cost and 
advances. 

(a) Maximum Total Development 
Cost The total development cost stated 
in the ACC is the maximum amount 
authorized for development of a project, 
and shall not exceed an amount equal to 
160 percent of the appropriate project 
prototype cost for the area for detached 
semi-detached, row, or walkup projects, 
or 145 percent for elevator projects. 
***** 

(Sec. 7(d). Department of HUD Act, 42 U.S.C. 
3535(d); Sec. 5(b) of the U.S. Houisng Act of 
1937. 42 U.S.C. 1437c.) 

Dated: September 3,1982. 

Philip Abrams, 

General Deputy Assistant Secretary for 
Housing—Deputy Federal Housing 
Commissioner. 

{FR Doc. 82-24690 Filed 9-7-62; 8:45 ami 

BILLING CODE 4210-27-M 


DEPARTMENT OF THE INTERIOR 

Office of Surface Mining Reclamation 
and Enforcement 

30CFR Part 915 

Approval of Amendments and 
Removal of Condition of Approval of 
the Iowa Permanent Program Under 
the Surface Mining Control and 
Reclamation Act of 1977 

agency: Office of Surface Mining 
Reclamation and Enforcement (OSM). 
Interior. 

action: Final rule. 

summary: The State of Iowa has 
satisfied the third and final condition on 
the approval of the Iowa program under 
the Surface Mining Control and 
Reclamation Act of 1977 (SMCRA). Iowa 
received conditional approval of its 
permanent program effective April 10, 
1981, as announced in the Federal 
Register of January 21,1981 (46 FR 5891- 
5892), subject to the correction of three 
minor deficiencies. 

Iowa previously submitted 
amendments to satisfy two of three 
conditions of approval and the Secretary 
removed those two conditions on May 
26,1982. On June 3,1982, Iowa 
submitted additional program 
modifications including changes to 
address the third and only remaining 
condition of approval. The Secretary is 
approving these modifications and 
removing the last condition of approval. 
effective date: The approval of these 
program modifications is effective 
September 8.1982. 

FOR FURTHER INFORMATION CONTACT: 

Arthur Abbs, Office of Surface Mining 
Reclamation and Enforcement, U.S. 
Department of the Interior, South 
Building, 1951 Constitution Avenue, 

NW., Washington, D.C. 20240, 
Telephone: (202) 343-5351. 
SUPPLEMENTARY INFORMATION: 

Background on the Iowa Program 
Submission 

On February 28,1980, OSM received a 
proposed regulatory program from the 
State of Iowa. After providing 
opportunity for public comment and a 
review of the program submission, the 
Secretary of the Interior approved in 
part and disapproved in part the Iowa 
program. The Secretary’s decision was 
published in the October 16,1980 
Federal Register (45 FR 68673-68686). 

Under 30 CFR 732.13(f) the State of 
Iowa had 60 days (until December 15, 
1980) from the date of publication of the 
Secretary’s partial ge approval in which 
to submit a revised program for 


consideration. Iowa submitted its 
revised program for consideration on 
December 15,1980. 

On January 21,1981. following a 
review of the amended program the 
Secretary approved the program subject 
to the correction of three minor 
deficiencies (46 FR 5885-5892). The 
approval was made effective April 10, 
1981. 

Information pertinent to the general 
background, revisions, modifications, 
and amendments to the proposed 
permanent program submission, as well 
as the Secretary’s findings, the 
disposition of comments and 
explanation of the conditions of 
approval of the Iowa program can be 
found in the January 21,1981 Federal 
Register (46 FR 5885-5892). 

Background on the Secretary’s 
Conditional Approval 

The Secretary of the Interior 
determined that the Iowa program 
contained three minor deficiences: 

1. Iowa did not have fully enacted 
regulations to provide for civil and 
criminal sanctions for violations of the 
Iowa law, regulations or of the 
conditions on permits and exploration 
approvals in accordance with section 
518 of SMCRA (30 U.S.C. 1268) and 
consistent with 30 CFR Part 845. 

2. The Iowa Administrative 
Procedures Act required that an 
administrative hearing be held prior to 
the issuance of a cessation order. This 
requirement conflicts with section 
521(a)(3) of SMCRA. which provides 
that a cessation order shall be issued 
immediately upon the expiration of the 
time for abatement if abatement has not 
been accomplished. 

3. Iowa did not have fully enacted 
regulations establishing penalties to 
protect State employees during the 
performance of their duties in 
accordance with the protection afforded 
Federal employees under 704 of 
SMCRA. 

In accepting the Secretary’s 
conditional approval, Iowa agreed to 
correct the regulation deficiencies 
concerning rules for proposal and 
assessment of civil penalties and 
protection of State employees by July. 
1981, and the statutory deficiency 
concerning the issuance of cessation 
orders for failure to abate notices of 
violations by January 1.1982. In 
accordance with the State’s request, the 
Secretary extended the deadline for the 
State to meet condition ”b” to 
September 1,1982 (47 FR 7829, February 
23.1982). 
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Submission of Revisions 

On October 1,1981, OSM received 
from the Iowa Department of Soil 
Conservation, revisions to its permanent 
program intended to satisfy conditions 
“a" and "c". 

OSM published a notice in the Federal 
Register on February 10,1982, 
announcing receipt of these provisions 
and inviting public comment on whether 
the provisions submitted satisfied the 
two conditions. On May 26,1982 (47 FR 
22950-22954), the Secretary announced 
his decision to approve the amendments 
and to remove conditions “a" and “c". 

On June 3,1982, the Iowa Department 
of Soil Conservation submitted to OSM 
Iowa Senate Bill 2660, a statutory 
amendment which revises the Iowa 
Surface Coal Mining Act at section 
83.14, subsection 2, unnumbered 
paragraph 2, Code 1981 and at section 
83.14, subsection 7. 

Secretary's Findings 

The Secretary finds the program 
amendments submitted by Iowa on June 
3,1982, satisfy condition “b" of the 
Secretary's approval as follows: 

Section 1 of the bill amends section 
83.14.2 Iowa Code (1981) to allow the 
director of the Iowa Department of Soil 
Conservation to issue a cessation order 
for a coal operator's failure to abate a 
violation within the time allowed, 
without having to comply with the 
normal prior hearing requirements of the 
Iowa Administrative Procedures Act, 
section 17A.18.3. LC. (1981). The 
Secretary finds that this change satisfies 
condition “c" of the Secretary's 
approval as stipulated at 30 CFR 
915.11(b). 

The Secretary further Finds that the 
State-generated amendment to section 
83.14.7(a), I.C. (1981) which is not related 
to one of the conditions is in accordance 
with SMCRA and consistent with OSM’s 
regulations and. therefore, satisfies the 
criteria for State program approval at 30 
CFR 732.15. 

Senate Bill 2660 revises section 
83.14.7(a). I.C. (1981) in two respects. 
First, it strikes the redundant phrase “on 
the request for temporary relief." 

Second, it adds a sentence that says the 
temporary relief hearing need not be 
held as a contested case under chapter 
17A. The rule allows a hearing officer to 
hold a temporary relief hearing within 
the mandatory five day period without 
having to comply with the formal notice 
requirements that normally precede an 
evidentiary administrative hearing 
pursuant to section 17A.12, LC (1981). 
Instead, the minimum notice 
requirements of section 83.14.7, which 
are consistent with 30 U.S.C. 1275(c), 


govern temporary relief proceedings. 
The losing party still has full rights to a 
contested case hearing, prior to which 
the notice requirements of section 
17A.12 will apply. 

Public Comment 

The public comment period ended 
August 13,1982. No comments were 
submitted. A public hearing scheduled 
for August 10,1982, was cancelled 
August 4,1982, because no one 
expressed a desire to present testimony. 

Approval of Amendments 

Accordingly, condition “b" is hereby 
removed and 30 CFR Part 915 is 
amended to indicate approval of the 
Iowa program amendments submitted to 
OSM on June 3,1982. 

Additional Findings 

Pursuant to section 702(d) of SMCRA, 
30 U.S.C. 1292(d), no environmental 
impact statement need be prepared on 
this approval. On August 28,1981, the 
Office of Management and Budget 
(OMB) granted OSM an exemption from 
sections 3, 4, 6, and 8 of Executive Order 
12291 for all actions taken to approve or 
conditionally approve State regulatory 
programs, actions, or amendments. 
Therefore, these program amendments 
are exempt from the preparation of a 
Regulatory Impact Analysis and 
regulatory review by OMB. 

Pursuant to section 702(d) of SMCRA. 
30 U.S.C. 1292(d), this rule is not a major 
Federal action. It is hereby designed as 
a categorical exclusion from the NEPA 
process. Therefore, for this rule, OSM is 
exempt from the requirements of an 
Environmental Assessment, EIS or 
FONSI. 

Pursuant to the Regulatory Flexibility 
Act, P.L. 96-354.1 certify that this rule 
will not hav$ a significant economic 
impact on a substantial number of small 
entities. 

On August 23,1982, the Environmental 
Protection Agency transmitted its 
written concurrence on the Iowa 
program amendments. 

List of Subjects in 30 CFR Part 944 

Coal mining, Intergovernmental 
relations, Surface mining, Underground 
mining. 

Accordingly, Part 915 of Title 30 is 
amended as set forth below. 

Dated: September 1.1982. 

Daniel N. Miller, Jr„ 

Assistant Secretary for Energy and Minerals. 

PART 915—IOWA 

1. 30 CFR Part 915 is amended by 


removing § 915.11 and revising 5 915.10 
to read as follows: 

§ 915.10 State Regulatory Approval. 

The Iowa program as submitted 
February 28,1980, and as amended and 
clarified June 11,1980 and December 15, 

1980, was approved effective April 10, 

1981. The amendments submitted 
October 1,1981, were approved effective 
May 26,1982. The amendments 
submitted June 3,1982, are approved 
effective September 8,1982. Copies of 
the approved program, as amended, are 
available at: 

(a) Iowa Department of Soil 
Conservation, Mines and Minerals 
Division, Wallace State Office Building, 
Des Moines, Iowa 50319. 

(b) Office of Surface Mining 
Reclamation and Enforcement, 818 
Grand Avenue, 5th Floor, Scarritt 
Building, Kansas City, Missouri 64106, 
Telephone (816) 374-5527. 

(c) Office of Surface Mining 
Reclamation and Enforcement, 
Administrative Record Office, Room 
5315,1100 “L" Street. N.W., Washington. 
D.C. 

§915.11 [Removed] 

(Pub. L. 95-87. sections 102, 201, and 503, 30 
U.S.C. 1202,1211. and 1253) 

(FR Doc. 62-24040 Fll»d S-7-82: 645 am] 

BILLING CODE 4310-O5-M 


LIBRARY OF CONGRESS 

Copyright Office 

37 CFR Parts 203 and 204 

Privacy Act of 1974; Freedom of 
Information Act; Policies and 
Procedures; Correction 

agency: Library of Congress, Copyright 
Office. 

action: Final regulations; correction. 

summary: This notice is issued to 
advise the public that the Copyright 
Office of the Library of Congress is 
correcting the Copyright Office 
Announcement in the Federal Register 
on August 24,1982 (47 FR 36819) 
adopting final regulations that amend 
§§ 203.3, 203.4, 203.6, 204.3, 204.4, 204.5, 
204,6, and 204.7. The announcement 
failed to give the date upon which the 
amendments became effective. 

effective DATE: August 24,1982. 
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Dated: August 30,1982. 
Michael R. Pew, 

Associate Register of Copyrights . 

Approved: 

Daniel L. Boors tin, 

The Librarian of Congress. 

(FR Doc 82-24540 Filed &-7-8S 8:45 am) 

BILLING COOE 1410-03-M 


ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 52 

l A-5-FRL-2184-3 ] 

Approval and Promulgation of 
Implementation Plans; Illinois 

agency: Environmental Protection 
Agency. 

action: Final rulemaking. 

summary: The Environmental Protection 
Agency (EPA) announces Final 
Rulemaking on a revision to the Illinois 
State Implementation Plan (SIP) for 
Ozone. The revision pertains to a final 
compliance date extension to May 31, 
1985, for Lyon Metal Products, 
Incorporated (Lyon), Montgomery, 
Illinois, to comply with Volatile Organic 
Compound (VOC) emission limits. EPA’s 
action is based upon a revision which 
was submitted by the State to satisfy the 
requirements of Part D of the Clean Air 
Act (Act). 

date: This action will be effective 
November 8,1982 unless notice is 
received within 30 days that someone 
wishes to submit adverse or critical 
comments. 

addresses: Copies of this revision to 
the Illinois SIP are available for 
inspection at: The Office of the Federal 
Register, 1100 L Street, N.W., Room 8401, 
Washington, D.C. 20408. 

Copies of the SIP revision, public 
comments on the notice of proposed 
rulemaking and other materials relating 
to this rulemaking are available for 
inspection at the following addresses: (It 
is recommended that you telephone 
Randolph O. Cano, at (312) 886-6035, 
before visiting the Region V Office). 
Environmental Protection Agency, Air 
Programs Branch, Region V, 230 South 
Dearborn Street, Chicago. Illinois 
60604 

Environmental Protection Agency, 

Public Information Reference Unit, 401 
M Street, SW„ Washington, D.C. 

20460 

Illinois Environmental Protection 
Agency, Division of Air Pollution 
Control, 2200 Churchill Road, 
Springfield, Illinois 62706 


Written comments should be sent to: 
Gary Gulezian, Chief. Regulatory 
Analysis Section, Air Programs Branch, 
Region V, Environmental Protection 
Agency, 230 South Dearborn Street, 
Chicago. Illinois 60604. 

FOR FURTHER INFORMATION CONTACT: 
Randy Cano (312) 886-6035. 
supplementary information: Under 
Section 107 of the Act, EPA has 
designated certain areas in each State 
as not attaining National Ambient Air 
Quality Standards (NAAQS). On March 
3,1978 (43 FR 8964), and on January 30, 
1980 (45 FR 6787), EPA designated 
certain areas in the State of Illinois as 
nonattainment areas for ozone. Kane 
County, where Lyon is located, is 
designated as nonattainment for ozone. 

For ozone nonattainment areas, Part D 
of the Act requires each State to revise 
its SIP to provide for attaining the 
primary national ambient air quality 
standards (NAAQS) by December 31. 
1982, or, in certain cases, by December 
31,1987. 

An adequate Part D SIP for ozone is 
one which includes control of VOC 
emissions from stationary sources to 
provide for attainment of the NAAQS. 
For stationary sources, the plan must 
include legally enforceable requirements 
reflecting the application of reasonably 
available control technology (RACT) for 
those sources of VOC for which EPA 
had published a control techniques 
guideline (CTG) before January 1978. 
Each CTG describes techniques 
available for reducing emissions of VOC 
from a category of sources and 
recommends levels of control. For 
further discussion of CTG’s, see the 
Federal Register dated September 17, 
1979 (44 FR 53761). 

The requirements for an approvable 
SIP are described in a Federal Register 
notice published April 4,1979 (44 FR 
20372), as supplemented on July 2,1979 
(44 FR 38583); August 28,1979 (44 FR 
50371); September 17.1979 (44 FR 53761); 
and November 23,1979 (44 FR 67182). 

On April 4,1979. the State of Illinois 
submitted Illinois Pollution Control 
Board (IPCB) Rules 205(m)(l)(B) and 
205(n)(l)(G) of Chapter 2 of the Air 
Pollution Control Regulations to EPA. 

On February 21,1980 (45 FR 11472), 
these rules were conditionally approved 
as part of the Illinois SIP. 

On May 10,1982, the State submitted 
a proposed revision to the Illinois SIP in 
the form of a February 4,1982, IPBC 
Opinion and Order (PCB 81-184) which 
granted a variance until May 31,1985, 
from the requirements of IPCB Rules 
205(m)(l)(B) and 205(n)(l)(G) to Lyon's 
Montgomery, Illinois, facility. The 
facility presently uses an annual volume 


of 127,140 gallons of alkyd enamel paint 
which has an average VOC content of 
approximately 5.25 lbs./gallon. There 
are about 333.7 tons of annual VOC 
emissions from the paint tanks. 

Rule 205(n)(l)(G). which has a final 
compliance date of October 1,1982, 
establishes a 3.0 lbs. VOC/gallon of 
coating applied, less water limit on the 
VOC component of paints used in metal 
furniture coating. 

Rule 205(m)(l)(B) requires that Lyon 
submit an acceptable compliance 
program to the Illinois Environmental 
Protection Agency (IEPA) along with 
progress reports on the use of low 
solvent coating technology which 
demonstrates the initiation of process 
modifications to allow the use of low 
solvent coatings by April 1.1982, and 
the completion of process modifications 
to allow the use of low solvent coatings 
by October 1,1982. 

Lyon investigated several methods of 
compliance with Rule 205(n)(l)(G) and 
determined that replacing the dip tanks 
with a system which will apply high 
solid coatings by electrodeposition 
(EDP) is the best alternative*. Lyon owns 
a second similar plant which also must 
be brought into compliance. In order to 
avoid employee layoffs, minimize plant 
downtime, spread out payments, utilize 
Lyon design and engineering personnel, 
and coordinate the testing and 
implementation of the new EDP System, 
Lyon requested an extended final 
compliance date to May 31.1985, with a 
phased implementation schedule. The 
phased implementation schedule 
requires Lyon to install a monorail 
electrodeposition system by March 1983, 
and a plunge /dip/ walking beam 
electrodeposition system by May 1985. 

In a February 4,1982, Opinion and 
Order (PCB 81-184), the IPCB granted 
Lyon’s variance request. 

The EPA reviewed this proposed SIP 
revision and supporting documents and 
determined that approval of this 
revision will not interfere with the 
attainment and maintenance of the 
ozone standard. EPA finds this 
temporary variance acceptable based on 
the economic and technical justification 
supplied by the source and the State. 
EPA, therefore, approves the variance 
including the phased implementation 
schedule as a SIP revision. Additionally, 
EPA believes that, due to the technical 
difficulties of installing new technology 
and the costs involved, the compliance 
date extension is practicable. 

Because EPA considers today's action 
noncontroversial and routine, we are 
approving it today without prior 
proposal. The action will become 
effective on November 8,1982. However. 
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if we receive notice by 30 days from the 
date of this notice that someone wishes 
to submit critical comments, then EPA 
will publish: (1) A notice that withdraws 
the action, and (2) a notice that begins a 
new rulemaking by proposing the action 
and establishing a comment period. 

The Office of Management and Budget 
has exempted this rule from the 
requirements of Section 3 of Executive 
order 12291. 

Under 5 U.S.C. 605(b), the 
Administrator has certified that SIP 
approvals do not have a significant 
economic impact on a substantial 
number of small entities (See 46 FR 
8709). 

Under Section 307(b)(1) of the Act, 
petitions for judicial review of this 
action must be filed in the United States 
Court of Appeals for the appropriate 
circuit by November 8.1982. This action 
may not be challenged later in 
proceedings to enforce its requirements. 
(See section 307(b)(2).) 

List of Subjects in 40 CFR Part 52 

Air pollution control, Ozone, Sulfur 
oxides, Nitrogen dioxide, Lead, 
Particulate matter, Carbon monoxide, 
Hydrocarbons. 

Note.—Incorporation by reference of the 
State Implementation Plan for the State of 
Illinois was approved by the Director of the 
Federal Register on July 1,1982. 

This notice is issued under authority 
of Sections 110 and 172 of the Clean Air 
Act, as amended (42 U.S.C. 7410 and 
7502). 

Dated: August 31,1982. 

Anne M. Gorsuch, 

Administrator. 

PART 52—APPROVAL AND 
PROMULGATION OF 
IMPLEMENTATION PLANS 

Title 40 of the Code of Federal 
Regulations, Chapter 1, Part 52 is 
amended by adding § 52.720, paragraph 
(c)(38) as follows: 

§ 52.720 Identification of plan. 
***** 

(c) * * • 

(35) On May 10,1982, the State 
submitted a February 4,1982, Illinois 
Pollution Control Board Opinion and 
Order (PCB 81-184) granting a variance 
from the requirements of Rules 
205[m)(l)(B) and 204(n)(l)(G) of Chapter 
2 of the Air Pollution Control 
Regulations to the Lyon Metal Products, 
Incorporated. Montgomery, Illinois 
facility. This variance expires on May 
31,1985. 

|FR Doc. 82-24636 Filed 9-7-82: 8:45 am] 

BILLING CODE 6560-50-*! 


40 CFR Part 61 
l AD-FRL-2115-7) 

Appendix B; Test Methods; Method 
107A 

agency: Environmental Protection 
Agency (EPA). 
action: Final rule. 

summary: Test Method 107A for vinyl 
chloride was proposed in the Federal 
Register on February 12,1981 (46 FR 
12188). This action promulgates the test 
method. The intended effect of this 
action is to allow all sources of vinyl 
chloride specified to conduct emission 
tests under Subparts A and F of 40 CFR 
Part 61 to hereafter (see effective date 
below) use this method for determining 
compliance. 

EFFECTIVE DATE: September 8,1982. 

Under Section 307(b)(1) of the Clean 
Air Act, judicial review of this test 
method is available only by the filing of 
a petition for review in the U.S. Court of 
Appeals for the District of Columbia 
Circuit within 60 days of today’s 
publication of this rule. Under Section 
307(b)(2) of the Clean Air Act. the 
requirements that are the subject of 
today’s notice may not be challenged 
later in civil or criminal proceedings 
bought by EPA to enforce these 
requirements. 

addresses: Summary of Comments and 
Responses . The summary of comments 
and responses for the proposed test 
method may be obtained from the U.S. 
EPA Library (MD-35). Research Triangle 
Park, North Carolina 27711, telephone 
number (919) 541-2777. Please refer to 
“Test Method 107A—Summary of 
Comments and Responses, EPA-450/3- 
82-004.” The document contains a 
summary of all the public comments 
made on the proposed method and the 
Administrator's response to the 
comments. 

Docket A docket, number A-80-37, 
containing information considered by 
EPA in the development of this test 
method, is available for public 
inspection between 8:00 a.m. and 4:00 
p.m. Monday through Friday, at EPA’s 
Central Docket Section (A-130), West 
Tower Lobby. Gallery 1, 401 M Street, 
SW., Washington, D.C. 20460. A 
reasonable fee may be charged for 
copying. 

FOR FURTHER INFORMATION CONTACT: 

Roger T. Shigehara, Emission 
Measurement Branch, Emission 
Standards and Engineering Division 
(MD-19), U.S. Environmental Protection 
Agency, Research Triangle Park, North 
Carolina 27711, telephone (919) 541- 
2237. 


SUPPLEMENTARY INFORMATION: . 

Public Participation 

The test method was proposed and 
published in the Federal Register on 
February 12,1981 (46 FR 12188). A public 
hearing was scheduled for March 26, 
1981, but was not held since no one 
requested to speak. Public comments 
were solicited at the time of proposal. 
The public comment period was from 
February 12.1981, to April 13.1981. 

Seven comment letters were received 
concerning issues relative to the 
proposed test method. The comments 
have been carefully considered, and it 
was determined that no changes were 
necessary in the proposed test method. 

Significant Comment to the Proposed 
Test Method 

Comments on the proposed test 
method were received from industry, 
industry counsel, engineering firms, and 
equipment manufacturers. A detailed 
discussion of these comments and 
responses can be found in the summary 
of comments and responses, which is 
referred to in the ADDRESSES section 
of this preamble. The major comments 
and responses are summarized in this 
preamble. The comments have been 
divided into the following areas: 

Prior Approval of Method 107A 

One commenter felt that Method 107A 
is very similar to methods in use before 
the regulation containing Method 107 
was promulgated in 1977, and a great 
deal of time and money could have been 
saved had Method 107A been permitted 
originally. 

The commenter apparently failed to 
recognize that Part 61 of Title 40, CFR, 
provides for approval by the 
Administrator of methods which have 
been demonstrated to the 
Administrator’s satisfaction to produce 
results adequate for determination of 
compliance. Method 107 is an automated 
analytical technique that is best suited 
for the high-volume quality control 
analyses that are an integral part of 
most polyvinyl chloride facilities, but for 
those who may prefer to use another 
method, that option has always been a 
possibility. 

Safety of Method 107A 

One commenter stated that due to the 
hazards involved, the Agency should not 
recommend the use of pure vinyl 
chloride to prepare liquid calibration 
standards. Furthermore, due to the 
availability of standard reference 
materials from the National Bureau of 
Standards, the commenter believes that 
the accuracy of commercially prepared 
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gaseous vinyl chloride mixtures is 
probably far superior to any liquid 
standards prepared by the procedure 
described in the proposed method. 

The Agency recognizes the need to 
exercise great caution in the use of pure 
vinyl chloride in Section 5, Safety, and 
Section 9.1, Preparation of Standards. 
Liquid standards are an integral part of 
the method, and gas standards would 
add considerable cost to the method 
without increasing the accuracy to a 
significant or necessary degree. 

Citation of Brand Name Products 

A manufacturer of gas 
chromatographs and accessories 
objected to the citations of brand name 
products (Sections 6.3.1, 6.3.2, 6.3.7), and 
suggested they be replaced with generic 
equivalents. In their opinion, many 
potential method users will never 
question a particular brand selection if 
one is cited. 

While this may be true, most method 
users find it helpful to know which 
particular brand has been shown to 
produce satisfactory results. However, 
as the EPA does not have the capability 
to screen all products to determine 
acceptability, it believes the best course 
of action is to leave the method users 
the option to choose some other brand 
by adding the phrase “or equivalent” to 
each brand product cited. 

Docket 

The docket is an organized and 
complete file of all the information 
considered by EPA in the development 
of this rulemaking. The docket is a 
dynamic file, since material is added 
throughout the rulemaking development. 
The docketing system is intended to 
allow members of the public and 
industries involved to identify and 
locate documents readily so that they 
can intelligently and effectively 
participate in the rulemaking process. 
Along with the statement of basis and 
purpose of the proposed and 
promulgated test methods and EPA 
responses to significant comments, the 
contents of the docket will serve as the 
record in case of judicial review 
(Section 307(d)(7)(A)). 

Miscellaneous 

This rulemaking does not impose any 
additional emission measurement 
requirements on facilities affected by 
this rulemaking. Rather, this rulemaking 
allows the use of an alternative test 
method, if future standards impose 
different emission measurement 
requirements, the impacts of the 
alternative test method promulgated 
today will be evaluated during 
development of these standards. 


Under Executive Order 12291, EPA 
must judge whether a regulation is 
“major” and, therefore, subject to the 
requirement of a regulatory impact 
analysis. This regulation is not major 
because it will not have an annual effect 
on the economy of $100 million or more; 
it will not result in a major increase in 
costs or prices; and there will be no 
significant adverse effects on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of U.S.-based enterprises to 
compete with foreign^based enterprises 
in domestic or export markets. This 
regulation was submitted to the Office 
of Management and Budget for review 
as required by Executive Order 12291. 

Pursuant to the provisions of 5 U.S.C. 
605(b). I hereby certify that the attached 
rule will not have a significant economic 
impact on a substantial number of small 
entities because the rule does not 
impose any additional requirements. 

List of Subjects in 40 CFR Part 61 

Air pollution control, Asbestos, 
Beryllium. Hazardous materials. 
Mercury, Vinyl chloride. 

Sec. 112,114, 301(a) of the Clean Air Act. as 
amended (42 U.S.C. 7412, 7414, 7601(a)) 

Dated: August 24,1962. 

John W. Hernandez. Jr., 

Acting Administrator. 

PART 61—NATIONAL EMISSION 
STANDARDS FOR HAZARDOUS AIR 
POLLUTANTS 

Secton 61.67(g) and Appendix B of 40 
CFR Part 61 are amended as follows: 

1. By adding a sentence to § 61.67(g) 
as follows: 

§ 61.67 Emission tests. 
***** 

(g) * * * alternative is withdrawn. 
Whenever Test Method 107 is specified, 
and the conditions in Section 1.1, 
“Applicability" of Method 107A are met, 
Method 107A may be used. 
***** 

2. By adding Method 107A to 
Appendix B to read as follows: 

Appendix B—Test Methods 


Method 107A—Determination of Vinyl 
Chloride Content of Solvents, Resin-Solvent 
Solution, Polyvinyl Chloride Re9in, Resin 
Slurry, Wet Resin, and Latex Samples 

Introduction 

Performance of this method should not be 
attempted by persons unfamiliar with the 
operation of a gas chromatograph (GC) or by 
those who are unfamiliar with source 
sampling because knowledge beyond the 
scope of this presentation is required. Care 
must be exercised to prevent exposure of 


sampling personnel to vinyl chloride, a 
carcinogen. 

1. Applicability and Principle 

1.1 Applicability. This is an alternative 
method and applies to the measurement of 
the vinyl chloride content of solvents, resin 
solvent solutions, polyvinyl chloride (PVC) 
resin, wet cake slurries, latex, and fabricated 
resin samples. This method is not acceptable 
where methods from Section 304(h) of the 
Clean Water Act. 33 U.S.C. 1251 et seq.. (the 
Federal Water Pollution Control Act 
Amendments of 1972 as amended by the 
Clean Water Act of 1977) are required. 

1.2 Principle. The basis for this method 
lies in the direct injection of a liquid sample 
into a chromatograph and the subsequent 
evaporation of all volatile material into the 
carrier gas stream of the chromatograph, thus 
permitting analysis of all volatile material 
including vinyl chloride. 

2. Range and Sensitivity 

The lower limit of detection of vinyl 
chloride in dry PVC resin is 0.2 ppm. For resin 
solutions, latexes, and wet resin, this limit 
rises inversely as the nonvolatile (resin) 
content decreases. 

With proper calibration, the upper limit 
may be extended as needed. 

3. Interferences 

The chromatograph columns and the 
corresponding operating parameters herein 
described normally provide an adequate 
resolution of vinyl chloride. In cases where 
resolution interferences are encountered, the 
chromatograph operator shall select the 
column and operating parameters best suited 
to his particular analysis problem, subject to 
the approval of the Administrator. Approval 
is automatic, provided that the tester 
produces confirming data through an 
adequate supplemental analytical technique, 
such as analysis with a different column or 
GC/mass spectroscopy, and has the data 
available for review by the Administrator. 

4. Precision and Reproducibility 

A standard sample of latex containing 
181.8 ppm vinyl chloride analyzed 10 times by 
the alternative method showed a standard 
deviation of 7.5 percent and a mean error of 
0.21 percent. 

A sample of vinyl chloride copolymer resin 
solution was analyzed 10 times by the 
alternative method and showed a standard 
deviation of 6.6 percent at a level of 35 ppm. 

5. Safety 

Do not release vinyl chloride to the 
laboratory atmosphere during preparation of 
standards. Venting or purging with vinyl 
chloride monomer (VCM) air mixtures must 
be held to minimum. When purging is 
required, the vapor must be routed to outside 
air. Vinyl chloride, even at low-ppm levels, 
must never be vented inside the laboratory. 

6. Apparatus 

6.1 Sampling! The following equipment is 
Tequired: 

6.1.1 Glass Bottles. 16-oz wide mouth wide 
polyethylene-lined, screw-on tops. 
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* interfering peak 




Time, minutes 
Figure 107A-1 


6.1.2 Adhesive Tape. To prevent 
looseningiof bottle tops. 

6.2 Sample Recovery. The following 
equipment is required: 

6.2.1 Glass Vials. 20-ml capacity with 
polycone screw caps. 

6.2.2 Analytical Balance. Capable of 
weighing to ±0.01 gram. 

6.2.3 Syringe. 50-microliter size, with 
removable needle. 

6.2.4 Fritted Class Sparger. Fine porosity. 

6.2.5 Aluminum Weighing Dishes. 

6.2.6 Sample Roller or Shaker. To help 
dissolve sample. 

6.3 Analysis. The following equipment is 
required: 

6.3.1 Gas Chromatograph. Hewlett 
Packard Model 5720A or equivalent. 

6.3.2 Chromatograph Column. Stainless 
steel, 6.1 m by 3.2 mm. packed with 20 
percent Tergitol E-35 on Chromosorb W 
AW 60/80 mesh. The analyst may use 
other columns provided that the 
precision and accuracy of the analysis of 
vinyl chloride standards are not impaired 
and that he has available for review 
information confirming that there is 
adequate resolution of the vinyl chloride 
peak. (Adequate resolution is defined as 
an area overlap of not more than 10 
percent of the vinyl chloride peak by an 
interfering peak. Calculation of area 
overlap is explained in Apendix C. 
Procedure 1: "Determination of Adequate 
Chromatographic Peak Resolution.") 

6.3.3 Valeo Instrument Six-Port Rotary 
Valve. For column back flush. 

6.3.4 Septa. For chromatograph injection 
port. 

6.3.5 Injection Port Liners. For 
chromatograph used. 

6.3.6 Regulators. For required gas cylinders. 

6.3.7 Soap Film Flowmeter. Hewlett Packard 
No. 0101-0113 or equivalent.- 

6.4 Calibration. The following equipment is 
required: 

6.4.1 Analytical Balance. Capable of 
weighing to ±0.0001 g. 

6.4.2 Erlenmeyer Flask With Glass Stopper. 
125 ml. 

6.4.3 Pipets. 0.1. 0.5.1, 5.10. and 50 ml. 

6.4.4 Volumetric Flasks. 10 and 100 ml. 

7. Reagents 

Use only reagents that are of chromatograph 
grade. 

7.1 Analysis. The following items are 
required: 

7.1.1 Hydrogen Gas. Zero grade. 

7.1.2 Nitrogen Gas. Zero grade. 

7.1.3 Air. Zero grade. 

7.1.4 Tetrahydrofuran (THF). Reagent grade. 
Analyze the THF by injecting 10 microliters 

into the prepared gas chromatograph. 

Compare the THF chromatogram with that 
shown in Figure 107A-l. If the chromatogram 
is comparable to A, the THF should be 
sparged with pure nitrogen for approximately 
2 hours using the fritted glass sparger to 
attempt to remove the interfering peak. 
Reanalyze the sparged THF to determine 
whether the THF is acceptable for use. If the 
scan is comparable to B, the THF should be 
acceptable for use in the analysis. 

7.1.5 N. N-Dimethylacetamide (DMAC). 
Spectrographic grade. For use in place of 
THF. 


7.2 Calibration. The following item is 
required: 

7.2.1 Vinyl Chloride 99.9 Percent. Ideal Gas 
Products lecture bottle, or equivalent. For 
preparation of standard solutions. 

8. Procedure 

8.1 Sampling. Allow the liquid or dried resin 
to flow from a tap on the tank, silo, or 
pipeline until the tap has been purged. 

Fill a wide-mouth pint bottle, and 
immediately tightly cap the bottle. Place 
an identifying label on each bottle and 
record the date, time, sample location, 
and material. 

8.2 Sample Treatment. Sample must be 
run within 24 hours. 

8.2.1 Resin Samples. Weigh 9.00 ± 0.01 g 
of THF or DMAC in a tared 20-ml vial. Add 
1.00 ± 0.01 g of resin to the tared vial 
containing the THF or DMAC. Close the vial 
tightly with the screw cap, and shake or 
otherwise agitate the vial until complete 
solution of the resin is obtained. Shaking may 
require several minutes to several hours, 
depending on the nature of the resin. 

8.2.2 Suspension Resin Slurry and Wet 
Resin Sample. Slurry must be filtered^ using a 
small Buchner funnel with vacuum to yield a 
wet resin sample. The filtering process must 
be continued only as long as a steady stream 
of water is exiting from the funnel. Excessive 
filtration time could result in some loss of 
VCM. The wet resin sample is weighed into a 
tared 20-ml vial with THF or DMAC as 
described earlier for resin samples (8.2.1) and 
treated the same as the resin sample. A 
sample of the wet resin is used to determine 
total solids as required for calculating the 
residual VCM (Section 8.3.4). 

8.2.3 Latex and Resin Solvent Solutions. 
Samples must be thoroughly mixed. Weigh 
1.00 ± 0.01 g of the latex or resin-solvent 
solution into a 20-ml vial containing 

9.00 ± 0.01 g of THF or DMAC as for the 
resin samples (8.2.1). Cap and shake until 
complete solution is obtained. Determine the 
total solids of the latex or resin solution 
sample (Section 8.3.4). 

8.2.4 Solvents and Non-viscous Liquid 
Samples. No preparation of these samples is 
required. The neat samples are injected 
directly into the GC. 

8.3 Analysis. 

8.3.1 Preparation of GC. Install the 
chromatographic column, and condition 
overnight at 70° C. Do not connect the exit 
end of the column to the detector while 
conditioning. 


8.3.1.1 Flow Rate Adjustments. Adjust the 
flow rate as follows: 

a. Nitrogen Carrier Gas. Set regulator on 
cylinder to read 60 psig. Set column flow 
controller on the chromatograph using the 
soap flim flowmeter to yield a flow rate of 40 
cc/min. 

b. Burner Air Supply. Set regulator on the 
cylinder at 40 psig. Set regulator on the 
chromatograph to supply air to the burner to 
yield a flow rate of 250 to 300 cc/min using 
the flowmeter. 

c. Hydrogen. Set regulator on cylinder to 
read 60 psig. Set regulator on the 
chromatograph to supply 30 to 40 cc/min 
using the flowmeter. Optimize hydrogen flow 
to yield the most sensitive detector response 
without extinguishing the flame. Check flow 
with flowmeter and record this flow. 

d. Nitrogen Back Flush Gas. Set regulator 
on the chromatograph using the soap Film 
flowmeter to yield a flow rate of 40 cc/min. 

8.3.1.2 Temperature Adjustments. Set 
temperature as follows: 

a. Oven (chromatographic column) at 70° C. 

b. Injection Port at 100° C. 

c. Detector at 300* C. 

6.3.1.3 Ignition of Flame Ionization 
Detector. Ignite the detector according to the 
manufacturer's instructions. Allow system to 
stabilize approximately 1 hour. 

8.3.1.4 Recorder. Set pen at zero and start 
chart drive. 

8.3.1.5 Attenuation. Set attenuation to 
yield desired peak height depending on 
sample VCM content. 

8.3.2 Chromatographic Analyses. 

a. Sample Injection. Remove needle from 
50-microliter syringe. Open sample vial and 
draw 50-microliters of THF or DMAC sample 
recovery solution into the syringe. Recap 
sample vial. Attach needle to the syringe and 
while holding the syringe vertically (needle 
uppermost), eject 40 microliters into an 
absorbent tissue. Wipe needle with tissue. 
Now inject 10 microliters into chromatograph 
system. Repeat the injection until two 
consecutive values for the height of the vinyl 
chloride peak do not vary more than 5 
percent. Use the average value for these two 
peak heights to compute the sample 
concentration. 

b. Back Flush. After 4 minutes has elapsed 
after sample injection, actuate the back flush 
valve to purge the first 4 feet of the 
chromatographic column of solvent and other 
high boilers. 
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c. Sample Data. Record on the 
chromatograph strip chart the data from the 
sample label. 

d. Elution Time. Vinyl chloride elutes at 2.8 
minutes. Acetaldehyde elutes at 3.7 minutes. 
Analysis is considered complete when chart 
pen becomes stable. After 5 minutes, reset 
back flush valve and inject next sample. 

8.3.3 Chromatograph Servicing. 

a. Septum. Replace after five sample 
injections. 

b. Sample Port Liner. Replace the sample 
port liner with a clean spare after five sample 
injections. 

c. Chromatograph Shutdown. If the 
chromatogragph has been shut down 
overnight, rerun one or more samples from 
the preceding day to test stability and 
precision prior to starting on the current day’s 
work. 

8.3.4 Determination of Total Solids (TS). 
For wet resin, resin solution, and PVC latex 
samples, determine the TS for each sample 
by accurately weighing approximately 3 to 5 
grams of sample into a tared aluminum pan. 
The initial procedure is as follows: 

a. Where water is the major volatile 
component: Tare the weighing dish, and add 
3 to 5 grams of sample to the dish. Weigh to 
the nearest milligram. 

b. Where volatile solvent is the major 
volatile component: Transfer a portion of the 
sample to a 20-ml screw cap vial and cap 
immediately. Weigh the viai to the nearest 
milligram. Uncap the vial and transfer a 3- to 
5-gram portion of the sample to a tared 
aluminum weighing dish. Recap the vial and 
reweigh to the nearest milligram. The vial 
weight loss is the sample weight. 

To continue, now place the weighing pan in 
a 130° C oven for 1 hour. Remove the dish 
and allow to cool to room temperature in a 
desiccator. Weigh the pan to the nearest 0.1 
mg. Total solids is the weight of material in 
the aluminum pan after heating divided by 
the net weight of sample added to the pan 
originally times 100. 

9. Calibration of the Chromatograph 

9.1 Preparation of Standards. Prepare a 1 
percent by weight (approximate! solution of 
vinly chloride in THF or DMAC by bubbling 
vinyl chloride gas from a cylinder into a tared 
125-ml glass-stoppered flask containing THF 
or DMAC. The weight of vinyl chloride to be 
added should be calculated prior to this 
operation, i.e., 1 percent of the weight of THF 
or DMAC contained in the tared flask. This 
must be carried out in a laboratory hood. 
Adjust the vinyl chloride flow from the 
cylinder so that the vinyl chloride dissolves 
essentially completely in the THF or DMAC 
and is not blown to the atmosphere. Take 
particular care not to volatize any of the 
solution. Stopper the flask and swirl the 
solution to effect complete mixing. Weigh the 
stoppered flask to nearest 0.1 mg to 
determine the exact amount of vinyl chloride 
added. 

Pipet 10 ml of the approximately 1 percent 
solution into a 100-ral glass-stoppered 
volumetric flask, and add THF or DMAC to 
Fill to the mark. Cap the flask and invert 10 to 
20 times. This solution contains 
approximately 1,000 ppm by weight of vinyl 
chloride (note the exact concentration). 

Pipet 50-, 10-, 5-. 1-. 0.5-, and 0.1-ml aliquots 
of the approximately 1,000 ppm solution into 
10 ml glass stoppered volumetric flasks. 


Dilute to the mark with THF or DMAC. cap 
the flasks and invert each 10 to 20 times. 
These solutions contain approximately 500, 
100, 50,10. 5, and 1 ppm vinyl chloride. Note 
the exact concentration of each one. These 
standards are to be kept under refrigeration 
in stoppered bottles, snd must be renewed 
every 3 months. 

9.2 Preparation of Chromatograph 
Calibration Curve. 

Obtain the GC for each of the six final 
solutions prepared in Section 9.1 by using the 
procedure in Section 8.3.2. Prepare a chart 
plotting peak height obtained from the 
chromatogram of each solution versus the 
known concentration. Draw a straight line 
through the points derived by the least 
squares methods. 

10. Calculations 

10.1 Response Factor. From the 
calibration curve described in Section 9.2, 
select the value of C c that corresponds to H« 
for each sample. Compute the response 
factor. R,. for each sample as follows: 

R,= Eq. 107 A-l 

He 

10.2 Residual vinyl chloride monomer 
concentration (C™) or vinyl chloride 
monomer concentration in resin: 

Cn* = 10H.R f Eq. 107A-2 
Where: 

H. = Peak height of sample, mm. 

R f =Chromatograph response factor. 

10.3 Samples containing volatile material, 
i.e., resin solutions, wet resin, and latexes: 

c ^_ H, R,{1 000) Eq. 107A-3 
TS 

10.4 Samples of solvents and in process 
wastewater. 

C«= ll,Rf Eq. 107 A-4 

o.aao 

Where: 

0.888=Specific gravity of THF. 
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BILLING CODE 6560-50-M 


40 CFR Part 180 

[PH-FRL 2201-7; PP 1E2542/R475) 

Tolerances and Exemptions From 
Tolerances for Pesticide Chemicals in 
or on Raw Agricultural Commodities; 
Thiabendazole 

agency: Environmental Protection 
Agency (EPA). 
action: Final rule. 

summary: This rule establishes 
tolerances for residues of the fungicide 
thiabendazole in or on the raw 
agricultural commodities grapes and 
raises the established tolerance for milk 
from 0.1 ppm to 0.4 ppm. This regulation 
to establish a maximum permissible 
level for residues of the fungicide in or 
on the commodities was requested by 
Merck and Co. 


EFFECTIVE date: Effective on September 

8,1982. 

adoress: Written objections may be 
submitted to the: Hearing Clerk (A-110), 
Rm. 3708. Environmental Protection 
Agency, 401 M St., SW., Washington, 

D C. 20460. 

FOR FURTHER INFORMATION CONTACT: 

Henry M. Jacoby, Product Manager (PM) 
21, Registration Division, Office of 
Pesticide Programs, Environmental 
Protection Agency, Rm. 227, CM#2,1921 
Jefferson Davis Highway, Arlington, VA 
22202 (703-557-1900). 

SUPPLEMENTARY INFORMATION: EPA 

issued a notice published in the Federal 
Register of October 27,1981 (46 FR 
52418) which announced that Merck and 
Co., Inc., PO Box 2000, Rahway, N] 

07065, had submitted pesticide petition 
1E2542 to the Agency proposing to 
amend 40 CFR 180.242(a) by establishing 
a tolerance for residues of the fungicide 
thiabendazole (2-(4- 
thiazolyl)benzimidazole) in or on the 
raw agricultural commodity grapes at 10 
parts per million (ppm). The petition 
was subsequently amended, as 
published in the Federal Register of June 
30,1982 (47 FR 28452), by increasing the 
established tolerance under 40 CFR 
180.242(b) for milk from 0.1 to 0.4 ppm. 

There were no comments received in 
response to these notices of filing. 

The data submitted in these petitions 
and other relevant material have been 
evaluated. The scientific data 
considered in support of these 
tolerances included a 2-year dog feeding 
study with no-observed-effect level 
(NOEL) of 50 mg/kg/day; a rat 
reproduction study with NOEL of 20 mg/ 
kg/day; a rabbit teratology study with 
NOEL up to 800 mg/kg. (highest dose 
tested); a mouse reproduction study 
with NOEL of 150 mg/kg/day; a rat 
teratology study with NOEL up to 80 
mg/kg (highest dose tested); a 2-year rat 
feeding study with NOEL of 10 mg/kg/ 
day in which oncogenic potential is 
negative; and a mouse oncogenicity 
feeding study which had negative 
oncogenic potential at 800 mg/kg 
(female) and 300 mg/kg (male). Based on 
the rat feeding study with a NOEL of 200 
ppm and using a 100-fold safety factor, 
the allowable daily intake (ADI) is 
0.1000 mg/kg/day and the maximum 
permissible intake (MPl) is 6.0000 mg/ 
day for a 60-kg person. Established 
tolerances and this proposed tolerances 
result in a maximum theoretical 
exposure of 1.7867 mg/day for a 60-kg 
person and utilization of 29.78 percent of 
the ADI. Tolerances have previously 
been established for residues of 
thiabendazole in or on a variety of raw 
agricultural commodities ranging from 
0.1 to 10.0 ppm. 
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A related document [FAP1H5313/ 
R118] establishing a feed additive 
regulation in or on dry and wet grape 
pomace appears elsewhere in this issue 
of the Federal Register. 

The metabolism of thiabendazole is 
adequately understood, and an 
adequate analytical method, 
spectrophotofluorometry analysis, is 
available for enforcement purposes. 

The pesticide is considered useful for 
the purpose for which the tolerances are 
sought Based on the information cited 
above, the Agency has determined that 
the establishment of the tolerances in or 
on grapes and the increase in the 
established milk tolerance will protect 
the public health. Therefore, the 
tolerances are established as set forth 
below. 

Any person adversely affected by this 
regulation may, on or before October 8, 
1982, file written objections with the 
Hearing Clerk, at the address given 
above. Such objections should specify 
the provisions of the regulation deemed 
objectionable and the grounds for the 
objections. If a hearing is requested, the 
objections must state the issues for the 
hearing and the grounds for the 
objections. A hearing will be granted if 
the objections are supported by grounds 
legally sufficient to justify the relief 
sought 

The Office of Management and Budget 
has exempted this rule from the 
requirements of section 3 of Executive 
Order 12291. 

Pursuant to the requirements of the 
Regulatory Flexibility Act (Pub. L 96- 
534, 94 Stat. 1164, 5 U.S.C. 601-612). the 
Administrator has determined that 
regulations establishing new tolerances 
or raising tolerance levels or 
establishing exemptions from tolerance 
requirements do not have a significant 
economic impact on a substantial 
number of small entities. A certification 
statement to this effect was published in 
the Federal Register of May 4,1981 (46 
FR 24950). 

(Sec. 408(d)(2). 68 Stat 512 (21 U.S.C. 
348a(d)(2))) 

list of Subjects in 40 CFR Part 180 

Administrative practice and 
procedures, Raw agricultural 
commodities, Pesticides and pests. 

Dated: August 25,1982. 

Edwin L. Johnson, 

Director, Office of Pesticide Programs. 

PART 180—TOLERANCES AND 
EXEMPTIONS FROM TOLERANCES 
FOR PESTICIDE CHEMICALS IN OR ON 
RAW AGRICULTURAL COMMODITIES 

Therefore, 40 CFR 180.242 is amended 
by adding and alphabetically inserting 


the commodity grapes in paragraph (a) 
and revising “milk*' in paragraph (b) to 
read as follows: 

§ 180.242 Thiabendazole; tolerances for 
residues. 

(a) * • * 



Commodities 

Parts per 

million 

• 

Grapes. 

• • • 

ion 


• • • 


(b) * * 

* 



Commodities 

Parts per 
million 

• 

Milk.. 

• • • 

• 

04 

• 

• • • 

• 

(FR Doc. 62-24411 Filed 9-7-82; &45 am) 

BILUNG COO£ 6560-50-41 


40 CFR Part 180 

(PH-FRL 2201-5; PP 2E2643/R4731 

Tolerances and Exemptions From 
Tolerances for Pesticide Chemicals in 
or on Raw Agricultural Commodities; 
N, N-Diethy l-2-( 1 -Naphthaleny loxy) 
Propionamide 

agency: Environmental Protection 
Agency (EPA). 

ACTION: Final rule. 

summary: This rule establishes a 
tolerance for residues of the herbicide 
W,N-diethyl-2-(l-naphthalenyloxy) 
propionamide in or on the raw 
agricultural commodity basil. This 
regulation to establish a maximum 
permissible level for residues of the 
herbicide in or on the commodity was 
submitted by the Interregional Research 
Project No. 4 (IR-4) in pesticide petition 
(PP) 2E2643. 

effective date: Effective on September 
8,1982. 

address: Written objections may be 
submitted to the: Hearing Clerk (A-110), 
Rm. 3708, Environmental Protection 
Agency, 401 M St, SW., Washington, 
D.C. 20460. 

FOR FURTHER INFORMATION CONTACT: 

Donald Stubbs, Emergency Response 
Section (TS-767C), Registration 
Division, Office of Pesticide Programs, 
Environmental Protection Agency, Rm. 
716B, 1921 Jefferson Davis Highway, 
Arlington, VA 22202 (703-557-1192). 
SUPPLEMENTARY INFORMATION: EPA 
issued a notice of proposed rulemaking 
published in the Federal Register of July 
21,1982 (47 FR 31591) which announced 


that IR-4, New Jersey Agricultural 
Experiment Station, P.O. Box 231, 
Rutgers University, New Brunswick, NJ 
08903, had submitted pesticide petition 
number 2E2643 to EPA on behalf of the 
IR-4 Technical Committee and the 
Agricultural Experiment Stations of 
California and North Carolina. 

This petition requested that the 
Administrator, pursuant to section 
408(e) of the Federal Food. Drug, and 
Cosmetic Act, propose the 
establishment of a tolerance for residues 
of the herbicide AW-diethyl-2-(l- 
naphthalenyloxy) propionamide in or on 
the raw agricultural commodity basil at 
0.1 part per million (ppm). 

There were no comments or requests 
for referral to an advisory committee 
received in response to this notice of 
proposed rulemaking. 

The data submitted in the petition and 
other relevant material have been 
evaluated and discussed in the notice of 
proposed rulemaking. Based on the 
above information considered by the 
Agency, the tolerance established by 
amending 40 CFR Part 180 would protect 
the public health. Therefore, the 
tolerance is established as set forth 
below. 

Any person adversely affected by this 
regulation may. on or before October 8. 
1982, File written objections with the 
Hearing Clerk, at the address given 
above. Such objections should specify 
the provisions of the regulation deemed 
objectionable and the grounds for the 
objections. If a hearing is requested, the 
objections must state the issues for the 
hearing and the grounds for the 
objections. A hearing will be granted if 
the objections are supported by grounds 
legally sufficient to justify the relief 
sought. 

The Office of Management and Budget 
has exempted this rule from the 
requirements of section 3 of Executive 
Order 12291. 

(Sec. 408(e), 68 Stat. 514 (21 U.S.C. 346a(e))) 

List of Subjects in 40 CFR Part 180 

Administrative practice and 
procedure, Agricultural commodities, 
Pesticides and pests. 

Dated: August 25 1982. 

Edwin L. Johnson, 

Director, Office of Pesticide Programs. 

PART 180—TOLERANCES AND 
EXEMPTIONS FROM TOLERANCES 
FOR PESTICIDE CHEMICALS IN OR ON 
RAW AGRICULTURAL COMMODITIES 

Therefore, 40 CFR 180.328 is amended 
by adding and alphabetically inserting 
the raw agricultural commodity basil to 
read as follows: 
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§ 180.328 N,N-dlethyl-2-(1- 
naphthalenyloxy) propionamide; tolerances 
for residues. 

« • * * * 


Commodities 

Parts per 
million 

• e • • • 

Ba8fl ...-. t . 

• • 

.... 0.1 

• e e • • 

• • 

(FR Doc. 82-24354 Hied 9-7-82; 8:45 am] 

BILLING CODE 6560-50-M 


40 CFR Part 180 


(PH-FRL 2201-4; PP 1F2525/R480J 

Tolerances and Exemptions From 
Tolerances for Pesticide Chemicals in 
or on Raw Agricultural Commodities; 
Sodium Salt of Acifluorfen 

AGENCY: Environmental Protection 
Agency (EPA). 
action: Final rule. 

summary: This rule establishes 
tolerances for residues of the herbicide 
sodium salt of acifluorfen and its 
metabolites in or on rice grain and rice 
straw. This regulation to establish the 
maximum permissible level for sodium 
salt of acifluorfen in or on rice grain and 
rice straw was requested by Rohm and 
Haas Company. 

effective date: Effective on September 
8.1982. 

address: Written objections may be 
submitted to the: Hearing Clerk (A-110), 
Environmental Protection Agency, Rm. 
3708, 401 M St.. SW.. Washington, D.C. 
20460. 

FOR FURTHER INFORMATION CONTACT: 

Richard F. Mountfort, Product Manager 
(PM) 23, Registration Division (TS- 
767C), Office of Pesticide Programs, 
Environmental Protection Agency, Rm. 
237, CM#2,1921 Jefferson Davis 
Highway. Arlington. VA 22202 (703-557- 
1830). 

SUPPLEMENTARY INFORMATION: EPA 

issued a notice published in the Federal 
Register of July 1.1981 (46 FR 34415) that 
the Rohm and Haas Co., Independence 
Mall West, Philadelphia, PA 19105, had 
submitted a pesticide petition (IF 2525) 
to EPA. The petition proposed that 40 
CFR 180.383 be amended by the 
establishment of tolerances for the 
herbicide sodium salt of acifluorfen 
(sodium 5-[2-chloro~4- 
(trifluoromethyl)phenoxy]-2- 
nitrobenzoic acid) and its metabolites 
(the corresponding acid, methyl ester 
and amino analogues) in or on the raw 


agricultural commodities rice grain and 
rice straw at 0.1 part per million (ppm). 

No comments were received in 
response to the notice of Filing. The data 
submitted in the petition and other 
relevant material have been evaluated. 

The date evaluated included plant 
residue, lactating cow, laying hen and 
rat metabolism feeding studies; a rat 
acute oral LD M study with an LD*, of 
1.30 grams (g)/kilograms (kg) of body 
weight (bw); a 2-year rat feeding/ 
oncogenicity study with no observed 
oncogenic effects at doses from 2.5 ppm 
to 1,080 ppm at varying time intervals 
and acceptable as a chronic feeding 
study with a no-observed-effect level 
(NOEL) of 90 ppm; a rat reproduction/ 
teratology study with a NOEL of 540 
ppm; a rabbit teratology study with a 
NOEL of 60 milligrams (mg)/kg/day; a 
mouse oncogenicity study with no 
observed oncogenic effects at 270 ppm; 
and a 2-year dog feeding study with a 
NOEL of 50 ppm. 

Based on the 2-year dog feeding study 
with a NOEL of 50 ppm and a safety 
factor of 100, the acceptable daily intake 
(ADI) is 0.0125 mg/kg/day and the 
maximum permitted daily intake (MPI) 
is 0.75 mg/day for a 60 kg person. These 
tolerances and previously established 
and pending tolerances utilize 2.06 
percent of the ADI. Tolerances in or on 
the raw agricultural commodities 
soybeans at 0.1 ppm, eggs, milk and 
various meat products of animals at 0.02 
ppm have been previously established in 
the Federal Register of April 11.1980 (45 
FR 24877). 

There are noTegulatory actions 
pending against the registration of this 
chemical. The metabolism of sodium salt 
of acifluorfen in plants and animals is 
adequately understood and an 
analytical method (column 
chromatography and electron capture 
gas detection) is available for 
enforcement purposes. 

The herbicide is considered useful for 
the purpose of which the tolerances are 
sought, and it is concluded that the 
tolerances for the residues of sodium 
salt of acifluorfen in or on the raw 
agricultural commodities will protect the 
public health. Therefore, the tolerances 
are established as set forth below. 

Any person adversely affected by this 
regulation, may on or before October 8, 
1982, file written objections with the 
Hearing Clerk at the address given 
above. Such objections should specify 
the provisions of the regulation deemed 
objectionable and the grounds for the 
objections. If a hearing is requested, the 
objections must state the issues for the 
hearing and the grounds for the 
objections. A hearing will be granted if 
the objections are supported by grounds 


legally sufficient to justify the relief 
sought. 

The Office of Management and Budget 
has exempted this rule from the 
requirements of section 3 of Executive 
Order 12291. 

Pursuant to the requirements of the 
Regulatory Flexibility Act (Pub. L. 96- 
534, 94 Stat. 1164, 5 U.S.C. 601-612), the 
Administrator has determined that 
regulations establishing new tolerances, 
or raising tolerance levels, or 
establishing exemptions from tolerance 
requirements do not have a significant 
economic impact on a substantial 
number of small entities. A certification 
statement to this effect was published in 
the Federal Register of May 4,1981 (46 
FR 24950). 

(Sec. 408(d)(2), 68 Stat. 512 (21 U.S.C 
346a(d)(2))) 

List of Subjects in 40 CFR Part 180 

Administrative practice and 
procedure, Raw agricultural 
commodities, Pesticides and pests. 

Dated: August 25.1982. 

Edwin L. Johnson, 

Director, Office of Pesticide Programs. 

PART 180—TOLERANCES AND 
EXEMPTIONS FROM TOLERANCES 
FOR PESTICIDE CHEMICALS IN OR ON 
RAW AGRICULTURAL COMMODITIES 

Therefore, 40 CFR 180.383 is revised 
by adding and alphabetically inserting 
the raw agricultural commmodities rice 
grain and rice straw to read as follows: 

§ 180.383 Sodium salt of acifluorfen; 
tolerances for residues. 

* * * « * 


Commodities 

Parts per 
milhon 

m \ • 

Rice grain....... 

• 

- 0.1 

Rice straw. 

0.1 

• t • 1 


[FR doc. 82-24355 Filed 9-7-82; 8:45 am) 

BILUNG COOE 6560-50-M 


DEPARTMENT OF THE INTERIOR 
Bureau of Land Management 
43 CFR Public Land Order 6316 
[CA-7086 WR] 

California; Revocation of Public Water 
Reserve No. 159 

agency: Bureau of Land Management, 
Interior. 

action: Public land order. 
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summary: This order revokes an 
Executive Order affecting 320 acres 
withdrawn for public watering purposes. 
This action will restore the lands to 
operation of the public land laws 
generally, and to nonmetalliferous 
mining under the United States mining 
laws. 

EFFECTIVE DATE: October 5,1982. 

FOR FURTHER INFORMATION CONTACT: 

Elizabeth Hoefler, California State 
Office, 916-484-4431. 

SUPPLEMENTARY information: By virtue 
of the authority vested in the Secretary 
of the Interior by Section 204 of the 
Federal Land Policy and Management 
Act of 1976, 90 Stat. 2751; 43 U.S.C. 1714. 
it is ordered as follows: 

1. Executive Order No. 7705 of 
September 11.1937. which withdrew the 
lands from settlement, location, sale or 
entry as Public Water Reserve No. 159, 
is hereby revoked in its entirety: 

San Bernardino Meridian 

T. 14 S.. R. 5 E. 

Sec. 28. W&SE34; 

Sec. 35. W*NEK. SEtfNWJi, E*SWK. and 
SWJiSWfc. 

The area described aggregates 320 acres in 
San Diego County. 

2. At 10 a.m. on October 5,1982, the 
lands will be open to the operation of 
the public land laws generally, subject 
to valid existing rights, the provisions of 
existing withdrawals and the 
requirements of applicable law. All 
valid applications received at or prior to 
10 a.m. on October 5,1982, shall be 
considered as simultaneously filed at 
that time. Those received thereafter 
shall be considered in the order of filing. 

3. At 10 a.m. on October 5.1982, the 
public lands will be open to 
nonmetalliferous mineral location under 
the United States mining laws. The 
lands have been and will continue to be 
open to applications and offers under 
the mineral leasing laws and to 
metalliferous mineral location under the 
United States mining laws. 

Inquiries concerning the lands should 
be addressed to the State Director, 

Bureau of Land Management. Room E- 
2841, Federal Building, 2800 Cottage 
Way, Sacramento, California 95825. 

Dated: August 30.1982. 

Garrey E. Carruthers, 

Assistant Secretary of the Interior. 

|KR Doc. 82-24612 Ftted 9-7-82. 8:45 am] 

BILLING CODE 4310-84-y 


43 CFR Public Land Order 6317 
[1-18050] 

Idaho; Partial Revocation of Forest 
Service Withdrawal 

agency: Bureau of Land Management, 
Interior. 

action: Public Land Order. 


summary: This order partially revokes a 
withdrawal affecting 2.88 acres of public 
lands withdrawn for use by the Forest 
Service as an administrative site. This 
action will restore the lands to operation 
of the public land laws, including the 
mining and mineral leasing laws. 

effective date: October 5.1982. 

FOR FURTHER INFORMATION CONTACT: 

William E. Ireland. Idaho State Office, 
208-334-1597. 

SUPPLEMENTARY INFORMATION: By virtue 
of the authority vested in the Secretary 
of the Interior by Section 204 of the 
Federal Land Policy and Management 
Act of 1976, 90 Stat. 2751; 43 U.S.C. 1714, 
it is ordered as follows: 

1. The Secretarial Order of November 
13,1908, is hereby revoked insofar as it 
affects the following described lands: 

Boise Meridian, Idaho 

T. 14 N., R. 19 E., 

Sec. 33. lot 2. 

The area described contains 2.88 acres in 
Custer County. 

2. At 9:00 a.m. on October 5.1982, the 
lands will be open to operation of the 
public land laws generally, subject to 
valid existing rights, the provisions of 
existing withdrawals and 
classifications, and the requirements of 
applicable law. All valid applications 
received at or prior to 9:00 a.m. on 
October 5,1982, shall be considered as 
simultaneously filed at that time. Those 
received thereafter shall be considered 
in the order of filing. 

3. The lands also will be open to 
applications and offers under the 
mineral leasing laws, and to location 
under the United States mining laws, at 
9:00 a.m. on October 5,1982. 

Inquiries concerning the lands should 
be addressed to the Chief. Branch of 
Lands and Minerals Operations, Bureau 
of Land Management, Federal Building. 
Box 042, Boise, Idaho 83724. 

Garrey E. Carruthers, 

Assistant Secretary of the Interior. 

August 30.1982. 

|FR Doc. 62-24600 Filed 9-7-82: 8:45 am) 

BILUNG CODE 4310-84-41 


43 CFR Public Land Order 6318 
[1-182481 

Idaho; Revocation of Forest Service 
Withdrawal 

AGENCY: Bureau of Land Management. 
Interior. 

ACTION: Public Land Order. 

summary: This order revokes an 
Executive order which withdrew 40 
acres of public land for use by the Forest 
Service as an administrative site. This 
action will restore the land to operation 
of the public land laws, including the 
mining and mineral leasing laws. 

EFFECTIVE DATE: October 5.1982. 

FOR FURTHER INFORMATION CONTACT: 

Nicholas G. Kleng, Idaho State Office, 
208-334-1736. 

SUPPLEMENTARY INFORMATION: By virtue 
of the authority vested in the Secretary, 
of the Interior by Section 204 of the 
Federal Land Policy and Management 
Act of 1976. 90 Stat 2751; 43 U.S.C. 1714, 
it is ordered as follows: 

1. Executive Order No. 6817 of August 
10,1934, which withdrew the following 
described lands, is hereby revoked in its 
entirety: 

Boise Meridian, Idaho 
T. 14 N.. R. 18 E.. 

Sec. 35, SEKNE*. 

The area described contains 40 acres In 
Custer County. 

2. At 7:45 a.m., on October 5,1982, the 
lands will be open to operation of the 
public land laws generally, subject to 
valid existing rights, the provisions of 
existing withdrawals and classifications 
and the requirements of applicable law. 
All valid applications received at or 
prior to 7:45 a.m., on October 5,1982, 
shall be considered as simultaneously 
filed at that time. Those received 
thereafter shall be considered in the 
order of filing. 

3. The lands also will be open to 
applications and offers under the 
mineral leasing laws, and to location 
under the United States mining laws, at 
7:45 a.m., on October 5,1982. 

Inquiries concerning the lands should 
be addressed to the Chief, Branch of 
Lands and Minerals Operations, Bureau 
of Land Management, Federal Building, 
Box 042, Boise, Idaho 83724. 

Garrey E. Carruthers, 

Assistant Secretary of the Interior. 

August 30.1982. 

(FR Doc. 82-24601 Filed 9-7-82: &45 am) 

BILLING COOE 4310-84-44 
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43 CFR Public Land Order 6319 
ICA-7371J 

California; Revocation of Executive 
Order No. 4287 

agency: Bureau of Land Management, 
Interior, 

action: Public Land Order. 

summary: This order revokes an 
Executive order which withdrew 10.40 
acres of public land for classification in 
aid of legislation for a potential national 
park area. This action will restore the 
land to full operation of the public land 
laws and to location for 
nonmetalliferous minerals. 

EFFECTIVE DATE: October 5,1982. 

for further information contact: 

Elizabeth Hoefler. California State 
Office, 916-484—4431. 

SUPPLEMENTARY INFORMATION: By virtue 
of the authority vested in the Secretary 
of the Interior by Section 204 of the 
Federal Land Policy and Management 
Act of 1976. 90 Stat. 2751; 43 U.S.C. 1714, 
it is ordered as follows: 

1. Executive Order No. 487 of August 
22,1925, which withdrew the following 
described land for classification pending 
enactment of legislation, is hereby 
revoked in its entirety: 

Mount Diablo Meridian 

T. 22 S., R. 29 E.. 

Sec. 14. lot 1. 

The area described contains 10.40 acres in 
Tulare County. 

2. At 10 a.m. on October 5,1982. the 
land shall be open to operation of the 
public land laws generally, subject to 
valid existing rights, the provisions of 
existing withdrawals, and the 
requirements of applicable law. All 
valid applications received at or prior to 
10 a.m. on October 5.1982, shall be 
considered as simultaneously filed at 
that time. Those received thereafter 
shall be considered in the order of filing. 

3. At 10 a.m. on October 5,1982, the 
land will be open to nonmetalliferous 
mineral location under the United States 
mining laws. The land has been open to 
applications and offers under the 
mineral leasing laws and to 
metalliferous mineral location under the 
United States mining laws. 

Inquiries concerning the land should 
be addressed to the Bureau of Land 
Management, Room E-2841, 2800 


Cottage Way, Sacramento, California 
95825. 

Carrey E. Carruthers, 

Assistant Secretary of the Interior . 

August 30,1982. 

|FR Doc. 82-24604 Filed 9-7-82; 8:45 am] 

BILLING CODE 4310-84-11 


43 CFR Public Land Order 6320 
[CA 7028, CA 7046 J 

California; Revocation of Executive 
Order Nos. 5623 and 6696 

agency: Bureau of Land Management, 
Interior. 

action: Public Land Order. 

summary: This order revokes two 
Executive orders affecting 
approximately 47,094 acres of public 
land withdrawn pending resurvey. This 
action will restore approximately 6,834 
acres to operation of the general public 
land laws, including location for 
nonmetalliferous minerals under the 
mining laws. Approximately 40,260 
acres are part of Death Valley National 
Monument and will remain segregated 
from operation of the general public 
land laws, including the mining and 
mineral leasing laws. 

EFFECTIVE date: October 5,1982. 

FOR FURTHER INFORMATION CONTACT: 
Dianna Storey, California State Office, 
916-484-4431. 

SUPPLEMENTARY INFORMATION: By virtue 
of the authority vested in the Secretary 
of the Interior by Section 204 of the 
Federal Land Policy and Management 
Act of 1976. 90 Stat. 2751; 43 U.S.C. 1714, 
it is ordered as follows: 

1. Executive Order No. 5623 of May 15, 
1931, which withdrew the following 
described lands pending a resurvey of 
certain sections, is hereby revoked in its 
entirety: 

Mount Diablo Meridian 

T. 6 S.. R. 38 E. 

Sec. 8, Ail; 

Secs. 4. 5. 9,10,14.15. 23. 24. and 25, those 
portions lying within the boundary of the 
State of California. 

T. 6 S.. R. 39 E., 

Secs. 30, 31. and 32, those portions lying 
within the boundary of the State of 
California, (partly unsurveyed). 

T. 7 S.. R. 39 E.. 

Sec. 4, that portion of the section lying 
within the boundary of the State of 
California; 

Sec. 5. lots 1 thru 4 inclusive, SJ$NJL S%; 
Sec. 9. All. 

The areas described aggregate 
approximately 6,834 acres in Inyo County. 

2. Executive Order No. 6696 of May 2, 
1934, which withdrew the public lands 


in the following described fractional 
townships pending a resurvey of said 
townships, is hereby revoked in its 
entirety: 

San Bernardino Meridian 

Tps. 30 and 31 N., R. 1 E., 

T. 29 N.. R. 2 E. (partly unsurveyed); 

T. 29)6 N.. R. 2 E. (unsurveyed); 

T. 30 N.. R. 2 E.; 

T. 28 N., R. 3 E. (partly unsurveyed); 

T. 29 N., R. 3 E. 

The areas described aggregate 
approximately 40,260 acres in Inyo County. 

3. The lands described in paragraph 2 
were withdrawn for classification by 
Executive Order No. 5408 of July 25, 
1930, and established as part of Death 
Valley National Monument by 
Presidential Proclamation of February 
11,1933. These lands will remain 
segregated from operation of the public 
land laws, generally, including the 
mining and mineral leasing laws. 

4. At 10 a.m. on October 5,1982, the 
lands in paragraph 1 shall be open to 
operation of the public land laws 
generally, subject to valid existing 
rights, the provisions of existing 
withdrawals, and the requirements of 
applicable law. All valid applications 
received at or prior to 10 a.m. on 
October 5,1982, shall be considered as 
simultaneously filed at that time. Those 
received thereafter shall be considered 
in the order of filing. 

5. The lands described in paragraph 1 
will be open to location for 
nonmetalliferous minerals at 10 a.m. on 
October 5,1982. The lands have been 
and continue to be open to location for 
metalliferous minerals and to 
applications and offers under the 
mineral leasing laws. 

Inquiries concerning the lands should 
be addressed to the State Director, 
Bureau of Land Management. Room E- 
2841, Federal Building, 2800 Cottage 
Way, Sacramento, California 95825. 
Carrey E. Carruthers, 

Assistant Secretary of the Interior . 

August 30.1982. 

(FR Doc. 82-24802 Filed 8-7-82; 8:45 Bin) 

BILUNG CODE 4310-84-M 


43 CFR Public Land Order 6321 
(U-41548) 

Utah; Revocation of Public Water 
Reserve 

AGENCY: Bureau of Land Management, 
Interior. 

action: Public Land Order. 

summary: This order revokes the 
Executive Order of April 29,1912, 
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creating Public Water Reserve No. 5, 
Utah No. 3, as it affects 1,038.30 acres. 
This action will restore the lands to the 
operation of the public land laws 
generally, including nonmetailiferous 
mining. All lands affected by this order 
have been and will remain open to 
metalliferous mining and mineral 
leasing. 

EFFECTIVE DATE: October 5,1982. 

FOR FURTHER INFORMATION CONTACT: 

Deen Bowden, Utah State Office, 801- 
524-4245. 

SUPPLEMENTARY INFORMATION: By virtue 
of the authority vested in the Secretary 
of the Interior by Section 204 of the 
Federal Land Policy and Management 
Act of 1978, 90 Stat. 2751; 43 U.S.C. 1714, 
it is ordered as follows: 

1. The Executive Order of April 29, 
1912, creating Public Water Reserve No. 
5, Utah No. 3, is hereby revoked insofar 
as it affects the following described 
lands: 

Salt Lake Meridian 

T. 10N..R.18 W. 

Sec. 30, lots 1-4, E*W*. 

T. 4 N., R. 19 W.. 

Sec. 13. EJ$; 

Sec. 25, EKSWJS, WfcSEJ*. 

T. 7 N.. R. 19 W., 

Sec. 24. SWKNEK, SEK 4 NW7 4 . ESSWK. 
WXSEK. 

The area described contains 1,036.30 acres 
in Box Elder County. Utah. 

2. At 10:00 a.m. on October 5.1982, the 
lands described above shall be open to 
the operation of the public land laws 
generally, subject to valid existing 
rights, the provisions of existing 
withdrawals and classifications, and the 
requirements of applicable laws. All 
valid applications received at or prior to 
10:00 a.m. on October 5,1982, shall be 
considered as simultaneously Bled at 
that time. Those received thereafter 
shall be considered in order of filing. 

3. At 10:00 a.m. on October 5.1982, the 
lands described above shall be open to 
location for nonmetailiferous minerals 
under the United States mining laws. 

The lands have been and will remain 
open to metalliferous mining and 
mineral leasing. 

Inquiries concerning the lands should 
be addressed to the State Director, 

Bureau of Land Management, University 
Club Building, 136 East South Temple, 

Salt Lake City. Utah 84111. 

Carrey B. Carruthers, 

Assistant Secretary of the Interior. 

August 30,1982. 

(FR Doc. 82-24607 Filed 9-7-82; 8:45 am) 

billing code 43io-u-m 


43 CFR Public Land Order 6322 
[M 41618] 

Montana; Partial Revocation of Stock 
Driveway Withdrawal 

agency: Bureau of Land Management, 
Interior. 

action: Public Land Order. 

summary: This order partially revokes a 
Departmental order, as modified, which 
withdrew 1,036.56 acres of land for use 
as a stock driveway. This action will 
restore 956.56 acres to operation of the 
public land laws generally. A 40-acre 
tract is privately owned and another 40- 
acre tract remains withdrawn for 
powersite classification purposes. 
effective date: October 5,1982, 
for further information contact: 
Roland F. Lee, Montana State Office, 
406-657-6291. 

supplementary information: By virtue 
of the authority vested in the Secretary 
of the Interior, by Section 204 of the 
Federal Land Policy and Management 
Act of 1976, 90 Stat. 2751; 43 U.S.C. 1714, 
it is ordered as follows: 

1. Departmental Order dated October 
27,1917, as modified, which withdrew 
lands for Stock Driveway Withdrawal 
No. 4, is hereby revoked insofar as it 
affects the following described lands: 

Principal Meridian 
T. 4 S.. R. 16 E.. 

Sec. 5, SWKSWK; 

Sec. 6, lot 7. SEJiSWJS, and S£SE7 4 ; 

Sec. 8, N*N*; 

Sec. 9, S*NE*, N*NWK 4 . and SEKSWfc; 

Sec. 10, SWKNWK, and WfcSWK; 

Sec. 14, NSNWJL SEKNWK. and ESSWtf; 

Sec. 15, N*NX. 

The area described contains 1,036.56 acres 
in Stillwater County. 

2. At 8 a.m. on October 5,1982, the 
lands in paragraph 1, except for 
SEJ4SWJ4 section 14, shall be open to 
operation of the public land laws 
generally, subject to valid existing 
rights, the provisions of existing 
withdrawals, and the requirements of 
applicable law. All valid applications 
received at or prior to 8 a.m. on October 
5,1982, shall be considered as 
simultaneously filed at that time. Those 
received thereafter shall be considered 
in the order of filing. The NEJSSWJi 
section 14 remains withdrawn by 
Secretarial Order dated October 2,1944, 
which created Powersite Classification 
No. 358. 

3. This action will not restore the 
SEJSSWJ4 section 14 to operation of the 
public land laws or to application for 
coal lease under the mineral leasing 
laws as it is in private ownership. 


4. The lands have been and continue 
to be open to location under the mining 
laws and to applications and offers 
under the mineral leasing laws, with the 
exception cited in paragraph 3. 

Inquiries concerning the lands should 
be addressed to the Chief, Branch of 
Lands and Minerals Operations, Bureau 
of Land Management. P.O. Box 30157, 
Billings, Montana 59107. 

Carrey E. Carruthers, 

Secretary of the Interior. 

August 30.1982. 

fFR Doc 82-24608 Filed 9-7-82; 8:45 am] 

BILLING CODE 4310-84-M 


43 CFR Public Land Order 6323 
[1-17750] 

Idaho; Revocation of Public Land 
Order No. 4873 

agency: Bureau of Land Management, 
Interior. 

action: Public Land Order. 

summary: This order revokes a public 
land order which withdrew 640 acres of 
public land withdrawn for use by the 
Bureau of Land Management as an 
administrative site. This action will 
restore 320 acres of the 640 acres 
originally withdrawn to operation of the 
public land laws, including the mining 
laws. The remaining 320 acres is still 
withdrawn and segregated from the 
public land laws, including the mining 
laws, for the Mountain Home 
Reclamation Project. 
effective DATE: October 5,1982. 

FOR FURTHER INFORMATION CONTACT: 
William E. Ireland, Idaho State Office, 
208-334-1597. 

SUPPLEMENTARY INFORMATION: By virtue 
of the authority vested in the Secretary 
of the Interior by Section 204 of the 
Federal Land Policy and Management 
Act of 1976, 90 Stat. 2751; 43 U.S.C. 1714, 
it is ordered as follows: 

1. Public Land Order No. 4873 of 
August 3,1970, which withdrew the 
following described lands, is hereby 
revoked in its entirety: 

Boise Meridian 

Kuna Butte Administrative Site 
T. 1 N.. R. 1 W„ 

Sec. 3. SWJi; 

Sec. 4. SEtf; 

Sec. 9. NE)£; 

Sec. 10. NWX 4 . 

The area described aggregates 640 acres in 
Ada County. 

2. At 7:45 a.m. on October 5,1982, the 
lands described as the SWJi Section 3 
and SEJi Section 4 shall be open to 
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operation of the public land laws 
generally, subject to valid existing 
rights, the provisions of existing 
withdrawals, and the requirements of 
applicable law. All valid applications 
received at or prior to 7:45 a.m. on 
October 5.1982, shall be considered as 
simultaneously filed at that time. Those 
received thereafter shall be considered 
in the order of filing. The lands 
described as the NE# Section 9 and 
NW)i Section 10 remain withdrawn for 
the Mountain Home Reclamation Project 
and are therefore not subject to this 
opening order. 

3. The lands described in paragraph 2, 
with the exceptions noted, also will be 
open to location under the United States 
mining laws, at 7:45 a.m. on October 5, 
1982. These lands, including those 
remaining withdrawn for the Mountain 
Home Reclamation Project, have been 
and continue to be open to applications 
and offers under the mineral leasing 
laws. 

Inquiries concerning the lands should 
be addressed to the Chief, Branch of 
Lands and Minerals Operations, Bureau 
of Land Management, Federal Building, 
Box 042. Boise, Idaho 83724. 

Garrey E. Carruthers, 

Assistant Secretary of the Interior. 

August 30.1982. 

|FR Doc. 82-24805 Filed 9-7-82: *45 am| 

BILLING CODE 4310-84-** 


43 CFR Public Land Order 6324 
IM-41701J 

Montana; Partial Revocation of 
Reclamation Withdrawal 

agency: Bureau of Land Management, 
Interior. 

action: Public Land Order. 

summary: This order revokes a 
Secretarial order, in part, as to 2.778.11 
acres of land withdrawn for reclamation 
purposes. About 321.12 acres will be 
restored to operation of the public land 
laws generally, and all the lands will be 
opened to location under the mining 
laws. The balance of 2,456.99 acres 
remains segregated from disposal under 
the public land laws by Powersite 
Classification No. 385. 
effective date: October 5,1982. 

FOR FURTHER INFORMATION CONTACT: 

Roland F. Lee, Montana State Office. 
406-657-6291. 

SUPPLEMENTARY INFORMATION: By virtue 
of the authority vested in the Secretary 
of the Interior, by Section 204 of the 
Federal Land Policy and Management 
Act of 1976, 90 Stat. 2751; 43 U.S.C. 1714, 
it is ordered as follows: 


1. Secretarial Order of September 21. 
1949, which withdrew the following 
described lands for use by the Bureau of 
Reclamation for reclamation purposes in 
connection with the Moorehead 
Reservoir Site. Powder River Unit, is 
hereby revoked as to the following 
described lands in the State of Montana: 

Principal Meridian 

T. 9 S.. R.47E., 

Sec. 22. NEtfSWJi: 

Sec. 23. SSNWK, SSSVU, and NEKSEK; 

Sec. 24, lot9 1 and 2, NE^NWft, and 
NWfcSWJi; 

Sec. 26, lot 2. WSNEJL NSNWJS. NWHSEJi, 
and SEUSEK; 

Sec. 35, lots 3,4. 6. 7. 8. 9.10. and 15. 

T. 9 S.. R. 48 E.. 

Sec. 19. lot 1; 

Sec. 21. NmSEV. 

Sec. 27, NE^NWJL NWJiSWJi, and 
SEJiSWfc: 

Sec. 28, ShKFX NW*. SEfcSW*. and 
NE^SEJi; 

Sec. 30. lots 2 and 3. NWfcNEJi, S&NEH. 
E*W*. and SE> 4 ; 

Sec. 31. lot 3 and 6, N*NEK. SWXNEtt. 
NEKNW*. and NWJSSEK; 

Sec. 32. lot 2, NWJiNEH. S^NEJi. N*NWH, 
and SEiiNWK; 

Sec. 33. lots 2 and 3. EfcNWfc and 
NEfcSWIS. 

The area described aggregates 2.778.11 
acres in Powder River County. 

2. Except for the lands described 
below, the lands in paragraph one will 
continue to be segregated from 
operation of the public land laws 
generally, by Powersite Classification 
No. 385 of August 26,1947: 

Principal Meridian 

T. 9 S.. R. 47 E.. 

Sec. 23, SWfcSW*; 

Sec. 26, N/WJi/NWJi. 

T. 9 S.. R. 48 E.. 

Sec. 21. NWKEfc; 

Sec. 27. SEKSWK; 

Sec. 28. NEfcSEV. 

Sec. 31. NEKNE*; 

Sec. 32. SE>;NW7 4 ; 

Sec. 33, lot 2. 

The area described aggregates 321.12 acres 
in Powder River County. 

3. At 8 a.m. on October 5,1982, the 
lands described in Paragraph two will 
be open to operation of the public land 
laws generally, subject to valid existing 
rights, the provisions of existing 
withdrawals and the requirements of 
applicable law. All valid applications 
received at or prior to 8 a.m. on October 
5,1982, will be considered as 
simultaneously filed at that time. Those 
received thereafter will be considered in 
the order of filing. 

4. At 8 a.m. on October 5,1982, the 
lands will be open to location under the 
United States mining laws. The lands 
have been and continue to be open to 


applications and offers under the 
mineral leasing laws. 

Inquiries concerning the lands should 
be addressed to the Chief, Branch of 
Lands and Minerals Operations, Bureau 
of Land Management. P.O. Box 30157, 
Billings, Montana 59107. 

Garrey E. Carruthers, 

Assistant Secretary of the Interior. 

August 30.1982. 

(FR Doc. 82-24803 Filed 9-7-82: tt*5 am) 

BILUNG CODE 4310-84-** 


43 CFR Public Land Order 6325 
ICA-7031] 

California; Revocation of Executive 
Order No. 4231 

agency: Bureau of Land Management, 
Interior. 

action: Public land order. 

summary: This order revokes an 
Executive order affecting 960 acres of 
public land withdrawn for classification 
and pending enactment of legislation 
(for use as a national recreation area). 
This action is taken primarily for record 
clearing purposes. The lands remain • 
withdrawn by Public Land Order No. 

431 of December 19.1947, for use of the 
Department of the Navy. 

EFFECTIVE DATE: September 8,1982. 

FOR FURTHER INFORMATION CONTACT: 
Dianna Storey. California State Office, 
916-484—4431. 

SUPPLEMENTARY INFORMATION: By virtue 
of the authority vested in the Secretary 
of the Interior by Section 204 of the 
Federal Land Policy and Management 
Act of 1976, (90 Stat. 2751; 43 U.S.C. 
1714), it is ordered as follows: 

1. Executive Order No. 4231 of May 25. 
1925, which withdrew the following 
described land for classification and 
pending enactment of ligislation (for use 
as a national recreation area), is hereby 
revoked in its entirety: 

Mount Diablo Meridian 

T. 21 S.. R. 39 E., 

Sec. 26. W*; 

Sec. 27. E^ 

Sec. 34, NEJi; 

Sec. 35. NWX 4 . 

The areas described aggregate 960 acres in 
Inyo County. 

2. The above described public land 
remains segregated from operation of 
the public land laws generally, including 
the mining and mineral leasing laws, for 
use of the Department of the Navy as a 
Naval Ordnance Testing Center and 
proving range by Public Land Order No. 
431 of December 19.1947. 
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Inquiries concerning the lands should 
be addressed to the State Director, 
Bureau of Land Management, Room E- 
2841, Federal Building. 2800 Cottage 
Way, Sacramento, California 95825. 

Dated: August 30.1982. 

Garrey E. Carruthers, 

Assistant Secretary of the Interior 

(FR Doc 82-24611 Filed *-7-82; 8:45 am] 

BILLING CODE 4310-84-41 


43 CFR Public Land Order 6326 
(M-15476] 

Montana; Public Land Order No. 6229: 
Correction; Powersite Restoration No. 
679; Revocation of Powersite 
Reserves Nos. 115,172, and 420 

agency: Bureau of Land Management 
Interior. 

action: Public land order. 

summary: This document corrects 
certain errors contained in Public Land 
Order No. 6229 of March 10,1982, which 
revoked orders withdrawing lands for 
powersite reserves.- 
EFFECTIVE DATE: September 8,1982. 

FOR FURTHER INFORMATION CONTACT: 
Roland F. Lee, Montana State Office, 
406-657-6291. 

SUPPLEMENTARY INFORMATION: By virtue 
of the authority vested in the Secretary 
of the Interior, by Section 204 of the 
Federal Land Policy and Management 
Act of 1978, 90 Stat 2751; 43 U.S.C. 1714, 
it is ordered as follows: 

Public Land Order No. 6229, of March 
10,1982. in FR Doc. 82-7664, appearing 
at page 12172 in the issue of Monday, 
March 22,1982. should be corrected as 
follows: i 

The third line of the title should read, 
“RESERVES NOS. 115,172 and 420.” 

Paragraph two in column 3, line 4, 
reads October 8, ”1966”. It should read 
October 8, ”1956”. Paragraph two in 
column three, line 5, reads National 
Recreation "Association”. It should read 
National Recreation "Area”. 

Dated: August 30,1982. 

Garrey E. Carruthers, 

Assistant Secretary of the Interior. 

IFR Doc. 82-24610 Piled *-8-82: 8:45 atnj 
BILLING CODE 4310-84-41 


43 CFR Public Land Order 6327 
[I-17848J 

Idaho; Powersite Restoration No. 769; 
Partial Revocation of Powersite 
Reserve No. 283 

agency: Bureau of Land Management, 
Interior. 


action: Public Land Order. 

summary: This order partially revokes 
an Executive order which withdrew 
lands for powersite purposes. This order 
permits restoration of the 200 acres of 
land to operation of the mining laws 
provided appropriate rules and 
regulations are issued to allow mineral 
location on lands conveyed pursuant to 
the Recreation and Public Purposes Act. 
EFFECTIVE date: September 8,1982. 

FOR FURTHER INFORMATION CONTACT: 
Larry Lievsay, Idaho State Office, 208- 
334-1735. 

SUPPLEMENTARY INFORMATION: By virtue 
of the authority contained in Section 204 
of the Federal Land Policy and 
Management Act of 1976, 90 Stat. 2751; 
43 U.S.C. 1714. it is ordered as follows: 

1. Executive Order of June 27,1912, is 
hereby revoked insofar as it affects the 
following described lands: 

Boise Meridian 
T. 5 S R 31 E 

Sec.’25. NWKNEK, SEKNWJL 
T. 5 S.. R. 32 E.. 

Sec. 19. NEJSNEJL S^NEJL 
The area described contains 200 acres in 
Bingham County. 

2. The surface estate of the above 
described lands has been conveyed from 
United States ownership pursuant to the 
Recreation and Public Purposes Act of 
June 14,1928, as amended (43 U.S.C. 
869-869-4); therefore, unless and until 
appropriate rules and regulations are 
issued, the lands will not be open to 
location under the United States mining 
laws. The lands have been and continue 
to be open to applications and offers 
under the mineral leasing laws. 

Inquiries concerning the lands should 
be addressed to the State Director, 

Idaho State Office, Bureau of Land 
Management, Federal Building, 550 West 
Fort Street. Boise Idaho 83724. 

Garrey E. Carruthers. 

Assistant Secretary of the Interior. 

August 30,1982. 

(FR Doc. 82-24608 Filed 9-7-82; 8:45 am) 

BILUNG CODE 4310-64-M 


43 CFR Public Land Order 6328 
[M 41640) 

Montana; Revocation of Stock 
Driveway Withdrawal 

agency: Bureau of Land Management, 
Interior. 

action: Public Land Order. 

summary: This order revokes a 
Secretarial order which withdrew 132.03 
acres of land for use as Stock Driveway 
No. 225, Montana No. 11. The land 


involved has since been patented to the 
State of Montana under the Recreation 
and Public Purposes Act. Thus it will not 
be open to operation of the surface land 
laws. Although all minerals were 
reserved to the United States, the land 
will not be open to mining unless and 
until appropriate rules and regulations 
are issued. It has been and will remain 
open to mineral leasing. 

EFFECTIVE DATE: September 8,1982. 

FOR FURTHER INFORMATION CONTACT: 

Roland F. Lee, Montana State Office, 
406-657-6291. 

SUPPLEMENTARY INFORMATION: By virtue 
of the authority vested in the Secretary 
of the Interior, by Section 204 of the 
Federal Land Policy and Management 
Act of 1976. 90 Stat. 2751; 43 U.S.C. 1714, 
it is ordered as follows: 

1. Secretarial Order dated July 25, 

1931, which withdrew the following 
described lands for Stock Driveway No. 
225, Montana No. 11, is hereby revoked; 

Principal Meridian 
T. 2 S., R. 20 E., 

Sec. 31. lots 3 and 6; 

Sec. 32. lots 2 and 3. 

The area described contains 132.03 acres in 
Stillwater County. 

2. The surface estate of the above 
described lands have been conveyed to 
the State of Montana pursuant to the 
Recreation and Public Purposes Act of 
June 14.1926, as amended, 43 U.S.C. 869, 
869-4; therefore, unless and until 
appropriate rules and regulations are 
issued, the lands will not be open to 
location under the United States mining 
laws. 

The lands have been and continue to 
be open to applications and offers under 
the mineral leasing laws. 

Inquiries concerning the lands should 
be addressed to the Chief, Branch of 
Lands and Minerals Operations, Bureau 
of Land Management, P.O. Box 30157, 
Billings. Montana 59107. 

Garrey E. Carruthers, 

Assistant Secretary of the Interior. 

August 30,1982. 

[FR Doc. 82-24600 Piled 9-7-82. 8:45 am] 

BILUNG CODE 4310-84-M 


43 CFR Public Land Order 6329 
(AA-50218J 

Alaska; Classification and Opening of 
Lands Withdrawn by Public Land 
Order Nos. 5150, 5173, 5178, 5179, 
5180, and 5184, as Amended, Modified 
or Corrected 

agency: Bureau of Land Management. 
Interior. 
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action: Public Land Order. 

summary: This order classifies and 
opens lands withdrawn by a number of 
public land orders pursuant to 
Subsection 17(d)(1) and other provisions 
of the Alaska Native Claims Settlement 
Act of December 18.1971, to permit, if 
the lands described are otherwise 
available, sale or lease pursuant to the 
Federal Land Policy and Management 
Act of October 21,1976, operation of the 
mineral leasing laws, and operation of 
the general mining laws, each as certain 
specified lands. This order affects 
approximately 2,969,659 acres of 
unsurveyed lands. 

effective DATE: September 13, 1982. 

FOR FURTHER INFORMATION CONTACT: 

Beaumont C. McClure, Washington, 

D.C., (202) 343-6511, or 
Robert E. Sorenson, Alaska State Office, 

(907) 271-5060 for minerals, or 
Richard J. Vemimen, Anchorage District 

Office, (907) 267-1200 for sale or lease. 
SUPPLEMENTARY INFORMATION: By virtue 
of the authority vested in the Secretary 
of the Interior (hereinafter, Secretary) by 
Section 204 of the Federal Land Policy 
and Management Act of October 21. 

1976 (hereinafter, FLPMA). (43 U.S.C. 
1714), and by Subsection 17(d)(1) of the 
Alaska Native Claims Settlement Act of 
December 18,1971 (hereinafter, 

ANCSA), (43 U.S.C. 1616(d)(1)). it is 
ordered as follows: 

1. The lands herein described which, 
among others, were withdrawn by 
Public Land Order Nos. 5150 dated 
December 28,1971; 5173 dated March 9, 
1972; 5178 dated March 9,1972: 5179 
dated March 9,1972; 5180 dated May 9. 
1972; and 5184 dated March 9,1972. all 
as amended, modified, or corrected, 
pursuant to the authority vested in the 
President and delegated to the Secretary 
in Executive Order No. 10355 of May 26, 
1952,17 FR 4831, and the authority 
vested in the Secretary pursuant to 
Subsections 11(a)(3), 17(c), 17(d)(1), and 
17(d)(2)(A) of the ANCSA. are hereby 
classified as suitable for and opened to 
permit appropriation of lands under the 
public land laws, if otherwise available, 
to the following extent: 

a. Subject to valid existing rights, the 
following described lands are hereby 
classified as suitable for and opened to 
sale or lease pursuant to Sections 203 
and 302 of the FLPMA, 43 U.S.C 1713. 
1732: 

Copper River Meridian 

T. 5 S.. R. 1 W.. 

Secs. 1 to 7. inclusive, secs. 11 to 14, 
inclusive, secs. 18.19. 30. 31,.35. and 36. 
T.6S., R.l W. 

Secs. 1. 2, 6, 7, and secs. 11 to 36, inclusive. 
Tps. 7 and 8 S.. R. 1 W.. 


T. 4 S.. R. 1 E. 

T. 5 S.. R. 1 E.. 

Secs. 1 to 18, inclusive, secs. 21 to 28, 
inclusive, and secs. 31 to 36. inclusive. 
Tps. 6 and 7 S.. K. 1 E. 

T. 8 S.. R. 1 E.. 

Sec. 1 to 20, inclusive, those portions of 
secs. 21, 22, and 23 lying outside the 
Copper/Rude River addition to the 
Chugach National Forest; 

Sec. 24 and those portions of secs. 25. 26, 

28, and 29 lying outside the Copper/Rude 
River addition to the Chugach National 
Forest. 

Sec. 30 and those portions of secs. 31, 32. 
and 33 lying outside the Copper/Rude 
River addition to the Chugach National 
Forest. 

Tps. 3. 4. 5. 6. and 7 S.. R. 2 E. 

T. 8 S., R. 2 E., 

Secs. 1 to 24. inclusive, and those portions 
of secs. 25 to 30, inclusive, and sec. 36 
lying outside the Copper/Rude River 
addition to the Chugach National Forest; 
T. 4 S.. R. 3 E.. 

Secs. 1 to 15, inclusive, secs. 22 to 27. 
inclusive, secs. 34. 35. and 36. 

T. S.. R. 3 E. 

T. 6 S.. R. 3 E.. 

Secs. 1 to 12. inclusive, secs. 14 to 22. 
inclusive, and secs. 27 to 33. inclusive. 

T. 7 S.. R. 3 E., 

Secs. 4 to 9. inclusive, secs. 16 to 21, 
inclusive, and secs. 28 to 32. inclusive. 

T. 3 S.. R. 4 E., 

Secs. 6. 7,13, ia 19, and secs. 24 to 36, 
inclusive. 

T. 5 S.. R. 4 E., 

Secs. 1 to 9 inclusive, secs. 16 to 21. 
inclusive, and secs. 25 to 36, inclusive. 

The areas described aggregate 
approximately 407.810 acres. 

b. Subject to valid existing rights, the 
following described lands are classified 
as suitable for and opened to operation 
of the mineral leasing laws, including, 
but not limited to. the Mineral Leasing 
Act of February 25,1920, as amended 
and supplemented, 30 U.S.C. 181 et seq. 
Priority will be given any properly filed 
oil and gas offer to lease which has been 
suspended pending reopening of the 
lands to leasing. Those lands within 
Power Site Classification No. 443 of 
February 13,1958, are subject to Section 
24 of the Federal Power Act of June 10, 
1920,16 U.S.C. 818: 

Copper River Meridian 
T. 11 N.. R. 8 E.. 

Secs. 24 to 27, inclusive, those portions of 
secs. 33 and 34 lying outside the 
Wrangell-Saint Elias National Park and 
Preserve, secs. 35 and 36. 

T. 12 N.. R. 9 E.. 

Secs. 12.13, secs. 24 to 27, inclusive, secs. 
34, 35. and 36. 

T. 14 N.. R. 1 W., 

Secs. 32 to 36, inclusive. 

T. 11 N.. R. 3 W.. 

Secs. 1 to 34, inclusive. 

T. 12 N.. R. 3 W., 

Secs. 6. 7,11,14. and secs. 18 to 36. 
inclusive. 


T. 13 N.. R. 3 W.. 

Secs. 1 to 9. inclusive, and sec. 16. 

T. 14 N.. R. 3 W.. 

T. 10 N.. R. 4 W.. 

Secs. 1 to 6. inclusive, secs. 9 to 15. 
inclusive, sec. 24. and secs. 30 to 33. 
inclusive. 

T. 11 N., R.4 W.. 

Secs. 1. and secs. 5 to 36. inclusive. 

T. 12 N.. R. 4 W., 

Secs. 1 lo 24, inclusive, and secs. 29 to 32, 
inclusive. 

T. 13 N.. R. 4 W., 

Secs. 1, secs. 17 to 22. inclusive, and secs. 

25 to 36. inclusive. 

T. 14 N.. R. 4 W.. 

Secs. 34. 35, and 36. 

T. 9 N.. R. 5 W.. 

T.10N..R.5 W.. 

Secs. 1 to 6. inclusive, and secs. 25 to 36, 
inclusive. 

T. 11 N., R. 5 W.. 

T. 12 N., R. 5 VV„ 

Secs. 1 to 18, inclusive, secs 22 to 27. 
inclusive, secs. 34, 35, snd 36. 

T. 13 N.. R. 5 W.. 

Secs. 4. 7. 8. 9, and secs. 13 to 36, inclusive. 
T. 9 N.. R. 6 W„ 

T.T0 N.. R.6W., 

Secs. 19 to 36, inclusive. 

T. 11 N.. R. 6 W., 

Secs. 1 to 15. inclusive, secs. 24, 25, 31, 32. 
and 33. 

T. 12 N.. R. 6 W.. 

Secs. 1 to 19, inclusive, secs. 30 and 31. 

Tps. 13 and 14 N., R. 6 W.. 

T. 9 N.. R.. 7 W., 

T. 10 N., R. 7 W.. 

Secs. 4, 5, 6. and secs. 19 to 36, inclusive. 

T. 11 N.. R. 7 W.. 

Secs. 1 to 6, inclusive, secs. 12,19. and secs. 
25 to 36. inclusive. 

Tps. 12.13. and 14 N.. R. 7 W.. 

T. 10 N.. R. 8 W.. 

Secs. 1 to 11. inclusive, secs. 15 to 20, 
inclusive, and secs. 29 to 32, inclusive. 

T. 11 N.. R. 8 W., 

Secs. 1 to 9, inclusive, secs. 18 to 22, 
inclusive, and secs. 25 to 36. inclusive. 

T. 12 N.. R. 8 W.. 

Secs. 1 to 12, inclusive, secs. 16 to 21. 
inclusive, and secs. 28 to 36. inclusive. 
Tps. 13 and 14 N., R. 8 W., 

T. 10 N.. R. 9 W., 

Secs. 1 to 35, inclusive. 

T. 11 N.. R. 9 W., 

T. 12 N.. R. 9 W.. 

Secs. 1 to 13. inclusive, and secs. 18.19. 24. 
25. 30, 31. and 36. 

Tps. 13 and 14 N., R. 9 W., 

T. 11 N., R. 10 W„ 

T. 12 N.. R. 10 W.. 

Secs. 1, 2. secs. 11 to 16, inclusive, secs. 21 
to 28, inclusive, and secs. 33 to 36. 
inclusive. 

Tps. 13 and 14 N.. R. 10 W., 

T. 5 S., R. 1 W., 

Secs. 1 to 7, inclusive, secs. 11 to 14, 
inclusive, and secs. 18,19. 30, 31, 35, und 
36. 

T. 6 S., R. 1 W.. 

Secs 1, 2, 6. 7. and secs. 11 to 36. inclusive. 
Tps. 7 and 8 S., R. 1 W., 

T. 4 S.. R. 1 E.. 

T. 5 S., R. 1 E.. 
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Secs. 1 to 18, inclusive, secs. 21 to 28, 
•inclusive, and secs. 31 to 38, inclusive. 

Tps. 6 and 7 S.. R. 1 E„ 

T. 8 S.. R. 1 E.. 

Secs. 1 to 20, inclusive, those portions of 
secs. 21, 22, and 23 lying outside the 
Copper/Rude River addition to the 
Chugach National Forest: 

Secs. 24 and those portions of secs. 25, 28, 

28. and 29 lying outside the Copper/Rude 
River addition to the Chugach National 
Forest: 

Secs. 30 and those portions of secs. 31. 32, 
and 33 lying outside the Copper/Rude 
River addition to the Chugach National 
Forest. 

Tps. 3. 4. 5. 6. and 7 S.. R. 2 R, 

T. 8 S.. R. 2 E.. 

Secs. 1 to 24, inclusive, those portions of 
secs. 25 to 30, inclusive and sec. 36 lying 
outside the Copper/Rude River addition 
to theChugach National Forest. 

T 4 S.. R. 3 E.. 

Secs. 1 to 15. inclusive, secs. 22 to 27. 
inclusive, secs. 34. 35, and 36. 

T. 5 S.. R. 3 E.. 

T 6 S., R. 3 E.. 

Secs. 1 to 12. inclusive, secs. 14 to 22, 
inclusive, and secs. 27 to 33. inclusive. 

T. 7 S., R. 3 E.. 

Secs. 4 to 9, inclusive, sees. 16 to 21, 
inclusive, and secs. 28 to 32. inclusive. 

T. 3 S.. R. 4 E., 

Secs. 6. 7.13. 18.19. and secs. 24 to 36. 
inclusive. 

T. 5 S.. R. 4 E.. 

Secs. 1 to 9. inclusive, secs. 16 to 21, 
inclusive, and secs. 25 to 36, inclusive. 

Seward Meridian 

T. 32 N„ R. 8 R, 

Secs. 1 to 18. inclusive. 

T. 33 N.. R. 8 E., 

Secs. 13 to 15, inclusive, secs. 22 to 27, 
inclusive, secs. 34. 35. and 36. 

T. 32 N.. R. 9 R, 

Secs. 1 to 18, inclusive. 

T. 33 N.. R. 9 E. 

Tps. 32 and 33 N.. R. 10 R 

Tps. 31, 32, and 33 N.. R. 11 E. 

T. 33 N..R.12E. 

Fairbanks Meridian 

T. 19 S,. R. 1 W.. 

Secs. 5 to 16. inclusive, secs. 22, 23, and 24. 

T. 20 S., R. 1 W.. 

Secs. 6 to 10. inclusive, and secs. 14 to 36. 
inclusive. 

Tps. 21 and 22 S., R. 1 W. 

T 18S..R. 2W. 

T. 19 S., R. 2 W.. 

Secs. 1 . 2, 3. and secs. 26 to 36. inclusive. 

Tps. 20 and 21 S.. R. 2 W 

T. 22 S.. R. 2 W.. 

Secs. 1 to 18, inclusive, secs. 22 to 27, 
inclusive, secs. 34. 35. and 38. 

T 17 S.. R. 3 W. 

T. 18 S.. R. 3 W.. 

Secs. 1 to 18. inclusive: 

Sec. 20. N&NEX and NWXNWX: 

Sec. 21 NX: 

Sec. 22. NXN*. SWXNWX. E*SE*. and 
SWfcSBK; 

Secs. 23. 24. and 25: 

Sec. 26. N ‘ v. N V4SW » », SEt 4.S W • * and SE* v. 

Sec. 27. NEX and NERSES. 


T. 19 S.. R. 3 W.. 

Sec. 7. secs. 18 to 23, inclusive, and secs. 25 
to 36, inclusive. 

Tps. 20 and 21 S.. R. 3 VV. 

T. 22 S.. R. 3 W.. 

Secs. 1 to 18. inclusive. 

T. 16 S.. R. 4 W. 

T.17S.. R.4 W.. 

Secs. 1 to 30. inclusive: 

Sec. 32, m. NXSWX, and SWXSWX: 

Sec. 33. m. SSS*. and NEXSEX: 

Secs. 34, 35, and 36. 

T. 18 S., R. 4 W.. 

Secs. 1, 2, and 3: 

Sec. 11. NX and SEX; 

Sec 12* 

Sec. 13! NX. NEXSWX. and SEX: 

Sec. 19. and secs. 29 to 33. inclusive. 

T. 19 S.. R. 4 W.. 

Secs. 2 to 36, inclusive. 

Tps. 20 and 21 S.. R. 4 W. 

T. 22 S.. R. 4 IV.. 

Secs. 1 to 18, inclusive. 

T. 18 S.. R. 5 W.. 

Secs. 22 to 27. inclusive, secs. 34, 35, and 36. 
T. 20 S.. R. 5 W., 

Secs. 1 to 8. inclusive, sees. 10,15,22. 27. 
and 34. 

T. 21 S.. R.5W. 

T. 22 R.5W.. 

S**cs. 1 to 18. inclusive. 

T. 21 S.. R. 0 W. 

T. 22 S„ R. 6 W.. 

Secs. 1 to 18. inclusive. 

T. 20 S.. R. 7 W.. 

Secs. 6. 7. and secs 15 to 22. inclusive. 

T. 21 S.. R. 7 W. 

T. 22 S.. R. 7 W., 

Secs. 1 to 18, inclusive. 

T. 20 S.. R. 8 W., 

Secs. 29 to 32. inclusive. 

T. 21 S.. R. 8 W. 

T. 22 S.. R. 8 W.. 

Secs. 1 to 18. inclusive. 

T. 21 S.. R. 9 W. 

T. 22 S.. R. 9 VV.. 

Secs. 1 to 18, inclusive. 

T. 22 S.. R. 10 VV.. 

Secs. 1 to 5, inclusive, and secs. 8 to 18. 
inclusive. 

Tps. 16 and 17 S.. R. 1 E. 

T. 18 S.. R. 1 E.. 

Secs. 1 to 29, inclusive, ami secs. 32 to 36. 
inclusive. 

T. 19 S„ R. 1 &. 

Secs. 1 to 30, inclusive, and secs. 32 to 36. 
inclusive. 

T. 20 S.. R. 1 E.. 

Secs. 1 to 4. inclusive, secs. 29 to 32. 
inclusive, and sec. 36. 

T. 21 S.. R. 1 E.. 

Secs. 5, 6, 7, secs. 17 to 20. inclusive, and 
secs. 27 to 34, inclusive. 

T. 22 S.. R. 1 E.. 

Secs. 2 to 11, inclusive, and secs. 13 to 36, 
inclusive. 

Tps. 16,17.18. and 19 S.. R. 2 E. 

T. 20 S.. R. 2 E. 

Secs. 1 to 6. inclusive, secs. 8 to 17. 
inclusive, and secs. 19 to 36, inclusive. 

T. 21 S.. R. 2 E., 

Secs. 1 to 17, inclusive, and secs. 20 to 24. 
inclusive. 

T. 22 S.. R. 2 E.. 

Secs. 9. 10.11. and secs. 13 to 36, inclusive. 
Tps. 16,17.18.19. and 20 S.. R. 3 E. 


T. 21 S.. R. 3 E.. 

Secs. 1 to 24. inclusive, and secs. 26 to 29. 
inclusive. 

T. 22 S.. R. 3 E.. 

Secs. 13 to 36, inclusive. 

Tps. 16, 17,18,19. and 20 S.. R. 4 E. 

T. 21 S.. R. 4 E.. 

Secs. 1 to 25, inclusive. 

Tps. 18,17.18.19. and 20 S.. R 5 E. 

T. 21 S.. R. 5 E.. 

Secs. 1 to 11, inclusive, secs. 14 to 22, 
inclusive, and sec. 30. 

T. 22 S., R. 5 E.. 

Sec. 1. and secs. 9 to 38, inclusive. 

Tps. 18 and 19 S., R. 6 E. 

T. 20 S., R. 8 E.. 

Secs. 1 to 33. inclusive. 

T. 21 S.. R. 6 E.. 

Secs. 13,14. secs. 22 to 29. inclusive, and 
secs. 31 to 36. inclusive. 

T. 22 S.. R. 6 E. 

Tps. 18 and 19 S.. R. 7 E. 

T. 20 S.. R. 7 E.. 

Secs. 1 to 30, inclusive, and secs. 33 to 36. 
inclusive. 

T. 21 S.. R. 7 E., 

Secs. 1. 2. 3. 25. and secs. 28 to 36, 
inclusive. 

T. 22 S.. R. 7 E. 

Tps. 18,19, and 20 S., R. 8 E. 

T. 21 S.. R. 8 E.. 

Secs. 1 to 6. inclusive, secs. 10, tt. 12. secs. 
30 to 33. inclusive, and sec. 25. 

T. 22 S.. R. 8 E.. 

Secs. 1 to 23. inclusive, and secs. 28 to 32. 
inclusive. 

Tps. 18 und 19 S., R. 9 E. 

T. 20 S.. R. 9 E.. 

Secs. 1 to 12, inclusive, secs. 15 to 22, 
inclusive, and secs. 27 to 33. inclusive. 

T. 18 S.. R. 10 E.. 

Secs. 3 to 10. inclusive, secs. 14 to 23, 
inclusive, and secs. 27 to 34. inclusive. 

T. 19 S.. R. 10E.. 

Secs. 4 to 7. inclusive, sec. 13. secs. 17 to 20. 
inclusive, secs. 24, 25. secs. 28 to 33. 
inclusive, and sec. 36. 

T. 20 S., R. 10 E., 

Secs. 1.5.6. secs. 12 to 14. inclusive, secs. 

20 to 29. inclusive, and secs. 32 to 36. 
inclusive. 

T. 21 S.. R. 10 

Secs. 1 to 5. inclusive, secs. 8 to 1Z 
inclusive, secs. 14 to 17. inclusive, secs. 
20. 21. and 22. 

T. 22 S., R. 10 E.. 

Secs. 10 to 36. inclusive. 

T. 18 S.. R. 11 E. 

T. 19 S.. R. 11 E.. 

Secs. 1 to 3Z inclusive, secs. 34. 35. and 36. 
T. 22S., R.12E.. 

Secs. 1. 2. 3. secs. 10 to 15, inclusive, secs. 

22 to 27, inclusive, and secs. 33 to 36. 
inclusive. 

The areas described aggregate 
approximately 2,969.659 acres. 

c. Subject to valid existing rights, the 
following described lands are hereby 
classified as suitable for and opened to 
operation of the general mining laws: 
those lands within Power Site 
Classification No. 443 of February 13. 
1958, are subject to Section 24 of the 
Federal Power Act of June 10.1920,16 
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U.S.C. 818, and to the provisions of 

Public Law No. 359, of August 11,1955, 
30 U.S.C. 621-625: 

Copper River Meridian 

T. 5 S., R. 1 W.. 

Secs. 1 to 7, inclusive, 9ecs. 11 to 14, 
inclusive, secs. 18,19, 30, 31, 35, and 38. 

T. 6 S., R.1W., 

Secs. 1. 2. 0. 7,11, secs. 14 to 23. inclusive, 
and secs. 26 to 36, inclusive. 

T. 7 S.. R. 1 W.. 

Secs. 1 to 12. inclusive, secs. 15 to 21, 
inclusive, secs. 28, 29. and 30. 

T. 8 S., R. 1 W„ 

Sec. 1. and secs. 10 to 36. inclusive. 

T. 4 S., R. 1 K., 

Secs. 1. 2, 6. 7.11.12,13,18.19. 20, and 
secs. 28 to 33. inclusive. 

T. 5 S.. R. 1 E.. 

Secs. 3 to 10, inclusive, secs. 15 to 18. 
inclusive, secs. 21 and 36. 

T. 6 S.. R. 1 E.. 

Secs. 1, 2. 3. secs. 9 to 16. inclusive, secs. 21 
to 28. inclusive, secs. 34. 35, and 36. 

T. 7 S.. R. 1 E.. 

Secs. 1, 2, 3, secs. 10 to 16, inclusive, and 
secs. 21 to 36, inclusive. 

T. 8 S.. R. 1 E.. 

Secs. 1 to 20, inclusive, those portions of 
secs. 21. 22. and 23 lying outside the 
Copper/Rude River addition to the 
Chugach National Forest; 

Sec. 24 and those portions of secs. 25, 26, 

28, and 29 lying outside the Copper/Rude 
River addition to the Chugach National 
Forest; 

Sec. 30 and those portions of secs. 31, 32, 
and 33 lying outside the Copper/Rude 
River addition to the Chugach National 
Forest 

T. 3 S.. R. 2 E.. 

T. 4 S.. R. 2 E.. 

Secs. 1 to 29. inclusive, and secs. 32 to 36. 
inclusive. 

T. 5 S.. R. 2 E. 

Secs. 1 to 4. inclusive, secs. 9 to 17. 
inclusive, and secs. 20 to 36, inclusive. 

Tps. 6 and 7 S., R. 2 E. 

T. 8 S.. R. 2 B., 

Secs. 1 to 24, inclusive, those portions of 
secs. 25 to 30. inclusive, and sec. 36. lying 
outside th$ Copper/Rude River addition 
to the Chugach National Forest. 

T. 4 S.. R. 3 E.. 

Secs. 1 to 15, inclusive, secs. 22 to 27, 
inclusive, secs. 34, 35, and 36. 

T. 5 S.. R. 3 E. 

T. 6 S.. R. 3 E.. 

Secs. 1 to 12, inclusive, secs. 14 to 22, 
inclusive, and secs. 27 to 33, inclusive. 

T. 7 S.. R. 3 E.. 

Secs. 4 to 9, inclusive, secs. 16 to 21, 
inclusive, and secs. 28 to 32, inclusive. 

T. 3 S.. R. 4 E.. 

Secs. 6. 7,13,18.19. and secs. 24 to 36. 
inclusive. 

T. 5 S.. R. 4 E., 

Secs. 1 to 9. inclusive, secs. 16 to 21, 
inclusive, and secs. 25 to 36. inclusive. 

Seward Meridian 

T. 32 N.. R. 8 E.. 

Secs. 1 to 18, inclusive. 

T. 33 N.. R. 8 E„ 

Secs, 13,14.15, secs. 22 to 27, inclusive, 
secs. 34. 35. and 36. 


T. 32 N.. R. 9 E.. 

Secs. 1 to 18, inclusive. 

T. 33 N. R. 9 E. 

Tps. 32 and 33 N.. R. 10 E. 

Tps. 31. 32, and 33 N., R. 11 E. 

Fairbanks Meridian 
T. 19 S.. R. 1 W.. 

Secs. 5 to 16, inclusive, secs. 22. 23, and 24. 
T. 20 S.. R. 1 W.. 

Secs. 6 to 10. inclusive, and secs. 14 to 36, 
inclusive. 

Tps. 21 and 22 S.. R. 1 W. 

T. 18 S.. R. 2 W. 

T. 19 S.. R. 2 W.. 

Secs. 1. 2, 3. and secs. 26 to 38. inclusive. 
Tps. 20 and 21 S., R. 2 W. 

T. 22 S.. R. 2 W.. 

Secs. 1 to 18, inclusive, secs. 22 to 27, 
inclusive, sec9. 34. 35. and 36. 

T. 17 S., R. 3 W. 

T. 18 S., R. 3 W.. 

Secs. 1 to 18, inclusive; 

Sec. 20. NJ6NEJS and NWUNWJS; 

Sec. 21, NJ£; 

Sec! 22 ! NKNJS. SW^NWK 4 , EJ&SEK, and 
SVnSEJS; 

Secs. 23. 24. and 25; 

Sec. 26, m, NJSSWJi. SEX 4 SW)i. and SEU; 
Sec. 27. NEJi and NEKSEtt. 

T. 19 S.. R. 3 W.. 

Sec. 7. secs. 16 to 23. inclusive, and secs. 25 
to 38. inclusive. 

Tps. 20 and 21 S.. R. 3 W. 

T. 22 S.. R. 3 W. 

Secs. 1 to 18. inclusive. 

T. 16 S.. R. 4 W. 

T. 17 S.. R. 4 W.. 

Secs. 1 to 30, inclusive; 

Sec. 32, N*. NfcSWJi, and SWJiSW*; 

Sec. 33. m. SfcS*. and NEJ£SE)£; • 

Secs. 34. 35. and 36. 

T. 18 S.. R. 4 W., 

Secs. 1. 2, and 3; 

Sec. 11. N^and SEK 4 ; 

Sec. 12; 

Sec, 13, m. NEJiSWH, and SEK 4 ; 

Sec. 19. and secs. 29 to 33, inclusive. 

T. 19 S.. R. 4 W.. 

Secs. 2 to 36. inclusive. 

Tps. 20 and 21 S., R. 4 W. 

T. 22 S.. R. 4 W.. 

Secs. 1 to 18. inclusive. 

T 18 S.. R. 5 W.. 

Secs. 22 to 27. inclusive, secs. 34. 35, and 36. 
T. 20 S.. R. 5 W.. 

Secs. 1 to 6, inclusive, secs. 10,15. 22. 27. 
and 34. 

T. 21 S.. R. 5 W. 

T. 22 S.. R. 5 W.. 

Secs. 1 to 18. inclusive. 

T. 21 S.. R. 6 W. 

T. 22 S.. R. 6 W.. 

Secs. 1 to 18. inclusive. 

T. 20 S., R. 7 W., 

Secs. 6. 7, and secs. 15 to 22. inclusive. 

T. 21 S.. R. 7 W. 

T. 22 S.. R. 7 W., 

Secs. 1 to 18. inclusive. 

T. 20 S.. R. 8 W.. 

Secs. 29 to 32. inclusive. 

T. 21 S., R. 8 W. 

T. 22 S.. R. 8 W.. 

Secs. 1 to 18, inclusive. 

T. 21 S.. R. 9 W. 

T. 22 S.. R. 9 W.. 


Secs. 1 to 18, inclusive. 

T. 22 S„ R. 10 W.. 

Secs. 1 to 5. inclusive, and secs. 8 to 18. 
inclusive. 

Tps. 10 and 17 S.. R. 1 E. 

T. 18 S.. R. 1 E.. 

Secs. 1 to 29, inclusive, and secs. 32 to 36. 
inclusive. 

T. 19 S.. R. 1 E., 

Secs. 1 to 30. inclusive, and secs. 32 to 36. 
inclusive. 

T. 20 S.. R. 1 E., 

Secs. 1 to 4. inclusive, secs. 29 to 32, 
inclusive, and sec. 36. 

T. 21 S.. R. 1 E.. 

Secs. 5.0, 7, secs. 17 to 20, inclusive, and 
secs. 27 to 34. inclusive. 

T. 22 S.. R. 1 E.. 

Secs. 2 to 11, inclusive, and secs. 13 to 36. 
inclusive. 

Tps. 16.17.18. and 19 S., R. 2 E. ~ 

T. 20 S.. R. 2 E.. 

Secs. 1 to 6. inclusive, secs. 8 to 17, 
inclusive, and secs. 19 to 36, inclusive. 

T. 21 S.. R. 2 E.. 

Secs. 1 to 17, inclusive, and secs. 20 to 24. 
inclusive. 

T. 22 S.. R. 2 E., 

Secs. 9.10,11. and secs. 13 to 36, inclusive. 

Tps. 16.17,18.19. and 20 S., R. 3 E. 

T. 21 S., R. 3 E.. 

Secs. 1 to 24, inclusive, and secs. 26 to 29, 
inclusive. 

T. 22 S.. R. 3 E., 

Secs. 13 to 36, inclusive. 

Tps. 18.17.18.19. and 20 S., R. 4 E. 

T. 21 S.. R. 4 E.. 

Secs. 1 to 25, inclusive. 

Tps. 16.17.18.19. and 20 S.. R. 5 E. 

T. 21 S.. R. 5 E., 

Secs. 1 to 11. inclusive, secs. 14 to 22. 
inclusive, and sec. 30. 

Tps. 18 and 19 S.. R. 0 E. 

T. 20 S., R. 6 E., 

Secs. 1 to 33, inclusive. 

T. 21 S.. R. 6 E.. 

Secs. 13,14. secs. 22 to 29. inclusive, and 
sees. 31 to 36. inclusive. 

Tps. 18 and 19 S.. R. 7 E. 

T. 20 S.. R. 7 E., 

Secs. 1 to 30, inclusive, and secs. 33 to 36. 
inclusive. 

T. 21 S.. R. 7 E.. 

Secs. 1. 2. 3. 25. and secs. 28 to 36. 
inclusive. 

Tps. 18.19. and 20 S., R. 8 E. 

T. 21 S.. R. 8 E.. 

Secs. 1 to 6, inclusive, secs. 10,11.12, secs. 
30 to 33, inclusive, and sec. 35. 

Tps. 18 and 19 S., R. 9 E. 

T. 20 S.. R. 9 E.. 

Secs. 1 to 12, inclusive, secs. 15 to 22. 
inclusive, and secs. 27 to 33. inclusive. 

T. 18 S.. R. 10 E.. 

Secs. 3 to 10, inclusive, secs. 15 to 22, 
inclusive, and secs. 27 to 34, inclusive. 

T. 19 S.. R. 10 E.. 

Secs. 4 to 7. inclusive, secs. 17 to 20, 
inclusive, and secs. 28 to 33, inclusive. 

T. 20 S.. R. 10 E., 

Secs. 1, 5. 6.12,13.14. secs. 20 to 29. 
inclusive, and secs. 32 to 36. inclusive. 

T. 21 S.. R. 10 E.. 
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Secs. 1 to 5, inclusive, secs. 8 to 12, 
inclusive, secs. 14 to 17. inclusive, secs. 
20. 21. and 22. 

T. 18 S., R. 11 E., 

Secs. 1 to 4, inclusive, secs. 9 to 16, 
inclusive, sees. 21 to 28, inclusive, and 
secs. 33 to 36. inclusive. 

T. 19 S.. R. 11 E., 

Secs. 1, 2. 3, secs. 10 to 15. inclusive, secs. 
22 to 27. inclusive, secs. 34. 35, and 30. 

The areas described aggregate 
approximately 2,170,108 acres. 

The total acreage affected by this order is 
approximately 2,969.659 acres. 

2. Pursuant to the authority vested in 
the Secretary by Subsection 17(d)(1) of 
the ANCSA, subject to valid existing 
rights and subject to the limitations set 
forth in paragraph 3 of this order, the 
lands Listed in paragraph 1 of this order, 
and which are otherwise available, are 
hereby classified as suitable for 
appropriation under the public land 
laws as specified therein and are hereby 
opened to such appropriation on the 
effective date of this order. The lands 
opened to appropriation by this order 
continue to be subject to the authority of 
the Secretary to make contracts, and to 
grant leases, permits, rights-of-way, or 
easements. The State of Alaska has 
been afforded full opportunity to 
exercise its preference right of selection 
on all lands described herein which 
were withdrawn under Public Land 
Order Nos. 5173, 5178, 5179, 5180, and 
5184, as amended, modified or corrected. 
The lands described in Public Land 
Order No. 5150, as amended, modified, 
or corrected, continue to be withdrawn 
from selection by the State of Alaska or 
Native village or regional corporations 
pursuant to Subsection 17(c) of the 
ANCSA. 

3. The purpose of this public land 
order is to make certain lands available 
for sale or lease under Sections 203 and 
302 of the FLPMA (subparagraph 1(a)): 
to operation of the mineral leasing laws 
(subparagraph 1(b)): and to operation of 
the general mining laws (subparagraph 
1(c)). No lands are opened by this order 
which are (1) within the boundaries of 
those segments of the Delta and 
Culkana Rivers added to the Wild and 
Scenic Rivers System pursuant to 
Sections 603, 605. and 606 of the Alaska 
National Interest Lands Conservation 
Act of December 2,1980, Public Law 96- 
487 (hereinafter, ANILCA), 94 Stat. 2414- 
2417. or (2) withdrawn for the Denali 
Scenic Highway Study pursuant to 
Section 1311 of the ANILCA, 94 Stat. 

2481, 2482, or (3) within the Wrangell- 
Saint Elias National Park and Preserve 
as established pursuant to Subsection 
201(9) of the ANILCA, 94 Stat. 2381, or 
(4) within the Copper/Rude River 
addition to the Chugach National Forest 


as established pursuant to Subsection 
501(a)(1) of the ANILCA, 94 Stat. 2398. 
2399, or (5) the subject of prior 
withdrawals or appropriation still in 
effect. 

4. All oil and gas offers to lease filed 
for lands described in subparagraph 1(b) 
of this order must be filed either in 
person in the Alaska State Office at 701 
C Street, Anchorage, Alaska, or mailed 
to the Alaska State Office, Post Office 
Box 70, Anchorage, Alaska 99513. 
Notwithstanding the provisions of 43 
CFR 3112.1-1, all lands listed in 
subparagraph 1(b) of this order will be 
subject to the filing of regular offers 
under 43 CFR Subpart 3111, and to the 
provisions of 43 CFR 1821.2-3(a). Any 
offers to lease received during the 15- 
day period, from 7:30 a.m., Alaska 
Daylight Saving Time, on September 13. 
1982, to 4:15 p.m., Alaska Daylight 
Saving Time, on September 27,1982, will 
be considered as filed at the same time, 
4:15 p.m.. Alaska Daylight Saving Time, 
on Monday. September 27,1982. 
Noncompetitive offers to lease which 
are filed after the time and date will be 
processed and governed by the specific 
time and date they are received. The 
filing fee and advance rental required 
for any filings pursuant to the mineral 
leasing laws must be remitted at the 
time of filing in accordance with 
regulations found in Title 43 CFR 
Subchapter C., (including 43 CFR 3103). 
All expressions of interest in sale or 
lease pursuant to the FLPMA for lands 
described in subparagraph 1(a) of this 
order must be filed either in person or 
mailed to the Anchorage District Office, 
4700 East 72nd Street. Anchorage, 

Alaska 99507. 
lames. G. Watt, 

Secretary of the Interior. 

August 30.1982. 

|FR Doc 82-2451*4 Filed 9-7-82; 8;45 am) 

BILLING CODE 4310-84-44 


FEDERAL EMERGENCY 
MANAGEMENT AGENCY 

44 CFR Part 64 

l Docket No. FEMA 63981 

List of Communities Eligible for the 
Sale of Insurance Under the Nationaf 
Flood Insurance Program 

agency: Federal Emergency 
Management Agency. 
action: Final rule. 

summary: This rule lists communities 
participating in the National Flood 
Insurance Program (NFIP) and eligible 


for second layer insurance coverage. 
These communities have applied to the 
program and have agreed to enact 
certain flood plain management 
measures. The communities’ 
participation in the regular program 
authorizes the sale of flood insurance to 
owners of property located in the 
communities listed. 

EFFECTIVE DATE: The date listed in the 
fifth column of the table. 

addresses: Flood insurance policies for 
property located in the communities 
listed can be obtained from any licensed 
property insurance agent or broker 
serving the eligible community, or from 
the National Flood Insurance Program 
(NFIP) at: P.O. Box 34294, Bethesda, 
Maryland 20034, Phone: (800) 638-6620. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Richard E. Sanderson, Chief, Natural 
Hazards Division. (200) 287-0270, 500 C 
Street Southwest, Donohoe Building, 
Room 505, Washington, D.C. 20472. 

SUPPLEMENTARY INFORMATION.* The 

National Flood Insurance Program 
(NFIP), enables property owners to 
purchase flood insurance at rates made 
reasonable through a Federal subsidy. In 
return, communities agree to adopt and 
administer local Hood plain 
management measures aimed at 
protecting lives and new construction 
from future flooding. Since the 
communities on the attached list have 
recently entered the NFIP, subsidized 
flood insurance is now available for 
property in the community. 

In addition, the Director of the Federal 
Emergency Management Agency has 
identified the special flood hazard areas 
in some of these communities by 
publishing a Flood Hazard Boundary 
Map. The date of the flood map, if one 
has been published, is indicated in the 
sixth column of the table. In the 
communities listed where a flood map 
has been published, Section 102 of the 
Flood Disaster Protection Act of 1973. as 
amended, requires the purchase of flood 
insurance as a condition of Federal or 
federally related financial assistance for 
acquisition or construction of buildings 
in the special flood hazard area shown 
on the map. 

The Director finds that delayed 
effective dates would be contrary to the 
public interest. The Director also finds 
that notice and public procedure under 5 
U.S.C. 553(b) are impracticable and 
unnecessary. 

The Catalog of Domestic Assistance 
Number for this program is 83.100 
’’Flood Insurance.” This program is 
subject to procedures set out in OMB 
Circular A-95. 
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Pursuant to the provisions of 5 U.S.C. 
605(b), the Associate Director, State and 
Local Programs and Support, to whom 
authority has been delegated by the 
Director, Federal Emergency 
Management Agency, hereby certifies 
that this rule, if promulgated will not 


have a significant economic impact on a 
substantial number of small entities. 
This rule provides routine legal notice 
stating the community's status in the 
NFIP and imposes no new requirements 
or regulations on participating 
communities. 


List of Subjects in 44 CFR Part 64 

Flood insurance. Flood plains. 

Section 64.6 is amended by adding in 
alphabetical sequence new entries to the 
table. 

In each entry, a complete chronology 
of effective dates appears for each listed 
community. The entry reads as follows: 


§ 64.6 List of eligible communities. 


Slate and county 

Location 

Community 

No 

Effective date of authonation of sale of flood insurance for 
area 

Hazard 

area 

identified 



090156 

620701. emergency: 620716. regular .—...— —. 

750221 



130326 

790322. emergency. 820716. regular ... 

750404 

New York 


361361 

810203. emergency. 820716. regular .—. 

750131 

Do' 


361362 

610604, emergency: 820716. regular . ..— 

750103 

Do .. 


361096 

810226. emergency. 820716. regular. . 

741106 



360328 

010527. emergency. 620716, regular.. 

740531 



361422 

810225. emergency. 820716. regular. 

750103 



360299 

760521. emergency. 820716. regular. 

740329 


Constabteville. village of..... 

360360 

610422. emergency. 820716. regular ......—.— 

740809 


Lyndon, town of .. 

3600B3 

810309. emergency. 820716, regular .....-. 

740809 


Stafford, town of..... 

361118 

770301. emergency: 820716. regular.. .- 

750124 


Wethersfield town of . 

361246 

800930 emergency. 820716. regular— ..—.— 

741213 

Pennsylvania 


420129 

700831. emergency. 820716. regular . 

741122 



421877 

750702. emergency; 820716. regular ... 

741213 



421120 

770408. emergency. 820716. regular .. 

750110 



510300 

750522, emergency. 620716, regular ... 

741115 

California: 

Humboldt County 1 ... 

060060 

740911, emergency; 820719. regular...— 

770913 


Ukiah city of . .. .— 

060186 

741030, emergency; 820719. regular .. . 

740809 

Do 

Willits city of. 

060187 

750716. emergency; 820719. regular. 

740208 

Illinois 

Rock Island County 

Hillsdale village of . 

170589 

740211. emergency. 820719, regular ... .. 

740628 

Kendall County ... 

Kendall County 1 .„.. . 

170341 

730705. emergency. 820719. regular . 

750221 

Indiana: Bartholomew County .. 

Columbus city of . , ..... . 

180007 

741112. emergency; 820719, regular . 

731207 

Massachusetts: 

Bhstoi County .. .....,,,,,,, 

AcushneL town of 

250048 

810403. emergency. 820719. regular .—... . .. 

740096 

Worcester County ..... 

Athol, town of... __—. ..„ 

250291 

750707. emergency; 820719. regular . * ... 

740308 

Middlesex Counly ___ ... .. 

Ayer, town nf ... . . . . . . 

250180 

741107. emergency: 820719, regular. 

740322 

Plymouth County ... ,. 

Carver town of . . 

250262 

750729. emergency; 820719, regular ... 

740628 

Worcester County ... 

Charlton, town ol ........ _..., 

250299 

750610. emergency; 820719. regular .... 

740726 

Berkshire County . . 

Cheshire town of . . 

250019 

750807. emergency; 820719. regular.... . 

740913 

Do ____ 

Great Barrington, town of . 

250024 

740924. emergency; 020719. regular, . 

741018 

Worcester County ...... 

Hopedale. town of.— . .. .'. .. 

2503t0 

750623. emergency. 620719, regular .. 

740726 

Do .... 

Mendon, town of..— . , .. 

250316 

760122. emergency. 820719. regular..—.— .„. 

740906 

Do _ ............ .. 

Millville, city of . 

250319 

750307. emergency. 820719, regular . 

740628 

Plymouth County .. 

Norwell, town of . . . .. . ...... 

250276 

750709. emergency. 820719. regular . 

740816 


Rockland, town of ........ 

250281 

750724. emergency; 820719. regular .,....— 

740628 

Worcester County ... . .. 

Sturbndge, town of ,,,,,.. 

250337 

750722. emergency. 820719, regular „... . . . 

740913 

Do . 

Westm.nster, town of . . 

250347 

750707, emergency. 820719. regular ..... 

740726 

Marne. York County ... 

Hollis, town of ...„„.... . . 

230150 

750729. emergency. 820719. regular ... 

740531 

Michigan: 

Lenawee County ...... 

Adrian, city of —.—_— ... . 

260115 

750401. emergency; 820719, regular . — . — . 

740531 

Do .— . . 

Bkssfield, village of .. . ...... . 

260339 

761210. emergency. 820719, regular —.... 

750912 

Charlevoix County . 

Boyne City, city of . . . —. 

260056 

731227. emergency; 820719, regular . 

740329 

Lenawee County .. 

Clinton, village of..— .... ... , 

260437 

611120. emergency. 820719. regular..— . 

750418 

Monroe County .....«, 

Dundee, village of ... .. .... 

260313 

750310. emergency; 820719. regular...— .... 

740201 

Charlevoix County —_. . 

East Jordan, city of .,, - ... ., 

260372 

750730. emergency 820719. regular .. 

750711 

Minnesota: 

Winona County. 

Minnesota City, city of . 

270529 

750825. emergency. 820719. regular. 

740802 


Rollmgstone. city of ... . . . . 

270530 

750904. emergency, 820719. regular .— . 

740802 

Montana 

Fergus County. — .—. 

Denton, town of ..-........— 

300020 

790212, emergency. 820710. regular .—.. 

741227 

Lewtstown. city of . . ... ,.... 

300022 

740719. emergency. 820710, regular ..——,—.. 

740322 

Qq 

Moore, town of . . 

300100 

770511. emergency. 820719. regular ..— 

750808 

RavaHi County .... 

Ravalli County t . . . .. . — . . 

300061 

780411. emergency; 820419. regular...— ... 

780418 

North Carolina Wilson County . .. 

Wilson, City Of---r ., r — -r.., _ .. . 

370270 

750321. emergency. 820719. regular .... .. 

741129 

North Dakota: 

Barnes County........ ... 

Kathryn, city of . 

380001 

750604. emergency; 620719, regular . ...... 

741122 

Traill County . 

Mayvilie city of .. . . 

360133 

750321 emergency, 620719 regular 

740109 

Do.......„ w .. w -....- ... 

Portland, city of .. 

360134 

751014. emergency. 820719, regular .... , 

740510 

New Mexico. Chaves County . .. 

Roswell, city of ___ . 

350006 

750523, emergency; 820719. regular ... . 

740614 

South Carolina 

Pickens County ... ....... 

Easley, town of .-. .. 

450167 

740304, emergency; 820719, regular . .. 

740626 

Fairfield County... . ... 

Fairfield County .. .., 

450075 

781221. emergency. 820719 regular ... 

771125 

Tennessee: Sullivan County .. . 

Bristol, city of . .. 

470182 

750707 emergency; 820719, regular . 

740308 

Texas 

Potter County..— . . . 

t 

Amarillo, city of .... ....... 

480529 

730330. emergency. 820719. regular . . „ 

750214 

Dallas County . 

Dallas County * . . 

480165 

700904. emergency; 820719. regular....— . 

750325. emergency. 820719. regular .—. .. 

770901 

Utah: Weber County ... 

Weber County 1 ...—... 

490187 

780502 

Washington: 

Benton County . 

Benton County ’ ..—.. . ... 

530237 

740411. emergency; 820719. regular. 

770809 

Jefferson County....—........ 

Jefferson County 1 ,,,,.—... 

530069 

750402. emergency; 820719, regular . 

770621 

Skagit County ....... 

Lyman, town Of—.—........—. 

530157 

750516. emergency; 820719. regular __.__ 

750501. emergency. 820719. regular. 

741115 

Wisconsin. Waukesha County . 

Elm Grove, village of. ..—.. 

550578 

771223 


























































































































































Federal Register / Vol. 47. No. 174 / Wednesday. September 8, 1982 / Rules and Regulations 39501 


State and county 


Location 


Community 


Effective date of authorization of sale of flood insurance for 
area 


Hazard 

area 

identified 


Arkansas: 

Mississippi County ............_ 

Perry County..... 

Montana: Golden Valley County.. 
Oklahoma: 

Atoka County—~__ 

Caddo County__ 

Garvin County__ 

Jefferson County__ 

Oregon: Linn County___ 

Georgia: 

Halt County. 

Dooly County. 

Warren County. 

New York: 

Chemung County 
Ontario County.. 


Manila, city of~ 


Perry, town of_... 

Ryegate, town of.. 


Atoka, city of_ 

Carnegie, town of ... 

Elmore, city of... 

Ryan, town of...._ 

MtLlersburg, city of.. 


Oakwood, municipality of... 

Unadilta, city of....._ 

Warrenton. city of_ 


St Lawrence County.. 
Do.. 


Cattaraugus County.. 

Yates County—_ 

Steuben County_ 

Lewis County. 

Livington County.. 

Greene County. 

Wayne County. 

Pennsylvania: 

Bradford County 

Mercer County.. 

Arkansas: Little River County. 

Georgia: Bartow County. 

New York: 

Allegany County. 

Cattaraugus County 

AHogany County- 

St. Lawrence County .. 

Herkimer County. 

Allegany County. 

Jefferson County. 

St. Lawrence County 
Oneida County ......... 

Si Lawrence County 

Herkimer County_ 

Pennsylvania: 

Northampton County 

Mercer County_ 

Lefugh County 
Mercer County........... 

Chester County 
Arizona: 

Greenlee County_ 

Pima County_ 

California: 


Baldwin, town of 
Chfton Spnngs, village of.. 

De Peyster. town of. 

Edwards, village of_ 

FarmersviUe. town of...,_ 

Italy, town of.... 

Jasper, town of...._ 

Lewis, town of_ 

Lima, village of..__ 

New Baltimore, town of..... 
Wolcott, town of__ 


Alba, borough of—____ 

East Lackawannock. township of.. 

Foreman, city Of__... 

Adairsville, town of_ 

Bolivar, town of .. 



Conewango. town of. 

Cuba, town of.. 

Edwards, town of......... 

Fairfield, town of_..... 

Genesee, town of.. 

Pamela, town of__ 

Panshville. town of_ 

Pro6pect. village of_ 

Rossie, town of__ 

Webb, town of_ 


Chapman, borough of.. 
Clark, borough of .. 


Coopersburg. borough of... 

Delaware, township of. 

Efc, township of_ 


Duncan, town of... 
Tucson, city of_ 


Santa Clara County. 
Do.. 


Solano County ... 
Do. 


Colorado: Moffat County.. 

Connecticut: Windham County... 

Georgia: Coweta County.*....... 

Illinois: 

Cook County___ 

Rock island County_ 

Massachusetts 

Sutfolk County...... . 

Essex County__ 

Middlesex County..... 

Worcester County.. 

Michigan: 

Washtenaw County___ 

Clinton County... 

Washtenaw County. 

Monroe County...... 

Minnesota. 

Fillmore County____ 

Winona County. . .. 

Missouri: 

Howard County... 

Boone County... 

Montana: Sweet Grass County.«... 

New Jersey: 

Atlantic County...... 

Salem County_„ 

Warren County 

Moms County_ 

Salem County__ 

New York: 


San Jose, city of. 

Santa Clara County* 

Solano County 1 _ 

Vacaville, city of. 

Moffat County *... 

Wiflimantic, city of..... 
Coweta County 1 .. 


Mount Prospect, village of... 
Rock Island County 1 _.... 


Chelsea, crty of_.... 

Lawrence, aty of. 

Townsend, town of.. 
Upton, town of 


Mtian. city of.. 
Ovid, village of.. 


Pittsfield, charter township of... 
Raramvilte, township of__ 


Chatfield, city of.„ 
Stockton, city of .. 


Glasgow, city of_.... 

Rocheport, city of. 

Sweet Grass County *.. 


Egg Harbor, aty of- 

Elsmboro. township of. 

Greenwich, township of.. 

Netcong. borough of_ 

Salem, city of. 


Orange County..._ 

Onondaga County.... 

Morvoe County. 

Rockland County._ 

Oswego County.. 




Cornwall on the Hudson, village of.. 

Fayetteville, village of.... 

Gates, town of__._ 

Orangetown. town of_„__ 

Schroeppel, town of___._ 


050149 

050278 

300032 

400008 

400021 

400374 

400439 

410284 

130334 

130072 

130187 

361054 

361450 

361175 

361463 

360071 

360958 

361212 


361457 

360295 

360901 

420166 

421864 

050130 

130235 

*.361097 

360065 

361099 

361176 

360302 

361101 

360346 

361425 

361356 

361186 

360321 

422251 

422475 

420587 

422283 

422286 

040036 

040076 

060349 

060337 

060631 

060373 

080270 

090121 

130298 

170129 

170582 

250287 

250087 

250219 

250340 

260151 

260318 

260623 

260155 

270125 

270532 

290164 

290038 

300167 

340006 

340415 

340483 

340354 

340423 

360610 

360578 

360416 

360686 

360662 


750613. emergency; 820720. regular.. 
761005, emergency; 820720, regular .. 


750815, emergency. 620720. regular.. 


750429, emergency. 820720, regular.. 
750903. emergency 820720, regular.. 
771219. emergency. 820720. regular.. 
790326, emergency 620720, regular.. 
820721, emergency 820721, regular. 


761004. emergency 820723. regular . 
750716, emergency 820723. regular.. 


* vfcvi «>v, ivyiep M 

750623, emergency 820723, regular. 


790913. 

750723. 

761104, 

600422, 

770121, 

791130, 

800203, 

810429, 

800111, 

790919, 

760606, 


emergency 

emergent;-y. 


emergency; 

emergency 

emergency 

emergency 

emergency 

emergency 


820723. 

820723, 

820723, 

820723, 

820723, 

820723. 

820723. 

820723. 

820723. 

820723. 

820723. 


regular.. 


reguli 


regular.. 


regular.. 

regular.. 


regular . 
regular.. 


regut. 

regular.. 


regular.. 


regular.. 


750826, emergency 820723, regular.. 
760322. emergency; 820723, regular.. 




* v» » iwi yvi iwj• VCv< Crw| > •• 

760324, emergency 820727. regular.. 
790105, emergency; 820730, regular „ 


810702, 

761104. 

760818, 

800422, 

760901. 

781018, 

760707, 

801030. 

800303. 

800912, 

761007. 


emergency 820730. 
emergency; 820730, 
emergency 820730. 
emergency 820730. 
emergency; 820730, 
emergency 820730, 
emergency 820730, 
emergency 820730, 
emergency 820730, 
emergency 820730, 
820730, 


regular.. 


regular.. 


reguL 

regular.. 


regular.. 


regular.. 


regular.. 
regular.. 


regular.. 


regular.. 


800520. emergency 820730. regular.. 
750711. emergency 820730, regular.. 
770112. emergency, 820730, regular.. 


760601. emergency: 820730. regular .. 
750114, emergency; 820730, regular.. 

741102, emergency 820802, regular „ 
750120, emergency 820802. regular * 


. emergency; 
. emergency; 
. emergency 
. emergency; 
. emergency; 


820802, regular ... 
820802. regular ..: 
820602. regular.. 
820802, regular.. 


760123, 

790618. < 

790323, 

750218, i 
750619. < 

750731. < 

751226, emergency; 820802. regular.. 

721027, emergency 820802, regular.. 
710514, emergency; 820002. regular . 


820602. regular .. 
820802, regular .. 


720528, emergency 820802, regular.. 
740702, emergency; 020802, regular.. 

741010 MTlPf/WATu A9iW19 ituy , 


i wmwyuiiuy. ocwvi, regular 

751010. emergency; 820802, regular .. 
750902. emergency 820602, regular .. 

750508. emergency 820802, regut 

740401 MlMnonru P5ACAO .1 


t DU3UO. emergency; ezueuz, regular.. 
750501. emergency. 620802, regular.. 
750717. emergency 820802, regular„ 
750818, emergency; 820002. regular. 

820415, emergency; 820802, regular.. 
750530, emergency; 820802, regular.. 


750513, emergency 820802, regular .. 
751002, emergency 820802, regular.. 


• n iwc, wnwywiity, regular., 

780404. emergency. 820802, regular. 

750311, emergency 820602, regular.. 
740528, emergency 820802, regular.. 
750519, emergency. 820802, regular.. 
741231. emergency 820802, regul" 

7Wmi MUrncn/N. OTAOrtA .1 


'icoi, emergency ozunuz. regular.. 
750331. emergency 820802. regular.. 

740710. emergency 820802. regular.. 
740822, emergency 820802, regular„ 


- -v—~* -tr"- ♦* 

740730. emergency; 820802. regular.. 


—• ——»—— . 

740816, emergency; 820602. regular. 
750613. emeraenev: 620802. reoular . 


750412 

750627 

750103 

740607 
731207 
761105 
781105 
780124 

750404 

740614 

750404 

740531 

750207 

750214 

741115 

740628 

740628 

741101 

740628 

780116 

761217 

740628 

741213 

740906 

740301 

740614 

761029 

740628 

750124 

750124 

740329 

741213 

741018 

750117 

741115 

741101 

750718 

741115 

741227 

761119 

750711 

741115 

740913 

740802 

750124 

780620 

780214 

740517 

780404 

740510 

760430 

731116 

780414 

740607 

740200 

740920 

740016 

740123 

740405 

770617 

740215 

760813 

740823 

740412 

741025 

0 

740726 

740719 

740614 

740503 

740920 

740308 
761105 
761105 
740510 
740510 
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Slate and county 


Ohio: 

Greene County ... 

Wood County --—- 

Knox County ——_. 

Wood County..— . 

Pennsylvania 

Snyder County,. -- 

Lawrence County __— 

Northumberland County - 

Snyder County— ___ 

Lycoming County _ 

Berks County.,.— .—.. 

Vermont 

Chittenden County _ 

Lamolla County ... 

Washington: 

Clark County _ 

Skagit County ... 

Whatcom County ___ 

Wisconsin: 

Milwaukee County..— __ 

Washington County . . . 

Arkansas: 

Little River County __ 

Hempstead County .... 

Lafayette County __ 

Oo --—.. 

New York: 

Allegany County _—_— 

Wayne County .. 

Oo --- 

Oklahoma: 

Jackson County .... 

THIman County.— _... 

Kiowa County .—...._ 

Jackson County.. ._.— 

Texas: 

Cochran County _ 

Lubbock County _ 

New York: 

Chautauqua County . 

SL Lawrence County _ 

Do - 

Pennsylvania Washington County 
Virginia: 

Mecklenburg County. ... 

Carroll County .. 

An 2 ona: Pinal County --—« 

Georgia: Habersham County _ 

New York: 

Chemung County __ 

Cattaraugus County ... 

Albany County .. 

Cattaraugus County ... 

St. Lawrence County —-. 

Pennsylvania Schuyklll County_ 


Location 


Beavercreek, city o( _ 

Cygnet, village of __ 

Mount Vernon, dty of ___ 

Pemberv• **©. village of.— 

Franklin, township of _ 

Hickory, township of _ r ... 

Lower Mahanoy. rownship of 

Middleburg, borough of . 

Plunketts Creek, township of 
WemersviUe. borough of-. . 

Richmond, village of- - 

Wolcott town of -- 

Clark County 1 _ 

Concrete, town of __ 

Everson, city of _ 

Greendate, village of - 

West Bend, city of _—— 

Ashdown, city of - 

Fulton, town of - 

Lewisville, city of _ 

Stamps, aty of - 

Belfast town of - 

Palmyra. viHage of - 

Savannah, town of _ 

Blair, town of __—__ 

Manrtou, town of _ 

Mountain Park, town of __ M .. 

Otustee, town of ....—. 

Morton, city of __—_ 

Slaton, city of ______._ 

Dunkirk, town bf_—__ 

Gouverneur. town of.—.—.... 

Momstown. town of ___ 

Hopewell, township of_—_— 

Clarksville, town of.-... 

Hiiisvilie. town of ... 

Superior, town of __—.— 

Tallulah Fans, dty of .... 

Enn, town of .. .— 

Humphrey, town of____ 

Knox townsNp.___ 

Leon, town of—____ 

Pitcarn, town of___ 

New Castle, township of__— 



Community 

No. 

Effoctive date of authorization of sale of flood insurance for 
area 

Hazard 

area 

identified 

390870 

800827. emergency; 820802. regular.-.. 

810904 

390584 

750916. emergency; 820602. regular.- 

740510 

390311 

740121. emergency; 820602. regular ..-. 

740503 

390624 

750805. emergency; 620002, regular _____ 

741018 

422035 

750110. emergency. 820602, regular..---- 

741115 

421792 

750407. emergency. 820802, regular. . ... 

750131 

421941 

750725. emergency. 820802, regular . ... 

740920 

420007 

721206. emergency, 820802. regular . 

730220 

420665 

730302, emergency. 820802. regular. 

740503 

421374 

750710. emergency: 020602, regular .—.... 

741206 

500041 

741231. emergency 820802, regular...— __ 

740510 

500068 

750710, emergency. 820602, regular. 

740628 

530024 

740906. emergency. 820602, regular _..L—. 

740906 

530154 

750509, emergency, 820602, regular... 

740517 

530200 

740816. emergency; 820802. regular .. 

740524 

550276 

750523. emergency. 620602. regular. 

731228 

550475 

750815. emergency. 820802. regular..—. 

731228 

050129 

750414. emergency. 820603. regular. 

740405 

050066 

750422, emergency. 820803. regular ... .. 

740816 

050116 

750501. emergency. 820803, regular.. 

731012 

050117 

750723. emergency. 820603, regular... 

740123 

361096 

770125. emergency. 820606. regular. . 

741018 

360896 

800118. emergency. 820006, regular . 

770729 

361229 

800130. emergency. 620606, regular .. .. 

741220 

400348 

761122. emergency. 820603. regular .... 

760625 

400302 

761126, emergency. 620003, regular.. ...„. 

760409 

400086 

761103. emergency. 820603, regular .. 

760409 

400430 

761116. emergency. 620803, regular. 

760409 

460127 

750507, emergency. 820803. regular.... 

740614 

480453 

750625. emergency; 620603, regular-. . . 

740322 

361106 

740906. emergency 820806, regular.. 

741129 

361178 

810130, emergency, 820806. regular. 

750124 

360706 

800730, emergency, 820806, regular... 

740906 

422556 

750612. emergency 820606, regular. 

750103 

510209 

740415. emergency. 820806. regular. v . 

741101 

510305 

750922. emergency; 820806. regular_—_—... 

770218 

040119 

880011. emergency. 820611, regular . 

790731 

130360 

801229, emergency 820613. regular..... 

750425 

361374 

790913. emergency, 820813, regular. 

750110 

360078 

810413. emergency. 820613, regular. 

740830 

360011 

791026. emergency; 620613. regular 

781022 

360060 

810324, emergency: 620613. regular..... 

740531 

361184 

810123. emergency: 820613, regular ..... 

780331 

422012 

791203. emergency. 820813. regular.. 

741227 


• Unincorporated areas. 

Total ir tfta 

Kay tor reading 4th column (effective date} First two ckgrts designate the year Middle two d'grts designate the month Last two digits designate (he day 


(National Flood Insurance Act of 1968 [title XIIT of the Housing and Urban Development Act of 1968J; effective Jan. 28. 1969 [33 FR 17804, 
Nov. 28, 1968), as amended, 42 U.S.C 4001-4128; Executive Order 12127. 44 FR 19367; and delegation of authority to the Associate Director. 
State and Local Programs and Support) 

Issued: August 28. 1982. 
l-ee M. Thomas, 

Associate Director . State and Local Programs and Support . 

[FR Doc. 82-24412 Piled 9-7-82 8:45 om[ 

BILLING CODE 0718-03-M 


FEDERAL COMMUNICATIONS 
COMMISSION 

47 CFR Part 90 

lGen. Docket No. 80-183; RM-2365; RM- 
2750; RM-3047; RM-3068; FCC 82-3391 

Private Land Mobile Radio Services; 
To Allocate Spectrum in the 928-941 
MHz Band and To Establish Other 
Rules, Policies, and Procedures for 
One-Way Paging Stations in the 
Domestic Public Land Mobile Radio 
Service and the Private Land Mobile 
Radio Services 

AGENCY: Federal Communications 
Commission. 


action: Final rule. 


summary: The Commission adopts a 
Report and Order allocating spectrum in 
the 929-930 MHz band for one-way 
paging operations in the Private Land 
Mobile Radio Services. This action is 
necessary to meet the growing demand 
for private paging channels. 

date: October 8.1982. 

FOR FURTHER INFORMATION CONTACT: 

Stephanie M. Spemak or Albert J. 
Catalano, Private Radio Bureau, 
Washington. D.C. 20554, (202) 634-2443. 


SUPPLEMENTARY INFORMATION: 

List of Subjects in 47 CFR Part 90 

Administrative practice and 
procedure. Business and industry. 
Industrial radio services, Land 
transportation radio services, Private 
land mobile radio services, 
Radiolocation radio service. Public 
safety radio services. 

Second Report and Order 

Adopted: July 22.1982. 

Released: August 20.1982. 

In the matter of amendment of Parts 2. 
22, and 90 of the Commission’s Rules to 
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Allocate Spectrum in the 928-941 MHz 
Band and to Establish Other Rules, 
Policies, and Procedures for One-Way 
Paging Stations in the Domestic Public 
Land Mobile Radio Service and the 
Private Land Mobile Radio Services, 
General Docket No. 80-183, RM-2365, 
RM-2750. RM-3047, RM-3068. 

I. Introduction 

1. On April 24,1980, in response to 
petitions filed by the Ad Hoc Private 
Paging Committee (AHPPC) and 
Telocater Network of America 
(Telocater), we adopted a Notice of 
Proposed Rule Making, which proposed 
the allocation of three MHz of spectrum 
for private and common carrier paging 
systems in the 929-932 MHz band. 1 An 
alternative allocation plan was later 
proposed in a Supplemental Notice, and 
the proposed original plan as it 
pertained to private paging systems was 
modified in a Further Notice. 2 

2. In our First Report and Order, we 
determined to authorize private paging 
systems in the 929-930 MHz band, to 
hold the 930-931 MHz band in reserve 
for future use by advanced technology 
paging systems, and to authorize the 
931-932 MHz band for common carrier* 
paging systems. 3 In that same 
proceeding we also adopted rules to 
govern the common carrier systems. 4 * * 
However, we deferred taking action on 
specific private paging rules until after a 
full consideration of the issues raised in 
the Further Notice. We now address 
these issues. 

II. Background 

3. In our original Notice, we proposed 
to release three MHz of spectrum for 
paging operations pursuant to our 
traditional administrative approach. 8 
Under this approach spectrum is 
allocated by attempting to determine the 
need for given types of services and 
then allocating blocks of frequencies for 
each. Accordingly, we proposed to 
release one MHz of spectrum to the 
private services, on MHz to common 
carriers and one MHz between the 


' Notice of Proposed Rule Making. Docket No. 80- 
183. 45 FR 32013 (May 15,1980). 

2 Supplemental Notice of Proposed Rule Making. 
Docket No. 80-183. 45 FR 73979 (November 7.1980): 
Further Notice of Proposed Rule Making. Docket 
No. 80-183. 47 FR 16052 (April 14.1982). 

1 First Report and Order, Docket No. 80-183.47 FR 
24557 (June 7,1982). 

* Additionally, we adopted the concept of a 
‘flexible boundary”, whereby users in one service 
would be permitted to use spectrum allocated to the 
other service, if the need arose because of 
congestion. However, due to implementation 
problems we decided not to adopt specific rules at 
this time. See para . 9 infra. 

a Notice of Proposed Rule Making. Docket No. BO- 
183. supra, note 1. 


services to be held in reserve for future 
use by advanced technology paging 
systems. Both the Common Carrier and 
Private bands were subdivided into 40 
(25 KHz) channels. 

4. In the 929-930 MHz band set aside 
for private systems, we proposed that 
thirty-two (32) of the forty channels 
would be for tone-voice paging, six (6) 
would be for tone-only operations and 
two (2) channels would be set aside for 
tone-optical readout paging.® Under the 
proposal, the Commission staff would 
select and assign frequencies in the 
private band based on fixed mileage 
separation criteria and channel loading 
standards. Finally, it was proposed that 
any private licensee operating in a tone- 
voice paging mode who could meet the 
established loading criteria would be 
given exclusive use of the frequency. 7 
The proposed technical and loading 
rules for the private paging systems 
generally followed the regulatory 
structure in effect for base/mobile two- 
way operations in the 800 MHz band. 8 

5. Following our original Notice, we 
released a Supplemental Notice, in 
which we proposed an alternative 
allocation plan. 9 This plan was designed 
to be more flexible in the allocation and 
use of the spectrum. The alternative 
proposal retained the basic allocation of 
three MHz, however, the private and 
common carrier bands were to be 
placed next to each other, to allow each 
type of user to access the other’s 
spectrum, if the one MHz originally 
allocated to that user’s category became 
too congested. 

6. Additionally, rather than a 
compartmentalized private band with 
specific channels earmarked for certain 
modes of operation, as proposed in the 
original Notice, all private channels 
were to be available for any type of 
paging use. All technical, loading and 
sharing standards for private users 
remained as in the original proposal. 

7. The comments submitted in 
response to the Notice and 
Supplemental Notice raised a number of 
significant issues with regard to private 
paging systems. In light of these 


‘This allocation plan was based on studies that 

demonstrated a trend in private paging systems 

toward tone/voice paging systems. See Notice of 

Proposed Rule Making. Docket No. 80-183, id. at 

para. 9-2U 

7 To be given exclusive use of a frequency the 
licensee would have had to load a channel to at 
least 70 percent of the established loading level. 

• Second Report and Order. Docket No. 18262. 48 
FCC 2d 752 (1974). recon. granted in part, 51 FCC 2d 
945 (1975). clarified 55 FCC 2d 771 (1975), offd. sub 
nom. NARUC v. FCC. 525 F2d 630 (D C. Cir. 1978). 
cert, denied, 425 U.S. 922. (1976). 

9 Supplemental Notice. Docket 80-183, supra, note 

2 . 


comments, we determined to explore 
many of these matters in a Further 
Notice before adopting final rules to 
govern private paging operations. 10 
Based on the comments, we determined 
that there was merit to an allocation 
approach which maximizes user 
flexibility in the design and 
implementation of systems. Accordingly, 
in the Further Notice we proposed to 
release the private spectrum without 
designating any particular mode of 
operation for any channel. Furthermore, 
to allow frequency assignments to be 
made on a "tailored basis," it was 
proposed that applicants select their 
own frequencies, through the use of a 
frequency coordinator or by an 
independent field study. A further 
objective of this approach was to permit 
the "engineering-in" of systems to 
maximize use of the spectrum. 

8. We also proposed not to authorize 
any channel exclusivity and suggested a 
minimum loading standard of 600 units 
per channel. Alternatively, it was 
proposed that a licensee be allowed to 
use actual on-the-air occupancy 
statistics to establish appropriate 
loading. Comments were requested to 
help determine the appropriate loading 
zone for channel loading and 
appropriate standards for the use of on- 
the-air occupancy statistics. Finally, 
comments were requested on whether 
private carriers should be authorized in 
the private spectrum to provide a paging 
service to eligibles on a commercial 
basis. 11 

9. On April 29,1982, we adopted a 
First Report and Order concerning the 
paging allocation. 12 We determined to 
release the spectrum as originally 
proposed, with one MHz of spectrum 
assigned to the private paging services, 
one MHz assigned to common carrier 
paging and one MHz between the 
services to be held in reserve for future 
advanced technology paging. We also 
adopted the concept of a "flexible 
boundary," as proposed in the 
Supplemental Notice, whereby private 
and common carrier licensees could 
access the other’s spectrum if either of 
the allocated bands became too 
congested. However, because it was 
envisioned that the two services would 
assign frequencies by different means 

frequency coordination in the 
private band and fixed mileage 


Further Notice of Proposed Rule Making. 
Docket No. 80-183. supra, note 2. 

" SMRS private carrier licensees are currently 
authorized to provide service on a commercial basis 
at 800 MHz for two-way systems. See Second 
Report and Order. Docket No. 18282. supra, note 8. 

** First Report and Order. Docket No. 80-183, 
supra, note 3. , 
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separation in the common carrier band), 
we found that the problems in 
implementing this concept would be 
extensive. Accordingly, we determined 
to study the matter further before 
deciding the specific rules to adopt to 
implement a “flexible boundary." 

10. In the First Report and Order we 
also established rules to govern the 
operation of common carriers in the 931- 
932 MHz band. However, because 
comments were still being received in 
response to the Further Notice, we 
deferred consideration of all issues 
relating to the private paging systems. 
We now establish rules to govern the 
operation of private paging systems 
authorized to operate in the 929-930 
MHz baq>d. 

III. Discussion 

Allocation of Spectrum 

11. In our Further Notice we 
recognized that there is merit to an 
allocation approach which maximizes 
user flexibility in the design and 
implementation of private paging 
systems. Therefore, we proposed to 
allow user choice to determine the mode 
of operation employed on all 40 
channels available in the private 
services rather than to designate each 
channel for a particular mode of 
operation. Of those parties that 
commented on this issue, MRFAC. 
AHPPC, S1RSA. NABER and API. all 
supported our position that no frequency 
should be set aside for any particular 
mode of operation. 13 

12. MRFAC stated that this flexible 
approach is more spectrally efficient 
than any pre-designated allocation by 
mode of operation. It also stated that 
this flexible approach would be more 
economical for users employing more 
than one type of paging technology 
because it would enable them to avoid 
the costs of multiple base stations 
necessary to operate on separately 
designated channels. MRFAC 
contended, that even under a flexible 
channel use approach, only those users 
with compatible paging systems should 
be assigned to share the same channels. 

13. NABER stated that it agreed with 
the Commission’s proposal to allow 
users to play a greater role in structuring 
the utilization of the new frequencies. 
SIRSA expressed the view that adoption 
of our proposal would maximize user 
options and encourage manufacturers to 


* s See Appendix A for a List of all parties who 
commented in this proceeding. 


provide the most advanced and 
spectrally efficient equipment. API 
stated that it has always endorsed the 
concept of allowing users maximum 
flexibility in satisfying their 
communications requirements. It argued 
that "it is not in the public interest to 
force users to employ one type of system 
rather than another type." 

14, After careful consideration of 
these and other comments, we have 
decided to adopt our proposal to allow 
licensees to determine the paging 
technology to be employed on all 40 
channels in the 929-930 MHz private 
paging band. 1415 We conclude that an 
allocation plan which designates 
specific channels for particular modes of 
paging technology would unnecessarily 
restrict user options and artificially 
structure the market place. We conclude 
that the public interest is best served 
when the users determine which mode 
of operation meets their private paging 
requirements, and thus expect to 
encourage the larger and more effective 
use of radio, as mandated by the Act. 14 

15. Furthermore, an allocation that 
designates a specific mode of operation, 
such as tone-only, tone-voice or tone- 
optical-readout, for each channel 
creates a disincentive for manufacturers 
to create new or hybrid technologies 
because no channels will be 
immediately available for these 
technologies. 17 Similarly, if a very 
limited amount of spectrum is allocated 
for a particular technology, 
manufacturers, due to cost 


H In our proceeding in Docket No. 79-191, we also 
determined that it was in the public interest to 
allocate spectrum according to user demand rather 
than by a particular mode of operation [i.e. trunked 
or conventional systems) for two-way operation in 

the 800 MHz band. Second Report and Order. - 

FCC 2d-, adopted July 22.1982. released-, 

1982. 

“To maximize the use of these 40 channels, we 
will not authorize an exclusive channel assignment 
for any licensee. However, we are also adopting 
frequency coordination procedures, and we expect 
that all licensees will be adequately accommodated. 
See para. 39-49. infra. 

“47 U.S.C 303(g). 

,T We are c oncerned that some of our current 
general rules have not kept pace with the dynamic 
state of paging technology. For example, to facilitate 
the use of tone-optical readout paging technology, 
we foresee a need for an interface between 
computers located at eligible users* premises and 
paging transmitters. In these types of systems paging 
messages can be composed at a computer terminal 
in a user’s office and then sent via telephone lines to 
the base station for subsequent transmission. The 
composition and transmission in a "real-time” 
fashion may not conform to the requirements of 
§ 90.490. formerly § 90.4B7. of our Rules depending 
on system design. To the extent that new systems or 
special circumstances evolve which do not conform 


considerations, may be less inclined to 
improve this technology. In contrast, 
under our flexible allocation approach 
manufacturers will be motivated to meet 
market place demands for new and 
improved technologies. 

16. Under the rules we are adopting, 
different modes of operation may be 
utilized on the same channel. We are 
aware of the concern that 
incompatibility may result among co¬ 
channel users who have selected 
different paging modes because of the 
different channel occupancy rates that 
occur with each technology. For 
example, tone-only paging involves a 
very short transmission time, whereas 
tone-voice paging signals are generally 
much longer. However, this is a matter 
that the frequency coordination 
procedures we are adopting herein 
should substantially alleviate. Under 
these procedures applicants must select 
and the Commission will authorize only 
the use of channels that will result in the 
least amount of interference to co¬ 
channel users. Applicants doing field 
studies or coordinators recommending 
channels must take into account 
technical factors, including mode of 
operation and channel occupancy 
characteristics, when selecting a 
channel. 

Specialized Mobile Radio or Private 
Carrier Systems 

17. In the Further Notice, the question 
was posed whether we should authorize 
private carrier licensees to provide 
paging service to private land mobile 
eligibles on a commercial basis. We 
noted that SMRS licensees are currently 
authorized at 800 MHz to provide 
eligibles with two-way communications 
service. We requested comments on 
whether it would be in the public 
interest to provide users with the option 
of receiving one-way paging service 
from private carrier licensees. 

18. The comments were split on the 
issue of whether private carrier 
licensees should be authorized for 900 
MHz paging. Telocator. MRFAC and 
SIRSA all opposed allocating any 
channels in the 900 MHz private paging 
spectrum for private carrier operation. 
AHPPC pointed out a number of 


to Rule § 90 490. the Private Radio Bureau, pursuant 
to delegated authority, will consider requests for 
waiver of the rule. In determining whether to grant 
the waiver, the Bureau will consider if the 
circumstances are such that paging technology will 
be unnecessarily hampered by the provisions of 
Rule § 90 490. 47 CFR 90 490 
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concerns it had with private carrier 
licensees being authorized to provide 
900 MHz paging and requested that we 
carefully consider these points before 
making a decision on this issue. API, 
Meta Systems and Charles S. Hayes, lb 
supported authorizing private carrier 
licensees in the 900 MHz private band. 

19. Telocator stated that licensing 
private carrier applicants is not 
compatible with the public interest. It 
questioned whether the two-tier 
licensing procedure implemented for 
provision of two-way private carrier 
radio service at 800 MHz had 
applicability to a one-way 
communications service. Telocator 
pointed out that at 800 MHz, the private 
carrier enterpreneur is licensed for the 
base station facility and the users of the 
base station are licensed for their 
mobile stations as well as their control 
stations or control points. 19 Pagers are 
not transmitting devices and therefore 
Telocator questioned how the 
Commission would license users of 
pagers. It argued that not to license the 
users would be an abdication of the 
Commission’s regulatory responsibilities 
to assure that the facilities are used for 
permissible purposes. 

20. Additionally. Telocator argued 
that if the users of pagers are not 
licensed, the Commission will not be 
able to determine to what extent and by 
whom the spectrum is being used. 
Telocator asserted that this also would 
be an abdication of the Commission's 
responsibilities. Finally, Telocator took 
the position that private carrier 
operation in the 900 MHz private paging 
spectrum would constitute unlawful 
common carriage. 

21. MRFAC argued that if private 
carrier licensees are authorized in a 
portion of the 900 MHz band they will 
utilize channels that otherwise would 
have been available to eligibles for their 
own private systems. It asserted that 
any allocation of 900 MHz private 
paging channels to commercial 
operators would deprive private users of 
badly needed spectrum, especially in the 
large urban areas. MRFAC argued that if 
private carrier operation is allowed, it 
would defeat the purpose of the 900 
MHz allocation, which, it stated, was to 
unable users to meet their paging 
requirements through their own private 
systems. 

22. SIRSA stated that its members 
who are interested in 900 MHz paging 
have expressed a strong preference for 


''Charles S. Hayes acted in this matter as an 
individual. Mr. Hayes is Secretary of Alert Paging. 
Inc. an RCC in Mishawaka. Indiana and Vice- 
President of Mid-America Broadcasting Company 
Inc., an RCC in Charlotte. Michigan. 

'*47 CFR 90.397. 


privately-operated and maintained 
paging systems. It took the position that 
for-hire paging service should be 
provided exclusively by radio common 
carriers (RCC’s). It asserted that the 
private carrier entity was created in 
Docket No. 18262 to foster the 
introduction of trunking technology and 
to provide an alternative to RCCs for 
those entities who wished to obtain 
their two-way mobile radio 
communications service on a for-hire 
basis. SIRSA argued that there is no 
parallel reason for allowing private 
carriers to provide 900 MHz paging. 
SIRSA also contended that if the 
Commission does conclude that private 
carriers should be allowed to provide a 
paging service, they should be 
authorized solely in the 40 channels set 
aside for RCC's. Furthermore, SIRSA 
stated that it was concerned that many 
private carrier entrepreneurs will file 
applications and secure authorizations 
but fail to load and utilize their systems. 
Thus, SIRSA asserted that this could 
lead simultaneously to 900 MHz paging 
frequency exhaustion and gross under¬ 
utilization of channels. 

23. AHPPC stated that there was no 
demonstrated need for paging service 
provided by private carrier licensees in 
the 900 MHz band. It argued that the key 
rational in authorizing private carrier 
licensees at 800 MHz for two-way land 
mobile operations was to promote 
trunking, and that this does not apply for 
900 Mflz paging. AHPPC asserted that 
the need for a private carrier paging 
system to secure a large coverage area 
in order to serve a large user base is 
incompatible with the goal of maximum 
channel reuse through frequency 
coordination, as proposed by the 
Commission. In contrast, it argued that 
private non-carrier user systems are 
designed to meet only the user'B actual 
coverage needs and that frequency 
recommendations or field studies are 
made on the basis of this known 
coverage requirement. This promotes 
more efficient spectrum utilization. 
AHPPC argued. 

24. One of the major concerns of 
AHPPC was that if private carrier 
applicants are allowed access to all the 
private 900 MHz frequencies they would 
speculate by applying for all the 
frequencies and thereby force potential 
private users to forego paging or to 
become a private carrier subscriber. 
Despite its concerns about private 
carrier licensees providing paging 
service, AHPPC said, however, that it 
was reluctant to recommend that the 
Commission ban any potential class of 
licensee. It stated that it would 
encourage private carriers to be 


authorized for operation on 900 MHz 
private paging channels, if private users 
and private carrier applicants did not 
have to compete for the same channels. 

25. API supported the allocation of a 
portion of the 900 MHz spectrum for the 
authorization of private carrier licensees 
to provide one-way paging service on a 
commercial basis. However, it strongly 
opposed allowing these entrepreneurs to 
access all 40 channels allocated for use 
in the private services. API’s concern, 
shared by SIRSA and AHPPC, was that 
if private carrier applicants and private 
non-carrier applicants have equal 
access to the entire spectrum, the 
commercial nature of the former would 
lead to a swift depletion of available 
frequencies for the latter. It asserted 
that while it recognized the vital role of 
private carriers in the provision of 
private land mobil communications 
service, these systems should not 
foreclose the availability of spectrum for 
other users. 

26. In light of this, API recommended 
that 10 channels be allocated for private 
carrier operations and that these 
licensees be prohibited from obtaining 
assignments for the remaining 30 
channels. API stated that such an action 
would not be without precedent. It 
pointed to Docket No. 79-191 inwhich 
the Commission proposed to set aside a 
portion of the channels in the reserve 
800 MHz band specifically for SMRS 
private carriers to provide two-way 
communications service. 20 

27. Meta Systems, a company 
currently developing an advanced 
electronic message system featuring 
portable tone-optical receivers, 
supported allowing private carrier 
licensees to provide a one-way paging 
service at 900 MHz. Meta Systems 
asserted that the private carrier concept 
has been carefully scrutinized by the 
Commission as well as the courts and 
has been held to be a legitimate private 
service.* 1 It argued that nothing in this 
proceeding contradicts the rationale for 
authorizing private carrier operations 
for one-way paging. 


** Further Notice of Proposed Rule Staking. 
Docket No. 79-191. 40 Fed. Reg. 37927. (July 23. 
1981). The Commission is adopting this allocation 
approach for 800 MHz, two-way systems. Second 

Report and Order, - FCC 2d - ], adopted July 

22. 1982 released -, 1982. 

31 Second Report and Order. Docket No. 18202. 
supra, note a In NARIJC I, A he court found that 
these entities are not required to provide service 
indiscriminately, and thus need not be regulated as 
common carriers. The court upheld the 
Commission’s conclusion that "a competitive 
environment (resulting from SMRS service) is the 
best and most feasible way to achieve its goal of 
most efficient development and use of the 900 Mllz 
band.” NARIJC I. supra, note 8. at 845. 
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28. If authorized, maintained Meta 
Systems, private carrier licensees would 
provide healthy competition among 
operators and would encourage the 
development and refinement of new 
technologies, such as the spectrally 
efficient tone-optical readout service. 
Furthermore, Meta Systems asserted 
that because private carrier licensees 
are able to design their paging services 
to meet the specific demands of those 
eligibles they have contracted to serve, 
many users would benefit from this type 
of particularized service. It stated that In 
the past three years there has been great 
demand for private carrier service in the 
600 MHz band and that the Commission, 
therefore, reasonably could anticipate a 
similar demand at 900 MHz. 

29. After careful consideration of the 
comments, we have determined that it is 
the public interest to authorize private 
carrier paging systems (PCPS) licensees 
to provide one-way paging services to 
eligibles in the Private Land Mobile 
Radio Services on a commercial basis in 
the 900 MHz private spectrum. We 
conclude that users will benefit by 
having several paging service options 
available to satisfy their individualized 
service needs, /.e., private systems 
(including shared-use of paging 
transmitter facilities through multiple 
licensing or cooperative sharing 
arrangements), individually-tailored PCP 
services, and common carrier paging 
services. Without the PCP option, users 
would be denied the ability to secure 
individually-tailored service 
arrangements, a basic feature of the PCP 
option. Our decision to authorized PCP 
service is consistent with our similar 
treatment of two-way services in the 800 
MHz private frequency bands. 22 

30. However, while we conclude that 
PCP applicants should be authorized to 
provide commercial paging service to 
eligibles, we agree with the concerns 
expressed in the comments that private 
users generally do not apply for 
channels until they need them, unlike 
commercial applicants who have an 
immediate need for channels as part of a 
business venture. Therefore, to assure 
that all private service eligibles, and 
PCP applicants have an opportunity to 
apply for channels and implement 
systems in a manner best suited to their 
needs, we conclude that separate 


**See note 21. Id. See also United States v. 
Southwestern Cable Co. et al, 392 U.S. 157 (1968) 
and Philadelphia Television Broadcasting Co. v. 
Federal Communications Commission. 359 F. 2d 282 
(1968) for discussions of the Commission's 
regulatory authority to adopt alternative 
approaches, as an expert agency. In “coping with 
new developments" in a “dynamic industry". See 
also. Docket 79-191. Second Report and Order, 
supra. note 2U 


allocations are necessary to encourage 
the most effective use of radio in the 
public interest. 23 

31. Therefore, consistent with our 
broad authority to classify radio 
stations, to assign frequencies to various 
classes of stations, and to promulgate 
regulations to prevent interference 
between stations, we are allocating 30 
channels for private non-commercial 
systems (including shared private 
systems), and 10 channels for PCP 
operations. 24 This division was the one 
suggested in the comments and it 
appears to be a reasonable 
approximation of likely user demand. 
We also conclude that separate 
allocations are necessary to encourage 
the larger and more effective use of 
radio in the public interest, as mandated 
by the Act, as it will ensure an adequate 
pool of frequencies for both classes of 
applicants in each area. 23 We believe 
this apportionment of channels will 
provide eligibles with the option of 
obtaining private carrier paging service 
from PCP licenses, while reserving 
adequate spectrum for those users who 
wish to build and implement their own 
systems. 26 

32. We also conclude that it is in the 
public interest that no PCP licensee be 
assigned exclusive use of any channel 
because channel capacity for one-way 
paging service is much higher than for 
two-way communications. For example, 
if tone-only services are used, tens of 
thousands of pagers can be 
accommodated on a single channel. 
Therefore, exclusive assignment policies 
could lead to under-utilization of 
valuable spectrum resources. Moreover, 
paging technology is evolving so rapidly 
that channel capacity continues to 
increase. Finally, exclusive channel 
assignments are not necessary for 
private paging systems as evidenced by 
our experience with paging system 
capacity on frequencies below 900 MHz. 
We point out, however, that although 
channels will be shared, licensees must 
cooperate in the selection and use of 
any channel as required by Rule Section 
90.173. In resolving interference 
complaints, if cooperation does not 
work, we will require the ‘‘last-person- 
in” to correct the interference problem. 27 


"See 47 U.S.C. 303(g). 

14 See 47 U.S.C. 303(a). (c). and (f). 

"See 47 U.S.C. 303(g). 

"This 900 MHz private paging allocation, 
although somewhat speculative because these are 
new channels, is our best determination of what we 
expect user demand to be. We will review this 
allocation In the future should a significant number 
of channels remain in either allocation. 

n Sudbrink Broadcasting of Georgia, 65 FCC 2d 
691 (1977); Jack Straw Memorial Foundation. 35 


33. We also conclude that sharing of 
channels will provide an opportunity for 
many PCP entrepreneurs to operate in 
the same geographic area, thus fostering 
a more competitive market place for the 
provision of private paging service. We 
expect development of paging 
technology to flourish in a market place 
environment because there will be many 
PCP operators to provide a variety of 
services. For example, some may choose 
to provide a high quality of service and 
others may concentrate on serving 
compatible private services eligibles at 
the lowest cost 

34. Under the licensing procedure we 
are adopting, each PCP operator will be 
the sole licensee for its entire system. 28 
Because paging units are not 
transmitting devices, we will not license 
users obtaining service from a PCP 
licensee. Telocator argued that this type 
of licensing arrangement would be an 
abdication of the Commission's 
regulatory responsibilities. 29 It 
contended that a licensing policy 
directed only toward the private carrier 
operator, and not the users, would fail to 
meet our responsibilities to determine 
user eligibility and compliance with our 
rules. However, our rules clearly 
establish constraints on eligibility and 
operation which are basic licensing 
conditions. We specifically caution 
potential PCP licensees that as sole 
licensees for such systems, they will be 
responsible for assuring that all 
operation is conducted in strict 
compliance with the Commission’s 
Rules and with the Communications 
Act. We fully expect that each PCP 
licensee will serve only those users 
eligible in the private land mobile radio 


FCC 2d 397, reconsideration denied. 37 FCC 2d 544 
(1972); BBW Truck Service. 15 FCC 2d 769 (1968); 
Midnight Sun Broadcasting Co.. 11 FCC 1119 (1947). 

"This licensing procedure Is not a new approach. 
Under cooperative sharing arrangements, which 
have been authorized for many years, a single 
licensee is responsible for the operation of a system 
which is shared by many private land mobile 
eligibles. See Rule $ 90.179.46 CFR 90.179. 

"Telocator also urged that private carrier 
operation in this band constitutes illegal common 
carriage. Our legal authority to permit private 
carrier operation has been clearly established. See 
NARUC1. supra, note 21. We believe that private 
carrier paging licensees will offer their services to 
users on a highly individualized basis. Like the 
SMRS systems addressed by the Court in NARUC 1. 
private paging licensees will be likely to establish 
“mediura-to-long-term contractual relations" with a 
relatively stable clientele. 525 F.2d at 643. The 
private operator is also likely to tailor its offerings 
based on the “personal and operational 
compatibility of a given applicant" vis-a-vis other 
users already on the system. Id. For example, the 
needs of one user for a mixed service of tone-only 
and tone-voice paging messages, on a 24-hour basis, 
may be incompatible with the needs of certain 
other, but not all other, users. 525 F.2d at 643, note 
13. 











Federal Register / Vol. 47, No. 174 / Wednesday, September 8, 1982 / Rules and Regulations 39597 


services, and that paging systems will 
be used only for authorized purposes. 30 
We emphasize that, as with other rule 
and statutory requirements, we are 
prepared to investigate all allegations of 
non-compliance and to impose sanctions 
for violations, including forfeitures, 
suspension and revocation. 

Multi-Area Paging Systems 

35. In its comments, Meta Systems 
urged that we set aside two or more 
channels in the 900 MHz private 
spectrum for nation-wide paging 
operations. 31 It stated that numerous 
businesses and governmental agencies 
have employees who frequently travel 
and that multi-city paging service 
would be a great advantage to such 
users. Meta systems emphasized that 
900 MHz common carrier spectrum has 
already been allocated for nation-wide 
paging operation and that parallel 
benefits should be accorded to private 
users. We received no comments in 
reply to Meta system’s proposal. 

36. Meta Systems contended that to 
operate most efficiently, a multi-area 
paging network requires the use of a 
common radio channel in all geographic 
areas served so that paging receivers 
will be simple, lightweight, inexpensive 
and will not require adjustment or 
modification when used in different 
geographic areas. 

37. After careful consideration, we are 
convinced that in today’s highly mobile 
society, many users may have a need for 
one-way private paging in more than 
one geographic area, and that the public 
interest will best be served by allocating 
four channels specifically for multi-area 
paging operation. 32 Accordingly, we are 
reserving two channels for multi-area 
paging of the 30 channels allocated for 
non-commercial private eligibles. and 
two of the 10 channels allocated for 
private carrier operation. We believe 
that this allocation plan provides 
enough spectrum for users to meet their 
needs for multi-area paging service 
through establishment of their own 
systems or by seeking such service from 
a PCP operator. By reserving certain 


w ln addition to serving only eligibles in the 
private radio services, we emphasize that PCP 
licensees are not permitted to operate as common 
carriers. See NARUC l. supra, note 21. at S41. 

51 Meta Systems filed comments on May 7.1982 
and filed ex parte comments on June 24. 1982. The 
ex parte comments supported Meta Systems’ earlier 
proposal for nation-wide paging channesi and also 
described the potential benefits to users from its 
own tone-optical readout paging system if a nation¬ 
wide channel were available. 

ja We note that channels have been reserved for 
the provision of regional and nation-wide paging 
services by common carriers, however, we believe 
that private users should have the opportunity of 
receiving these types of serv ice options in their own 
spectrum. 


channels specifically for multi-area use, 
private users and PCP licensees will be 
able to design and rapidly implement 
multi-area paging systems without 
concern that a necessary channel might 
be heavily loaded with purely local 
paging traffic in a particular geographic 
area. 33 

38. To assure that the four channels 
we are reserving for multi-area paging 
are used for this purpose, we are 
requiring that each applicant for a multi- 
area channel must build a transmitter in 
at least three geographic areas within 
eight (8) months of the license grant. 
However, an applicant that is 
authorized to provide a multi-area 
paging service will be permitted to 
provide local service in any geographic 
area that is part of the multi-area 
system. 

Selection of Frequencies by Frequency 
Coordination 

39. We proposed in our Further Notice 
to allow applicants to select their own 
frequencies either through the use of a 
frequency coordinator or by an 
independent field study. We believed 
that this approach would enable 
frequency selections and assignments to 
be made on a more tailored basis. In 
selecting a channel an applicant would 
take into account factors present in its 
geographic area, as well as other factors 
such as the need for wide area systems, 
or the accommodation of a particular 
paging technology. 

40. The comments generally supported 
our proposal for frequency coordination 
for the 900 MHz private paging 
frequencies. The parties agreed that 
frequency coordination for private users 
would result in more tailored and, 
therefore, more efficient use of the 
spectrum allocated. 

41. However, a major concern 
expressed in the comments was that 
channel selection by frequency 
coordination is incompatible with the 
private carrier concept. The commentors 
apparently took this position because 
the Commission grants SMRS private 
carrier licensees in the 800 MHz bands 
exclusive channel assignments based on 
co-channel mileage separation 
standards. SIRSA stated that this will 
undercut the Commission’s goal of 
maximum channel reuse, which 
underlies the proposal to establish 
frequency coordination. 

42. MRFAC, which supported our 
proposal, stated that it strongly opposed 


°Meta Systems recognized in its comments, that 
if common channels were not reserved for nation¬ 
wide use. considerable time and expense could be 
required to obtain the same channel allocation 
through frequency coordination, especially in major 
urban areas. 


the current 800 MHz channel assignment 
procedures which rely on arbitrary 
channel loading and geographic 
separation standards in assigning 
channels. MRFAC stated that based on 
its experience it believed that only 
frequency coordination can achieve the 
most efficient utilization of the 900 MHz 
paging channels for private users. It 
stated that it has always been a 
supporter of the use of frequency 
coordination and urged us to authorize 
this procedure to select and assign 900 
MHz paging channels for private users. 

43. API argued that the failure to 
adopt frequency coordination for the 
release of the initial 800 MHz channels 
resulted in inefficient use of the 
spectrum, with some frequencies 
overburdened and others lightly used in 
the same geographic areas. AHPPC 
asserted that frequency advisory 
committees can select channels in a 
manner which will result in more 
frequency usage at equal or better the 
quality of service than Commission 
selection of frequencies based on 
geographic spacing, sequential 
assignments and vertical stacking. 

44. SIRSA, stated that it ’’trusts the 
Commission will maintain an 'open 
door’ policy so as to permit as many of 
the independent frequency advisory 
committees as wish to participate in the 
provision of frequency coordination 
services for these 900 MHz paging 
channels.” On the other hand, NABER 
asked that it be specifically recognized 
by the Commission as the only 
coordinator for these frequencies. In 
support of its request. NABER submitted 
a letter stating that, “at its Annual 
Meeting on April 2,1982, the Land 
Mobile Communications Council 
(LMCC) unanimously agreed to endorse 
the recommendation that the National 
Association of Business and Educational 
Radio (NABER) serve as frequency 
coordinator for applicants for 900 MHz 
private paging systems.” AHPPC, while 
not opposing any bona fide user 
association from providing frequency 
coordination, questioned whether more 
than one association could maintain the 
necessary data base. It made clear that 
its overriding concern was that the end 
user obtain the best possible channel. 

45. Telecator, which supported the 
frequency coordination concept in 
principle, cautioned that unless the 
coordinators are required to apply some 
form of vertical stacking in their 
recommendations, the entire issue of 
eliminating the barrier between common 
carrier and private channels will be 
moot. 34 It argued that without some form 


Vertical slacking is a method of channel 
assignment where one channel is loaded with like 
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of vertical stacking, the first 40 private 
systems in each market would tie up the 
entire allocation, regardless of how 
lightly each channel is loaded. Telocator 
claimed that for all practical purposes 
this would preclude assigning any of the 
channels to common carriers in the 
future, under the flexible boundary 
concept. 

46. In view of the support expressed in 
the comments, we are persuaded that 
frequency coordination is the most 
efficient way of selecting and assigning 
frequencies for 900 MHz private paging 
channels. Therefore, we are adopting 
rules to require applicants for all 40 
channels to select their frequencies 
through the use of a frequency 
coordination committee of by 
conducting their own field study. 35 

47. Frequency coordination will allow 
applicants to design their 
communications systems based upon 
such factors as terrain, antenna height 
and transmitter power. Furthermore, it 
will permit applicants to accommodate 
their needs for particular service, 
including wide area configuration. 
Because licensees will be able to 
engineeer their systems based on their 
specific circumstances and needs the 
result will be more efficient spectrum 
utilization and better service to private 
users than if the Commission assigned 
channels based only on vertical stacking 
and strict mileage separation criteria. 3 ® 
This will be especially useful in 
congested urban areas where systems 
may be more closely spaced and thus 
more users may be served. 

4B. We realize that our decision to 
require PCP applicants for 900 MHz 
paging channels to select frequencies 
through frequency coordination is a 
departure from our regulatory 
framework for the selection of two-way 
800 MHz SMRS channels. Under our 800 
MHz scheme the Commission staff 
assigns channels to SMRS private 
carrier applicants on an exclusive basis 
according to fixed co-channel mileage 


users to a certain level before any other channel is 
assigned. 

99 Applicants who choose to conduct field studies 
for 900 MHz paging systems must adhere to the 
standards set forth in Rule.j 90.175.47 CFR 90.175. 

••Because much of the benefit of frequency 
coordination derives from the flexibility inherent in 
tailoring systems and assuring compatibility of co- 
channel users, we deline to require coordinators to 
follow a sequential assignment or a vertical 
stacking approach. We expect recommendations to 
be based on an applicant's proposed number of 
paging units, area of coverage, power and antenna 
height considerations, and compatibility of paging 
technology. We note that the Commission has 
already recognized that different channel 
assignment procedures for the private and common 
carrier paging channels may affect implementation 
of the flexible boundary concept adopted in the 
First Report and Order, supra, note 3. at para. 10-12. 


separation standards. We point out, 
however, that we adopted this 
assignment approach at 800 MHz 
because we expected that many private 
carrier operators would utilize trunking 
technology which appeared to require 
exclusive channels. Therefore, because 
these channels were assigned based on 
fixed mileage separation standards, 
frequency coordination would be of 
little use in selecting these channels. 

49. We note that NABER has asked 
that we recognize it as the sole 
coordinator for 900 MHz private paging 
systems. SIRSA, however, requested 
that we permit any of the independent 
frequency advisory committees to 
provide frequency coordination services 
for this spectrum. We see no reason to 
decide this issue here because only one 
entity has thu9 far offered to provide 
this service. This entity also is the only 
one endorsed by the broad cross section 
of private land mobile users. We. 
therefore, recognize NABER as the 
frequency coordination committee for 
these 900 MHz frequencies. The Private 
Radio Bureau will resolve the issue of 
whether there should be multiple 
coordinators if it becomes necessary at 
a future time. 

Channel Exclusivity and Loading 
Standards 

50. In order to promote the most 
efficient use of the 900 MHz private 
paging channels, we proposed in the 
Further Notice to eliminate channel 
exclusivity and fixed minimum and 
maximum loading standards. We stated 
that the frequency coordination 
procedures we proposed would most 
effectively determine the number of 
users that could be accommodated on a 
channel. We did, however, propose to 
adopt a minimum loading standard of 
600 paging units merely as a benchmark 
figure upon which to make a 
determination that a particular channel 
is reasonably loaded. As an alternative, 
we proposed that applicants could 
demonstrate reasonable channel loading 
with actual “on-the-air” occupancy 
statistics. 

51. AHPPC, SIRSA and MRFAC, 
recommended that the Commission 
should retain a loading standard to 
determine when a licensee would not 
have to share a channel with other 
users. These parties contended that 
elimination of a loading standard to 
determine when a channel is fully 
loaded would quickly result in 
unacceptable degradation of service. 

52. Although AHPPC, SIRSA and 
MRFAC urged the Commission to adopt 
some realistic loading minimum, they 
did not support our proposal of 600 


units. AHPPC and MRFAC stated that 
our proposed 600 paging unit standard 
was unclear. They stated that this was 
so because we did not specify whether 
we meant 600 tone-only pagers, or 
whether we meant 600 tone-voice 
pagers. 37 They asserted that a standard 
of 600 tone-only pagers would be far too 
low a minimum and 600 tone-voice 
pagers would be too high for most 
licensees to accommodate and retain a 
reasonable grade of service. 

53. SIRSA stated that it was 
concerned about our proposed 600 
paging unit standard because it was a 
100 percent increase over the 300 tone- 
voice pager standard set out in the 
original Notice. 38 SIRSA, AHPPC and 
MRFAC, all favored our alternative 
proposal of permitting licensees to 
demonstrate channel loading with 
actual “on-the-air" occupancy 
statistics. 38 

54. API specifically supported our 
proposal not to assign exclusive 
channels, and tentatively supported our 
600 paging unit standard for a minimum 
loading level subject to its review of 
other parties views on this issue. 
Comments filed by Charles S. Hayes, of 
South Bend, Indiana, supported both the 
loading standards and channel 
exclusivity we proposed in the original 
Notice . 40 

55. Finally, Telocater pointed out that 
if we did not adopt loading standards 
for private carrier licensees our public 
interest responsibilities would be 
“wholly unsatisfied.* *' 

56. After carefully considering the 
comments, we remain convinced that 
exclusive channel assignments for the 
private 900 MHz paging channels would 
be inconsistent with our spectrum 
efficiency goals. We find that it is in the 
public interest to guarantee access to 
private paging channels for all users, 
rather than to assure a certain quality of 
service to some users through loading 
standards, and thereby possibly forclose 


91 We Intended that the 600 paging unit standard 
would be applied to tone-voice paging units. We did 
not set a minimum for tone-only paging units. 

* Notice, supra, note 1. aXpam. 53. 

91 No party provided any standards for on the air 
occupancy statistics as a substitute for pagers as a 
measure of channel loading. 

•° In the original Notice, we proposed that the 
Commission would select and assign paging 
channels according to fixed mileage separation 
standards. Therefore, we proposed to assign 
exclusive channels to applicants who would occupy 
the channel up to at least 70 percent of the loading 
standard adopted. We proposed a loading standard 
of 300 units for tone-voice paging, but we stated that 
we considered this figure to represent a minimal 
standard and sought comments on whether a higher 
standard, such as 500 tone-voice pagers, would be 
more appropriate. Notice of Proposed Rule Making. 
supra, note 1, at para., 53. 
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access to the private channels to 
others. 41 Indeed, where spectrum is not 
exclusively assigned, loading standards 
could adversely affect the pace of 
innovation and the development of new 
services, in much the same manner as 
arbitrary mode of operation restrictions. 
If any user desires a certain quality of 
service that can not be satisfied on a 
private channel, it may turn to a 
common carrier paging system to meet 
this requirement. 42 

57. A major concern expressed in the 
comments was that without loading 
standards, too many licensees, as well 
as licensees with incompatible modes of 
operation (based on length of 
transmission time) would be assigned to 
the same channel resulting in a 
unacceptable quality of service. 
However, one of the primary objectives 
of frequency coordination, as the 
commentors themselves emphasize, is to 
maximize spectrum use. We will 
scrutinize channel selections based on 
our frequency coordination procedure in 
an effort to see that assignments 
adequately accommodate users. We 
emphasize that licensees will be 
responsible for cooperation in the 
selection and use of frequencies to 
reduce interference, and to make the 
most effective use of authorized 
spectrum. 43 Moreover, paging 
technology is changing so rapidly that 
the number of pagers that would be 
accommodated on a channel is likely to 
change often thereby requiring the 
Commission continually to re-examine 
paging loading standards. 44 

Conclusion 

58. Accordingly, it is ordered. That 
pursuant to the authority found in 
Section 4(i), 301 and 303(r) of the 
Communications Act of 1934, as 
amended, (47 U.S.C. 154(i), 301. 303(r)). 
Part 90 of the Commission’s Rules and 
Regulations is amended as specified in 


41 47 U.S.C 303(g). 

43 First Report and Order, supra, note 3. 

"This same sharing approach without loading 

standards it currently utilized for other frequency 
bands in the private spectrum. See 47 CFR 90.173. 

44 While we here decline to adopt specific channel 
loading standards to be applied to the private land 
mobile services addressed in this decision, channel 
loading for these services will be considered in any 
subsequent proceedings directed toward allocation 
of additional spectrum for these services. 
Specifically, in any proceedings addressing 
allocation to these services of spectrum which is 
available for future assignment to common carrier 
or to private land mobile services (the reserve pool), 
we will carefully compare realized channel loading 
on the private land mobile channels to the loading 
standards adopted for the common carrier services, 
to assure that users of common carrier services are 
not penalized by potential premature assignment of 
reserve pool channels to the private services should 
it develop that they are making less efficient use of 
the existing channels. 


Appendix B. These amendments become 
effective 30 days after publication of the 
second report and order in the Federal 
Register. On that date we will begin to 
accept applications for the 900 MHz 
private paging channels allocated in this 
proceeding. Applicants should send 
their applications to the Commission’s 
office in Gettysburg, Pennsylvania. 

(Secs. 4. 303. 48 stat., as amended, 1066,1082; 
47 U.S.C. 154, 303) 

Federal Communications Commission. 
William J. Tricarico, 

Secretary. 

Appendix A 

Comments 

Ad Hoc Private Paging Committee 
(AHPPC) 

Central Committee on 
Telecommunications of the American 
Petroleum Institute (API) 

Charles S. Hayes 

Meta Systems, Inc. (Meta Systems) 
Manufacturers Radio Frequency 
Advisory Committee (MRFAC) 
National Association of Business and 
Educational Radio, Inc. (NABER) 
Special Industrial Radio Service 
Association, Inc. (SIRSA) 

Telocater Network of America 
(Telocater) 

Reply Comments 

Ad Hoc Private Paging Committee 
(AHPPC) 

Ex Parte Comments 

Meta Systems, Inc. (Meta Systems) 

Appendix B 

47 CFR Part 90 is amended as follows: 
1. A new Subart P is added to the 
table of sections for Part 90 as follows: 

PART 90—PRIVATE LAND MOBILE 
RADIO SERVICE 
• * * * * 

Subpart P—Paging Operations 

Sec. 

90.490 One-way paging operations in the 
private services. 

90.492 One-way paging operations in the 
806-821 MHz and 851-866 MHz bands. 
90.494 One-way paging operations in the 
929-930 MHz band. 

Authority: Secs. 4, 303, 48 Stat., as 
amended, 1066,1082; 47 U.S.C 154, 303. 

1 a. Rule §5 90.485 and 90.487 are 
moved to Subpart P and renumbered 
5 90.492 and 5 90.490 respectively and 
amended to read as follows: 


Subpart P—Paging Operations 

§90.490 One-way paging operations in the 
private services. 

(a) Subject to specific prohibition or 
restriction by rule provisions governing 
the radio service in which a licensee’s 
radio system is authorized, paging 
operations are permitted: 

(1) Where the signals and messages 
are transmitted by a control operator of 
the licensee stationed at a licensed 
control point in the licensee’s system of 
communication. 

(2) Where the signals and messages 
are transmitted from an operating 
position within an internal system of 
communication which meets the tests of 
5590.471 through 90.475. 

(3) Where the signals and messages 
are transmitted from a dispatch point 
within the licensee's system of 
communication, as defined as 590.7. 

(b) Systems employing dial-up circuits 
(5 90.461(c)) may be used in one-way 
paging operations, but only where the 
paging signals are transmitted as 
provided at paragraph (a)(1) of this 
section. 

(c) Paging signals may not be 
transmitted from telephone positions in 
the public switched telephone network. 
This limitation, however, shall not be 
interpreted to bar access to paging 
transmitters through radio or wireline 
circuits provided under tariff by the 
telephone company or any other 
common carrier and equipped as a 
transmitter control circuit. This includes, 
among others, circuits which are integral 
parts of internal systems of 
communication; dial-up transmitter 
control circuits; and dispatch point 
circuits used in private radio systems. 
Paging signals may be originated from 
all such operating positions. 

§ 90.492 One-way paging operations In the 
806-621 MHz and 851-866 MHz bands. 

Except as provided at §§ 90.387 and 
90.645(e) of the rules for systems 
assigned channels on an exclusive basis, 
including SMR systems, systems of 
communication licensed in the 806-821 
MHz and 851-866 MHz bands may not 
be employed for paging operations. 

2. A new § 90.494 is added to Subpart 
P to read as follows: 

§ 90.494 One-way paging operations In the 
929-930 MHz band. 

(a) The frequencies listed in the Table 
are available to all eligible Part 90 users 
for one-way paging systems on a shared 
basis only and will not be assigned for 
the exclusive use of any licensee. The 
provisions of § 90.173(b) apply to these 
frequencies. 
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Table 


Frequency (MHz) 

Frequency (MHz) 

929.0125 

929.5125 

9290375 

029.5375 

929.0625 

929.5625 

9290875 

929 5875 

929 1125 

- 9296125 

929.1375 

929.6375 

929.1625 

929 6625 

929 1875 

929.6875 

929.2125 

929.7125 

9292375 

929 7375 

929.2625 

9297625 

929 2875 

929 7875 

929.3125 

929 8125 

929.3375 

929.8375 

929 3625 

. 929 6625 

929 3875 

929.8875 

929.4125 

929 9125 

929 4375 

929.9375 

929 4625 

929.9625 

929 4875 

929 9875 


Frequencies 929.0125 through 929.7375 are 
available for shared use by all eligible Part 90 
users except those eligible as private carrier 
paging (PCP) licensees. 

Frequencies 929.7625 929.9875 are 
available only for shared use by private 
carrier paging (PCP) licensees. 

Frequencies 929.7625 and 929.9875 are 
available for shared use in multi-area paging 
systems by private carrier paging (PCP) 
licensees. 

Frequencies 929.2625 and 929.4875 are 
available only for shared use in multi-area 
paging systems for all Part 90 users except 
private carrier paging (PCP) licensees. 

(b) All applicants for these 
frequencies must comply with frequency 
coordination requirements of § 90.175(g). 

(c) Licensees on these frequencies 
may utilize any type of paging operation 
desired (tone only, tone-voice, digital, 
tactile, optical readout, etc.). 

(d) Applicants requesting a multi-area 
paging frequency (929.2625. 929.4875, 
929.7625, or 929.9875 MHz) must operate 
paging systems on this frequency in at 
least three separate geographical areas 
within eight months of the date of 
authorization. If at the end of eight 
months, systems have not been 
constructed in three separate 
geographical areas, authorization 
cancels automatically. An applicant 
authorized for multi-area service may 
also provide local service on this 
frequency in the authorized areas. 

(e) There shall be no minimum or 
maximum loading standards for these 
frequencies. 

(f) The effective radiated power and 
antenna height for base stations 
providing one-way paging service in the 
frequency band 929-930 MHz must not 
exceed 1 kilowatt (30 dBw) and 1000 feet 
above average terrain (AAT), or the 
equivalent thereof determined from the 
following table: 


Antenna height (AAT) (feet) 

Effective 

radiated 

power 

(ERP) 

(watts) 

Above 5.000...-. 

65 

Above 4.501 to 5,000.„... 

65 

Above 4.001 to 4.500- 

70 

Above 3,501 to 4.000.-. 

75 

Above 3.001 to 3.500._. 

100 

Above 2 501 to 3,000... 

140 

Above 2 001 to 2 500 ._.-. 

200 

Above 1,501 to 2000 . 

350 

Above 1.001 to 1.500.. .. 

600 


3. In § 90.7 the following definition is 
added. 


§90.7 Definitions. 

• * « * • 

Mobile station. * * * 

Paging . A one-way communications 
service from a base station to mobile or 
Fixed receivers that provide signaling or 
information transfer by such means as 
tone, tone-voice, tactile, optical readout, 
etc. 

4. In § 90.175, paragraph (e)(2) is 
revised, (e)(8) is removed, and a new 
paragraph (g) is added as follows: 

§ 90.175 Frequency coordination 
requirements. 

***** 

(e) * * * 

(2) Applications in the Special 
Emergency Radio Service, except as 
required by §§ 90.53(b)(8), 90.267, and 
90.175(g). 

***** 

(8) [Reserved] 

***** 

(g) For frequencies in the 929-930 MHz 
band. 

(1) A report based on a field study 
indicating the degree of probable 
interference to all existing co-channel 
stations within 120 km (75 ml) of the 
proposed stations, together with a 
statement that all such co-channel 
licensees have been notified of the 
applicant’s intention to apply, or 

(2) A statement from a frequency 
coordinating committee recommending 
the frequency which, in the opinion of 
the committee, will result in the least 
amount of interference to all existing 
stations operating in the particular area. 
The Committee’s recommendations may 
include comments on technical factors 
such as power, antenna height and gain, 
terrain, and other factors which may 
serve to mitigate any contemplated 
interference. The frequency advisory 
committee must be so organized that it 
is representative of ail persons who are 
eligible for radio facilities, in the service 
concerned in the area the committee 
purports to serve. The functions of such 
committees are purely advisory in 
character, and their recommendations 


are not binding upon either the applicant 
or the Commission. 

5. The Table in § 90.205(b) is amended 
by adding an entry for 929 to 930 
megahertz to read as follows: 

§ 90.205 Power. 

***** 

(b) Except where otherwise 
specifically provided the maximum 
power that will be authorized is as 
follows: 


Frequency range (megahertz) 

Maximum 

output 

power 

(watts) 

Maximum 

effective 

radiated 

power 

(watts) 

• • • 

Q*Q tr» QW _ 

(7) 

(9) 

• • • 


•%•*** 


(9) As specified in § 90.494(f). 

6. Section 90.209(g) is amended by 
revising introductory text to read as 
follows: 

§ 90.209 Bandwidth limitations. 
***** 

(g) For transmitters that operate in the 
frequency bands 450-512 MHz, 806-821 
MHz, 851-866 MHz and 929-930 MHz 
and are not equipped with an audio low- 
pass filter in accordance with the 
provisions of Section 90.211(d)(1), the 
power of any emission shall be 
attenuated below the unmodulated 
carrier power (P) in accordance with the 
following schedule: 
***** 

7. Section 90.211(d)(l)(ii) is revised as 
follows: 

§ 90.211 Modulation requirements. 

• • • • « 

( Cd)• * * 

(D* # * 

(ii) For transmitters that operate in the 
frequency band of 450 to 470 MHz and 
authorized on or after November 1.1967. 
and transmitters that operate in the 
frequency bands of 470 to 512 MHz, 806 
to 821 MHz, 851 to 866 MHz, 929 to 930 
MHz. and Traveler’s Information 
Stations on 530 and 1610 kHz, the 
attentuation of the low-pass filter 
between the frequencies of 3 kHz and 20 
kHz shall be greater than the 
attenuation at 1 kHz by at least: 60 Log»o 
(f/3) decibels where *T* is the frequency 
in kHz. At frequencies above 20 kHz, the 
attenuation shall be 50 decibels greater 
than the attenuation at 1 kHz. 

8. The table in § 90.213(a) is amended 
by adding an entry for 929-930 
megahertz and new footnote (14) 
(limitation) to read as follows: 
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§ 90.213 Frequency tolerance. 

(a) A licensee in the services governed 
by this part shall maintain the carrier 
frequency of each authorized transmitter 
within the following percentage of the 
assigned frequency: 

Frequency Tolerance 



Fixed and base 

Mobile stations 


stations 



Frequence 
range (MHz) 

Over 

200W 

output 

power 

200W Of 
less 
output 
power 

Over 2W 
output 
power 

2W or 
less 
output 
power 

929 to 930 _ 

.00015 

.00015 

(14) 

(14) 

# 

• 

e 

• 

• 

n Mobile 

units will 

not be authorized in 

this band. 


9. The table of frequencies in 
§ 90.555(a) is amended by adding 929- 
930 to read as follows: 

§ 90.555 Combined frequency listing. 


***** 

Frequency Service 

Special Limitations 

• • • 

929 to 930. All services exc. IR.... 

• • • 

• • 

.. Base only. One-Way 
Paging 

• • 


10. The Table of Frequencies in 
§ 90.17(b) is amended by adding an 
entry for 929-930 megahertz; and new 
paragraph (c)(26) (limitation) is added to 
read as follows: 

§ 90.17 Local government radio service. 
***** 

(b) Frequencies available * * * 


Frequency c 
band 


Class of stabon(s) 


Limita¬ 

tions 


929-930.. 


Base only __ 


26 


(C) * * * 

***** 

(26) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

11. The Table of Frequencies in 
§ 90.19(d) is amended by adding an 
entry for 929-930 megahertz: and new 
paragraph (e)(27) (limitation) is added to 
read as follows: 

§ 90.19 Police radio service. 
***** 

(d) Frequencies available * * * 


Frequency < 
band 


Class of stations) 


Umita- 


929-930--— Base onfy„ 


27 


(e) * * * 

4 * * * . * 

(27) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 
12. The Table of Frequencies in 

5 90.21(b) is amended by adding an 
entry for 929-930 megahertz; and new 
paragraph (c)(15) (limitation) is added to 
read as follows: 

§ 90.21 Fir© radio service. 
***** 

(b) Frequencies available * * * 


Frequency or 
band 


Class of stations) 


Limita¬ 

tions 


929-930... 


Base only.. 


15 


(C) * * * 

***** 

(15) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

13. The Table of Frequencies in 
§ 90.23(b) is amended by adding an 
entry for 929-930 megahertz and new 
paragraph (c)(16) (limitation) is added to 
read as follows: 

$ 90.23 Highway maintenance radio 
service. 

***** 

(b) Frequencies available * * * 


Frequency c 
band 


Class of stations) 


Umtta- 


929-930.. 


Base only.. 


16 


(c) * * * 

***** 

(16) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

14. The Table of Frequencies in 
5 90.25(b) is amended by adding an 
entry for 929-930 megahertz; and new 
paragraph (c)(21) (limitation) is added to 
read as follows: 

$ 90.25 Forestry conservation radio 
service. 

***** 

(b) Frequencies available * * * 


F ' <K CS y " Oa* of stations) 


Limita¬ 

tions 


• • • • 
929-930__Base onty__ 


21 


(C) * * * 

***** 

(21) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

15. The Table of Frequencies in 
§ 90.53(a) is amended by adding an 
entry for 929-930 megahertz; and new 
paragraph (b)(31) (limitation) is added to 
read as follows: 

§ 90.53 Frequencies available. 

(a) V 

Special emergency radio service 

FREQUENCY TABLE 


Freely <x Class of stabonfs) 


929-930.. 


Base onty.. 


31 


* * * * * 


(b) • • * 

(31) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

16. The Table of Frequencies in 
§ 90.63(c) is amended by adding an 
entry for 929-930 megahertz; and new 
paragraph (d)(25) (limitation) is added to 
read as follows: 

§ 90.63 Power radio service. 
***** 

(c) Frequencies available * * * 


Fre l£J5 y " Class of station(s) 

Limita¬ 

tions 

© • • • 

929-930. Base onty. . .. 

25 

• • # • 

• 


(d) * * * 

***** 

(25) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

17. The Table of Frequencies in 
§ 90.65(b) is amended by adding an 
entry for 929-930 megahertz and new 
paragraph (c](42) (limitation) is added to 
read as follows: 

$ 90.65 Petroleum radio service. 
***** 

(b) Frequencies available * * * 
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Class of 8tat»n(s) 

Limita¬ 

tions 

• 

929-930 

• • • 

Base only. 

• 

42 

• 



(C) * * * 

ft ft ft 

• * 



(42) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

18. The Table of Frequencies in 
§ 90.67(b) is amended by adding an 
entry for 929-930 megahertz; and new 
paragraph (c)(35) (limitation) is added to 
read as follows: 

§ 90.67 Forest products radio service. 

• * * • * 

(b) Frequencies available 444 


Frequency or 

Class of station^) 

Limita¬ 

tions 

• 

9 9Q-QM TTIM ,, 

• • • 

Base only... 

• 

35 


• • 9 


(C) * * • 

ft ft ft 

• ft 



(35) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

19. The Table of Frequencies in 
§ 90.69(b) is amended by adding an 
entry for 929-930 megahertz; and new 
paragraph (c)(10) (limitation) is added to 
read as follows: 

§ 90.69 Motion picture radio service. 

• * * * * 


(b) Frequencies available * * * 


Frequency or 
band 

Class of stations) 

Limita¬ 

tions 


• • 


# 

929-930 __ 

... r>«*y t-tr 


10 



• 

• 


(c) * * * 

• * * ft * 

(10) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

20. The Table of Frequencies in 
§ 90.71(b) is amended by adding an 
entry for 929-930 megahertz; and new 
paragraph (c)(4) (limitation) is added to 
read as follows: 

§ 90.71 Relay press radio service. 

• • • • • 

(b) Frequencies available 4 * 4 


Frequency or 
band 

Class of stations) 

Limita¬ 

tions 

• 

9?9-<nn 

• • • 

• 

4 

• 

• • • 

• 

(C) * * * 

ft ft ft 

* « 



(4) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

21. The Table of Frequencies in 
§ 90.73(c) is amended by adding an 
entry for 929-930 megahertz; and new 
paragraph (d)(36) (limitation) is added to 
read as follows: 

§ 90.73 Special industrial radio service. 


(b) Frequencies available 4 * 4 



Class of station(s) 


• • • • 

Base only.. 36 

• 

• • • • 

(C) * * * 

ft ft ft 

* * 


(36) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

22. The Table of Frequencies in 
§ 90.75(b) is amended by adding an 
entry for 929-930 megahertz; and new 
paragraph (c)(42) (limitation) is added to 
read as follows: 


§ 90.75 Business radio service. 

* • * * * 

(b) Frequencies available * * * 


Frequency or 
bend 

Class of stalion(s) 

Limita¬ 

tions 

929-930_ 

. Base only. 

• 

• 

_ 42 

• 


• 



(c) * * ‘ 

ft ft ft ft ft 

(42) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

23. The Table of Frequencies in 
§ 90.79(c) is amended by adding an 
entry for 929-930 megahertz; and new 
paragraph (d)(24) (limitation) is added to 
read as follows: 


90.79 Manufacturers radio service. 


(c) Frequencies available 444 


Frequency or 
band 

Class of station(s) 

Limita¬ 

tions 

• 

929-000. 

• m • 

Base only. 

• 

24 

• 

• • • 

• 

td)- 

ft ft ft 

• • 



(24) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

24. The Table of Frequencies in 
§ 90.81(c) is amended by adding an 
entry for 929-930 megahertz and new 
paragraph (d)(12) (limitation) is added to 
read as follows: 

§ 90.81 Telephone maintenance radio 
service. 

* « * * * 

(c) Frequencies available * * * 


Frequency or 
band 

Class of stations) 


. # 

• • 

929-930. 

.. Base only... 

_ 12 


• • 

• • 


(d) * * * 

ft ft ft ft ft 

(12) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

25. The Table of Frequencies in 
§ 90.89(b) is amended by adding an 
entry for 929-930 megahertz and new 
paragraph (c)(18) (limitation) is added to 
read as follows: 

§ 90.89 Motor carrier radio service. 

* * * • « 

(b) Frequencies available 444 




Class of stations) 


Limita¬ 

tions 


929-930.. 


Base only.- 


18 


(c) * * * 

ft ft ft ft ft 

(18) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

26. The Table of Frequencies in 
§ 90.91(b) is amended by adding an 
entry for 929-930 megahertz and new 
paragraph (c)(19) (limitation) is added to 
read as follows: 
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§ 90.91 Railroad radio service. 
***** 

(b) Frequencies available * * * 


F ' 6q t £S V0 ' Class o* stabon(s) 

Limits- 

tons 

• • • • 

929-930. Base only. .. 

• 

ig 

• • • • 



(c) * ‘ * 

* * * * ♦ 


(19) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494.i 
27. The Table of Frequencies in 
§ 90.93(b) is amended by adding an 
entry of 929-930 megahertz; and new 
paragraph (c)(13) (limitation) is added to 
read as follows: 

§ 90.93 Taxicab radio service. 
***** 


(b) Frequencies available * * * 


Frequency or 
band 

Class of station(s) 

Limita¬ 

tions 

• 

. . 

• 

* 

929-930_ 

.. Base only 


13 



• 

• 


(c) * * * 

* * * * * 


(13) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

28. The Table of Frequencies in 
§ 90.95(c) is amended by adding an 
entry 929-930 megahertz; and new 
paragraph (d)(15) (limitation) is added to 
read as follows: 

§ 90.95 Automobile emergency radio 
service. 

***** 

(c) Frequencies available * * * 


Frequency or 

Class of staton(s) 

Limitation 

929-930.. 

. Base only. 

_ 15 




(d) * * * 

* * * 

* • 



(15) Frequencies in this band are 
available only for one-way paging 
operations in accordance with § 90.494. 

(KR Doc 82-24361 Filed 0-7-32; 8:45 am) 

BILUNG CODE 6712-01-11 


DEPARTMENT OF COMMERCE 
National Oceanic and Atmospheric 
Administration 

50 CFR Part 674 
[Docket No. 2901-177] 

High Seas Salmon Fishery Off Alaska 

agency: National Oceanic and 
Atmospheric Administration (NOAA). 
Commerce. 

action: Notice of closure. 

summary: The Secretary of Commerce 
issues this notice of closure of the 
southeast Alaska commercial salmon 
troll Fishery (for coho, sockeye, chum 
and pink salmon) for four days a week 
through the remainder of the 1982 fishing 
season (season closes September 20) in 
a portion of the fishery conservation 
zone between 138°15' W. longitude and 
140°40' W. longitude and extending to a 
distance 10 miles offshore. The size of 
coho salmon runs returning to the 
Yakutat area rivers is below average 
and is inadequate to perpetuate future 
runs at historical levels. This action is 
expected to increase the number of 
spawning salmon in the rivers. 
dates: Closure of the commercial 
salmon troll fishery is effective in the 
FCZ between 138°15' W. longtitude and 
140°40' W. longitude to a distance of ten 
miles offshore from 12:00 noon PDT to 
12:00 noon during each of the following 
dates: September 2-6, 9-13, and 16-20. 
1982. 

This notice of closure was Filed for 
publication with the Federal Register on 
September 2,1982, at 3:26 p.m. 

FOR FURTHER INFORMATION CONTACT: 
Robert W. McVey. Director, Alaska 
Region, National Marine Fisheries 
Service, P.O. Box 1668, Juneau, Alaska 
99802, telephone: 907-586-7221. 
SUPPLEMENTARY INFORMATION: Salmon 
fishing in the fishery conservation zone 
(FCZ) off Alaska is managed under the 
Fishery Management Plan for the High 
Seas Salmon Fishery off the Coast of 
Alaska East of 175° East Longtitude 
(FMP), developed by the North PaciFic 
Fishery Management Council and 
implemented by NOAA through 
regulations appearing at 50 CFR Part 674 
(46 FR 33041, June 26.1981; 46 FR 59299, 
November 23,1981). Section 674.23 
describes procedures to adjust seasons 
and areas through field orders. 

Despite a strong region-wide coho 
salmon run, overall coho salmon returns 
to the Yakutat area rivers to this date 
are below average. Catch and catch per 
unit of effort (CPUE) determinations for 
the setnet fisheries are used to measure 
the relative strength of returning coho 
salmon runs from year to year. Both the 


coho salmon catch and CPUE to date for 
setnet fisheries in the East, Akwe, and 
Alsek Rivers are below both the 1981 
level and the five-year 1977-81 average, 
while the coho salmon catch and CPUE 
for setnet fisheries in the Lost, Italio, 
and Situk Rivers are about average. 

The State of Alaska has restricted 
both the setnet fisheries in the rivers 
and the commercial salmon troll Fishery 
in State waters (0-3 miles offshore) to 
three-day Fishing weeks in order to 
achieve adequate coho salmon 
escapement into the Yakutat area rivers. 
The Alaska Department of Fish and 
Game (ADF&G) reports that 50-60 
commercial power trollers are Fishing in 
the FCZ (which is currently open to 
Fishing seven days a week for coho, 
sockeye, chum, and pink salmon) just 
outside three miles in the Yakutat area. 
These vessels are reported to be 
harvesting about 70 coho per day, or 
3,500-4,200 coho salmon per week. In 
light of the poor coho salmon returns to 
date into the Yakutat area rivers, the 
Regional Director has determined that 
the condition of coho salmon in that 
area is substantially different from that 
anticipated in the FMP. and that it is 
necessary to prohibit commercial 
salmon Fishing in that portion of the FCZ 
from three to 10 miles offshore between 
138°15' W. longitude (approximately 2 
miles east of the East River) and 140°40' 
W. longitude (off the Sitagi Bluffs) for 
four days each week for the remainder 
of the commercial salmon season. In 
effect, commercial salmon trolling in 
that portion of the FCZ just described 
will be restricted to three days a week, 
concurrent with commercial salmon 
trolling in State of Alaska waters (0-3 
miles). This closure will not be effective 
prior to filing this notice for publication 
with the Office of the Federal Register 
and publicizing the closure for 48 hours 
through ADF&G procedures, under 50 
CFR 674.23(b)(2). 

Under 50 CFR 674.23(b)(3), public 
comments on this notice of closure may 
be submitted to the Regional Director at 
the address stated above for 30 days 
following the effective date. During the 
30-day comment period, the data upon 
which this notice are based will be 
available for public inspection d^iring 
business hours (8:00 a.m. to 4:30 p.m.) at 
the NMFS Alaska Regional Office, 
Federal Building, Room 453, 709 West 
Ninth Street. Juneau, Alaska. 

Other matters 

The coho salmon resources in the 
Yakutat area of southeast Alaska will 
be subject to damage from overfishing 
unless this order takes effect promptly. 
The Agency therefore finds for good 
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cause that advance notice and public 
comment on this order are contrary to 
the public interest and that there should 
be no delay in its effective date. 

This action is taken under the 
authority of regulations specified at 50 
CFR 674.23, and is taken in compliance 
with Executive Order 12291. 

List of Subjects in 50 CFR Part 674 

Administrative practice and 
procedure, Fish, Fisheries, Fishing, 
Reporting requirements. 

Dated: September 2,1982. 

William G. Gordon, 

Assistant Administrator, National Marine 
Fisheries Service. 

|FR Doc. 82-24629 Filed 9-2-82; 3:28 pm) 
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This section of the FEDERAL REGISTER 
contains notices to the public of the 
proposed issuance of rules and 
regulations. The purpose of these notices 
is to give interested persons an 
opportunity to participate in the rule 
making prior to the adoption of the final 
rules. 


OFFICE OF MANAGEMENT AND 
BUDGET 

5 CFR Part 1320 

Controlling Paperwork Burdens on the 
Public; Proposed Rulemaking 

agency: Office of Management and 
Budget, Executive Office of the 
President. 

action: Notice of proposed rulemaking. 

summary: This proposed rule 
implements the provisions of the 
Paperwork Reduction Act of 1980 (Title 
44 U.S.C. Chapter 35) concerning 
collections of information. The rule is 
designed both “to minimize the Federal 
paperwork burden for individuals, small 
businesses, state and local governments, 
and other persons" and “to maximize 
the usefulness of information collected 
by the Federal Government." 44 U.S.C. 
3501 (1), (3). The Office of Management 
and Budget (OMB) is seeking comments 
and suggestions on this proposal. When 
issued as a final rule, it will supersede 
OMB Circular No. A-40 (Management of 
Federal Reporting Requirements). This 
proposal will become effective upon 
publication of the final rule in the 
Federal Register, except that provisions 
applicable to information collection 
requirements in existing agency rules 
that have not previously been reviewed 
by OMB or the General Accounting 
Office, and are not assigned currently 
valid control numbers, will become 
effective on July 1,1983. 
dates: Comments must be received on 
or before October 25,1982. 
addresses: Please address written 
comments to Mr. Nat Scurry, Reports 
Management Branch, Office of 
Information and Regulatory Affairs, 

OMB, Washington. D.C. 2503. 

FOR further information contact: 

Mr. Arnold Strasser. Reports 
Management Branch, Office of 
Information and Regulatory Affairs, 
Washington, D.C. 20503, Telephone (202) 
395-6680. 


SUPPLEMENTARY INFORMATION: The 

Paperwork Reduction Act of 1980, Pub. 

L. No. 96-511, 94 Stat. 2812, codified at 
Chapter 35 of Title 44 of the United 
States Code, authorizes the Director of 
the Office of Management and Budget to 
“promulgate rules, regulations, or 
procedures necessary to exercise the 
authority provided by this Chapter." 44 
U.S.C. 3516. This proposed rule 
implements that authority and contains 
guidelines, procedures, and 
interpretations of the Act OMB 
considers necessary for achieving the 
paperwork reduction goals established 
by Congress. Section 1320.16, concerning 
interagency reporting, also implements 
authority under the Federal Records Act 
and Section 104 of the Budget and 
Accounting Procedures Act of 1950 (31 
U.S.C. 18a). The rule is designed both 
“to minimize the Federal paperwork 
burden for individuals, small businesses, 
state and local governments, and other 
persons" and “to maximize the 
usefulness of information collected by 
the Federal government." 44 U.S.C. 
3501(1), (3). The rule supersedes and 
rescinds the present Circular A-40. 
which was last revised in 1976, and 
which does not reflect changes made by 
enactment of the Paperwork Reduction 
Act of 1980. 

The paperwork reduction process is 
an important element in the President’s 
program of regulatory relief. The costs 
and inefficiencies associated with 
reporting and recordkeeping burdens 
imposed on thp public are a significant 
impediment to economic growth, 
consumer satisfaction, full employment, 
and prosperity. Much of the information 
collection activity of the Federal 
government is, of course, necessary to 
the enforcement of laws and protection 
of the public. We can insist, however— 
and the Paperwork Reduction Act 
requires—that paperwork requirements 
not be imposed unless the practical 
value of the information is worth the 
imposition of the burden. This proposal 
sets out procedures for ensuring that all 
proposed collections of information face 
this stringent test. 

OMB expects that implementation of 
the Paperwork Reduction Act through 
this rule will result in substantial 
reduction in the paperwork burden 
imposed on small businesses and other 
small entities by the federal government. 
Reporting and recordkeeping 
requirements often have a 


disproportionate effect on small entities, 
with correspondingly lower practical 
value to the federal agency involved. 
Both in the general policy guidelines set 
out in § 1320.6 and in the individual 
clearance decisions under §§ 1320.11- 
1320.14, the special concerns of small 
entities are taken into account. 

OMB has considered the terms of this 
proposed rule under Executive Order 
12291. Although estimation of the 
economic effect of procedural rules such 
as this is necessarily subjective, it seems 
clear that substantive decisions by 
federal agencies will eventually be 
substantially affected, with a total gain 
to the economy of well over $100 
million. OMB has waived further 
regulatory impact analysis of this 
proposed rule under Executive Order 
12291, however, because enforcement of 
the Paperwork Reduction Act through 
this rule is fully consonant with the 
objectives of the Executive Order. OMB 
believes that further attention to the 
cost-effectiveness and the criteria of the 
Executive Order should take place in the 
context of specific decisions made under 
this proposed rule. 

This proposal is directed both to the 
public and to the federal agencies. 
Principal responsibility for 
implementation of the Act lies with 
OMB and the agencies. The public, 
however, also has an important role to 
play in restraining paperwork growth, 
both through the public protection 
provision of the Act. 44 U.S.C. 3512, and 
through the procedures for public 
participation provided by the Act and 
set forth in this proposal. 

OMB has distributed an earlier draft 
of this rule, styled as OMB Circular No. 
A-40, to the agencies to provide them 
early and meaningful opportunity to 
comment, in accordance with Section 
3517 of the Act. Twenly-seven 
departments and agencies submitted 
comments. This draft has been revised 
in many respects in response to those 
comments. At appropriate points in this 
preamble, certain specific agency 
comments will be addressed. On 
January 11,1980, OMB published a 
notice of proposed rulemaking at 45 FR 
2588, covering similar matters. That 
notice was under the authority of the 
Federal Reports Act of 1942 and 
Executive Order 12174. Because of the 
intervening passage of the Paperwork 
Reduction Act of 1980. which 
superseded and repealed the Federal 
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Reports Act, OMB did not issue a final 
rule based on the January 11,1980 notice 
of proposed rulemaking. This notice 
incorporates pertinent portions of that 
earlier proposal. Therefore, OMB hereby 
withdraws the proposal published at 45 
FR 2586. 

Because of the importance of public 
participation, and in accordance with 
provisions of the Administrative 
Procedure Act governing informal 
rulemaking, OMB is soliciting comments 
on this proposal from the public, as well 
as from federal agencies. The comment 
period will last 45 days. 

Among the significant features of the 
proposed rule are the following: 

1. Coverage and Related Issues. In 
enacting the Paperwork Reduction Act 
of 1980, Congress made significant 
changes in the scope of OMB’s 
paperwork control functions from that 
under the Federal Reports Act of 1942. 
The congressional intent to strengthen 
and expand the protections of the 
Federal Reports Act is reflected in the 
definitions of the key terms 
“information,” “collection of 
information,” and “information 
collection request” in the Act and in this 
proposed rule. The attention of the 
public should be particularly drawn to 
the following areas: 

(a) Virtually all age'ncy exemptions 
from coverage under the Federal Reports 
Act have been eliminated. Independent 
agencies, banking regulatory agencies, 
and the Internal Revenue Service, 
formerly excluded from OMB paperwork 
clearance requirements, are now 
included. The Act does not cover the 
information collection activities of the 
General Accounting Office, the Federal 
Elections Commission, the government 
of the District of Columbia, the 
governments of the United States 
territories and possessions, or federally- 
owned contractor-operated facilities. 

i 1320.3; see 44 U.S.C. 3502(1). 

(b) The Paperwork Reduction Act 
covers all “collections of information,” a 
term encompassing all means of 
obtaining or soliciting of facts or 
opinions by an agency, so long as the 
collection of information is imposed 
upon ten or more persons. 44 U.S.C. 
3502(4). The term encompasses both 
“reporting”—providing information to 
the agency or to another person—and 
“recordkeeping”—compiling and 
maintaining information for a period of 
time. These terms are defined in 

§ 1320.7. The term “collecting of 
information” encompasses oral and 
published means of collecting 
information as well as individually 
printed forms. Section 3504(h)—the 
section of the Act concerning proposed 
regulations—specifically and repeatedly 


refers to “collection of information 
requirements contained in an agency 
rule.” This dispels and doubt that the 
general term “collection of information” 
encompasses collections of information 
by means of regulation as well as by 
other exercises of agency authority. 
OMB’s clearance and other paperwork 
control functions extend to all 
collections of information, whether 
responses are “voluntary, required to 
obtain a benefit, or mandatory,” 44 
U.S.C. 3504(c)(3), though voluntary 
collections need not display a control 
number. 

OMB authority over “collections of 
information” extends to, inter alia, the 
development and implementation of 
Federal information policies under 
Section 3504(a) of the Act, the initiation 
and review of proposals for changes in 
agency regulations or in legislation 
under Section 3504(b)(2), the evaluation 
of the adequacy and efficiency of 
agency information management 
practices under Section 3504(b)(5), and 
the evaluation of the necessity of a 
collection of information under Section 
3504(c)(2). The administrative and 
regulatory powers of the Director under 
Sections 3515 and 3516 also extend to 
implementation of the Act as a whole. 
Moreover, OMB's statutory goal of 
reducing the existing burden of Federal 
paperwork by 25% by October 1,1983 
applies to “collections of information” 
as a whole. 44 U.S.C. 3505. 

The procedural modes for OMB 
paperwork clearance of different types 
of collection of information are defined 
by the Act. Information collection 
requirements contained in regulations 
undergoing notice and comment 
rulemaking are subject to clearance 
under Section 3504(h) of the Act; other 
information collection requests are 
subject to clearance under Section 3507. 
Further authority to initiate and review 
proposals for change in regulations is 
found in Section 3504(b). The 
substantive standards for OMB 
decisionmaking under these procedures 
are the same. Under both the 
“information collection request 
clearance” function of Section 3507 and 
the “other paperwork control functions” 
of Section 3504, OMB must determine 
“whether the collection of information 
by an agency is necessary for the proper 
performance of the functions of the 
agency, including whether the 
information will have practical utility 
for the agency.” 44 U.S.C. 3504(c). Only 
the procedures to be followed differ. 

This proposed rule has organized the 
provisions applicable to the several 
procedural modes just discussed into 
separate sections, to make the clearance 
and review functions easier to 


understand. Section 1320.11 establishes 
policies and standards applicable to all 
of OMB's information collection request 
and other paperwork control functions. 
Section 1320.12 deals with the 3507 
process of clearance of information 
collection requests. Section 1320.13 
deals with the 3504(h) process of review 
of information collection requirements 
in proposed rules undergoing notice and 
comment rulemaking. Section 1320.14 
deals with the 3504(b) process of 
initiating and reviewing proposals for 
changes in information collection 
requirements in existing regulations. 

(c) The most difficult question of 
interpretation of the Act has proven to 
be the procedural mode for OMB review 
of information collection requirements 
contained in existing agency regulations 
but not implemented by means of forms, 
schedules, questionnaires, or similar 
written instruments. Examples of types 
of information collection activity 
covered by the Act but not implemented 
by forms are: 

• Oral surveys. 

• Requirements to keep or maintain 
specified records. 

• Requirements to submit preexisting 
records to the agency. 

• Requirements to provide 
information to persons other than 
agency officials. 

• Requirements to submit information 
to the agency in a format to be selected 
by the respondent. 

This question is of great practical 
importance because most such 
requirements are imposed by means of 
regulation. Control of these types of 
information collection activity was one 
of the major ways in which the 
Paperwork Reduction Act was viewed 
by Congress as strenthening the prior 
Federal Reports Act. If paperwork 
control under the Act did not extend to 
reporting and recordkeeping 
requirements in existing regulations, 
virtually all recordkeeping, and most of 
the other types of information collection 
listed above, would be exempt from 
scrutiny and burden reduction. 

OMB initially concluded that 
reporting and recordkeeping 
requirements contained in existing 
regulations are “information collection 
requests” subject to clearance under 
Section 3507. This interpretation was 
reflected in the draft Circular distributed 
to agencies on June 4,1982. The main 
reasons supporting this interpretation 
were: (1) That the term “information 
collection request” is statutorily defined 
to include “reporting or recordkeeping 
requirement[sj“ (Section 3502(11)); (2) 
that the legislative history stresses that 
“recordkeeping requirements” (virtually 
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all of which are contained in 
regulations) are to be included “in the 
clearance process*' (S. Rep. No. 98-930, 
at 13); and (3) that the clearance process 
of Section 3504(h) applies only to 
proposed rules undergoing notice and 
comment rulemaking (Section 
3504(h)(8)). It seems to follow that the 
only way for OMB to perform its 
clearance duties with respect to 
reporting and recordkeeping 
requirements in existing regulations was 
to treat such requirements as 
“imformation collection requests*’ under 
Sections 3507 and 3504(c)(3) of the Act. 

OMB’s interpretation on this point 
gave rise to two legal difficulties: 
potential conflict with the 
Administrative Procedure Act in cases 
where OMB disapproves information 
collection requirements in existing rules, 
and potential inconsistency with the 
carefully-constructed procedures of 
Section 3504(h). OMB and the 
Department of the Treasury therefore 
requested the Office of Legal Counsel of 
the Department of Justice to address the 
question whether reporting and 
recordkeeping requirements in existing 
regulations are subject to Sections 3507 
and 3504(c)(3) in the same manner as 
forms and similar '‘information 
collection requests." 

The Office of Legal Counsel, in a 
memorandum dated June 22/1982, 
rejected OMB’s initial view of the proper 
means for reviewing reporting and 
recordkeeping requirements in existing 
regulations. It concluded that 
“requirements for the maintenance and 
provision of information contained in 
regulations that came into existence 
prior to the effective date of the Act are 
not subject to the information collection 
request approval procedures contained 
in §§ 3504(c) and 3507 of the Act." In 
summary, the memorandum reasoned: 

(1) That it would be inconsistent with 
the Administrative Procedure Act for 
OMB to be able effectively to rescind a 
provision of a regulation adopted after 
notice and comment, in the absence of 
further APA procedures; (2) that 
Congress did not intend to create a 
three-year “regulatory sunset" provision 
for information collection requirements 
in regulations, as OMB’s interpretation 
might suggest; and (3) that for OMB to 
be able to review and disapprove 
information collection requirements in 
existing regulations under Section 3507 
would vitiate the carefully-constructed 
procedures under Section 3504(h). At the 
same time, the Office of Legal Counsel 
memorandum repeatedly stressed that 
OMB had been given “broad powers by 
the Act to initiate and review proposals 
for changes in existing regulations and 


to coordinate and improve agency 
information practices whether contained 
in regulations or elsewhere." 

OMB recognizes the force of this 
reasoning, and has modified this 
proposal accordingly. The word “rule" 
has been deleted from the list of items 
encompassed by the term “information 
collection request," see § 1320.7(h), and 
OMB will not hereafter assert the 
authority to disapprove information 
collection requirements contained in 
existing rules adopted after public 
notice and comment without further 
notice and comment rulemaking 
procedures. Moreover, reporting and 
recordkeeping requirements in agency 
regulations will not automatically lapse 
in the absence of OMB reapproval at the 
end of the clearance period. 

Nonetheless, as the Act and 
legislative history make clear, OMB's 
paperwork control functions necessarily 
extend to all reporting and 
recordkeeping requirements, however 
imposed. Failure to adopt a workable 
means for review and burden reduction 
of reporting and recordkeeping 
requirements in existing regulations 
would: (1) Effectively defeat the 
congressional intent to subject 
recordkeeping requirements to the 
clearance process, see S. Rep. No. 98- 
930, at 13; (2) make it difficult or 
impossible for OMB to achieve its 
statutory mandate of reducing “the then 
existing burden of Federal collections of 
information" by 25% by October 1,1983; 
and (3) expose the agencies to the 
significant risk that courts will hold 
reporting and recordkeeping 
requirements in existing regulations 
unenforceable under Section 3512 of the 
Act, if they are not cleared by OMB and 
assigned a control number. The risk is 
particularly clear because the literal 
language of Section 3512 includes 
requirements to “maintain * * * 
information"—requirements that are 
never imposed by forms, and are usually 
imposed by means of regulations. 

The Office of Legal Counsel 
memorandum makes clear that “OMB 
does have the authority under section 
3504(b)(2) to initiate and review 
proposals for changes in regulations and 
to develop some orderly process for 
such an examination. OMB simply may 
not employ with respect to existing 
regulations the procedures, including the 
disapproval mechanisms, contained in 
sections 3504(h) or 3507." Therefore, 
pursuant to his authority under Sections 
3504(b) and 3516, the Director has 
determined that reporting and 
recordkeeping requirements in existing 
regulations must be periodically 
submitted to OMB for review and 


assignment of control numbers, in 
accordance with the procedures outlined 
in 1 1320.14. The procedures adopted by 
the Director are described more fully in 
Section 8 of this preamble. 

(d) Several agencies have suggested 
that information collection requirements 
contained in regulations—whether 
“new” or existing—need not be assigned 
OMB control numbers since they may 
not be “information collection requests" 
within the strict meaning of that term in 
the Act. 

In addressing the applicability of the 
clearance procedures of Sections 3507 
and 3504(c)(3) of the Act to reporting 
and recordkeeping requirements in 
existing rules, the Office of Legal 
Counsel memorandum of June 22 made 
reference to the question whether 
regulations must display OMB control 
numbers. It found “no specific indication 
that Congress contemplated the 
assignment of control numbers to 
regulations." On the other hand, the 
memorandum did not find the 
assignment of control numbers to 
information collection requirements in 
conflict with the Act. its history, or other 
law. The memorandum did not address 
whether the Director could, in exercise 
of his policymaking and regulatory 
authorities under the Act. require that 
agencies display a valid OMB control 
number on information collection 
requirements in agency regulations. 

As the Office of Legal Counsel 
memorandum stated, “The Paperwork 
Reduction Act is a broad charter for 
OMB to manage, coordinate and 
improve federal information practices 
limited, of course, by existing agency 
authority over the substantive content of 
policies and programs." Specifically, the 
Act vests the Director with the authority 
to “develop and implement Federal 
information policies, principles, 
standards, and guidelines and [to] 
provide direction and oversee the 
review and approval of information 
collection requests/ * * * [and] the 
reduction of the paperwork burden." 44 
U.S.C. 3504(a). The authority under 
Section 3504 must be “exercised 
consistent with applicable law." Ibid. 
The Director’s information policy 
functions also include “developing and 
implementing uniform and consistent 
information resources management 
policies and overseeing the development 
of information management principles, 
standards, and guidelines and promoting 
their use." 44 U.S.C. 3504(b)(1); 

“initiating and reviewing proposals for 
changes in * * * agency procedures to 
improve information practices." 44 
U.S.C. 3504(b)(2); and “evaluating 
agency information management 
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practices to determine their adequacy 
and efficiency, and to determine 
compliance of such practices with the 
policies, principles, standards, and 
guidelines promulgated by the Director/* 
44 U.S.C. 3504(b)(5). Finally, the Director 
is granted broad regulatory authority by 
Section 3516: "The Director shall 
promulgate rules, regulations, or 
procedures necessary to exercise the 
authority provided by this chapter/* 

The obligation of the agencies to 
comply with the Director’s decisions 
under these authorities is expressly set 
out in the Act. Section 3518(a) states: 
"Except as otherwise provided in this 
chapter, the authority of an agency 
under any other law to prescribe 
policies, rules, regulations, and 
procedures for Federal information 
activities is subject to the authority 
conferred on the Director by this 
Chapter/’ Moreover, Section 3506(a) 
provides that "[ejach agency shall be 
responsible for * * * complying with the 
information policies, principles, 
standards, and guidelines prescribed by 
the Director." Pursuant to these 
authorities, the Director has concluded 
that all collections of information, 
inclduing those mandated by 
regulations, must display a currently 
valid OMB control number. The 
following reasons support his conclusion 
that the control number requirement is a 
sound Federal information policy: 

Frist, application of the control 
number requirement to all Federal 
collections of information is consistent 
with the congressional intent: 

"The Directors responsibility to insure oil 
collections of information display a control 
number corresponds to the requirement of 
Section 3507(f) which states an agency shall 
not engage in a collection of information 
without obtaining a control number from the 
Director." S. Rep. No. 96-930. at 42 (emphasis 
added). 

Second, experience has shown that 
assignment of control numbers to 
reporting and recordkeeping regulations 
contained in regulations is workable, 
useful, and easily administered. Dozens 
of agencies, including the Commodities 
Futures Trading Commission, the 
Department of Agriculture, the 
Department of the Treasury (Bureau of 
Alcohol, Tobacco, and Firearms) the 
Environmental Protection Agency, the 
Nuclear Regulatory Commission, the 
Securities and Exchange Commission, 
the Federal Communications 
Commission, the Equal Employment 
Opportunity Commission, the Pension 
Benefit Guaranty Corporation, the 
Department of Labor, the Department of 
Health and Human Services, the Federal 
Maritime Commission, the National 
Credit Union Administration, the 


Department of the Interior, and many 
others, have routinely submitted 
reporting and recordkeeping 
requirements in regulations to OMB for 
review and assignment of control 
numbers. It would be disruptive to alter 
this established and smoothly- 
functioning administrative practice. 

Third, the control number is an 
important mechanism for inventorying 
the paperwork burden, monitoring 
agency efforts to reduce to burden, 
coordinating the clearance process with 
the Information Collection Budget, and 
keeping track of individual requirements 
for purpose of periodic review. 

Fourth, the presence of control 
numbers will alert the public to the 
application of the Act to paperwork 
requirements in regulations, and will 
make OMB accountable to the public for 
burden reduction activities. As the 
Senate Report notes, control numbers 
enable the public to play a "policing role 
in monitoring agency compliance with 
the legislation." S. Rep. No. 96-930, at 
17. Public comment and participation is 
a key means of identifying ways to 
reduce unnecessary paperwork burdens. 

Fifth, adherence by the agencies to the 
control number requirement will 
eliminate the risk that courts will find 
reporting and recordkeeping 
requirements not bearing control 
numbers unenforceable under Section 
3512 of the Act. Although the Office of 
Legal Counsel memorandum concludes, 
in effect, that OMB control numbers are 
not explicitly required by the Act of its 
own force, this opinion is not binding on 
the courts. Agency compliance with the 
requirement will reduce the risk of 
judicial disruption of regulatory schemes 
that depend upon the collection of 
information by means of regulation. 

(e) Exclusions from the coverage of 
the Act are found in § § 1320.3,1320.7(b). 
and 1320.7(g). These provisons 
implement statutory exclusions, and 
address particular questions concerning 
the definition of "information" that have 
frequently arisen in the past. In any 
borderline case, the sgency should 
consult with OMB concerning whether 
the particular item is covered within the 
definitions of the Act. 

2. Section 1320.5: Public Protection 
Provision. Congress intended the Act to 
protect the public from having to comply 
with collections of information not 
approved by OMB. See S. Rep. No. 96- 
930, at 52. Section 3512 of the Act 
provides this public protection, stating: 
"Notwithstanding any other provision of 
law. no person shall be subject to any 
penalty for failing to maintain or provide 
information to any agency if the 
information collection request involved 
was made after December 31,1981, and 


does not display a current OMB control 
number assigned by the Director, of fails 
to state that such request is not subject 
to this chapter." The control number 
serves as an integral part of the Act's 
protections and provides the public with 
an easy method for identifying what 
Congress described as "bootleg" 
requirements. By it terms, the pbulic 
protection clause applies to 
requirements both to "maintain" and to 
'‘provide" information, i.e., to both 
recordkeeping and reporting 
requirements. 

Section 1320.5 implements Section 
3512 of the Act. Four points in particular 
should be noted about this Section: 

(a) The Section does not apply to 
collections of information specifically 
exempted from the coverage of the Act 
under §§ 1320.3,1320.7(b), or 1320.7(g). 

(b) The proposed rule addresses the 
practical significance of the Act’s 
prohibition against imposing a penalty 
on a member of the public for failure to 
comply with an information collection 
request that does not display an OMB 
control number. The term "penalty** is 
defined in §1320.7[k) adds "the 
imposition by an agency or court of a 
fine or other punishment; judgment for 
monetary damages or equitable relief; or 
revocation, suspension, reduction, or 
denial or a license, privilege, right, or 
benefit," This definition makes clear 
that the public is entitled to disregard 
any collection of information request 
that does not display an OMB control 
number, without fear of adverse 
administrative or judicial consequences 
due to failure to comply with the 
request. 

Several agencies have suggested that 
the reference in § 1320.7(k) to "courts" 
should be eliminated, apparently on the 
ground that courts are free to impose 
penalties on persons for failure to 
comply with uncleared collections of 
information. OMB considers this an 
inaccurate reading of the Act. Section 
3512 of the Act states that 
"Notwithstanding any other provision of 
law, no person shall be subject to any 
penalty" for failure to comply with an 
agency’s information collection request 
that does not display an OMB control 
number. The legislative history makes 
clear that the public may "ignore" any 
such request. S. Rep. No. 96-930, at 52. 
Obviously, if the agency request could 
be enforced through court proceeding, 
the public protection clause would be 
vitiated. 

(c) In the case of information 
collection requests imposed as a 
condition to receipt of a benefit or 
avoidance of a penalty, § 1320.5(b) 
makes clear that respondents must be 
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permitted to satisfy in any other 
reasonable manner any condition that 
the agency purports to impose by means 
of an invalid information collection 
request. Where the information 
collection request had been disapproved 
by OMB as unnecessary, the respondent 
will be deemed to have satisfied the 
condition. Where OMB had ordered 
modifications in the information 
collection request, the respondent will 
be deemed to have satisfied the 
condition upon satisfactory compliance 
with the modified requirement. 

This does not mean that the public 
automatically becomes entitled to any 
particular benefit, or is freed from any 
possibility of a penalty, simply because 
at some point an unapproved collection 
of information request was involved. 
There may be additional conditions 
other than that imposed by the 
“bootleg" paperwork requirement, or 
additional conditions imposed directly 
by statute. These conditions remain 
effective, and the respondent may be 
penalized or denied a benefit for failure 
to satisfy them. The penalty in such 
instance, however, would not be 
imposed for failure to comply a 
“bootleg" requirement, but for failure to 
comply with other conditions. 

(d) As explained above, the Director 
has extended the control number 
requirement to collection of information 
requirements in regulations. Whether 
failure of an agency to display a control 
number on an information collection 
requirement contained in a regulation 
would make such requirement 
unenforceable must ultimately be 
determined by the courts. 

3. Section 1320.6: General Information 
Collection Guidelines. Section 1320.6 
summarizes several policy guidelines 
that OMB will follow in determining 
whether to approve or disapprove 
information collection requests. The 
guidelines are not intended to restrict 
either OMB’s or the agency’s ultimate 
discretionary authority in a particular 
case. Rather, their purpose is to inform 
the agencies and the public of OMB’s 
general policies in advance of an 
particular submission so that the review 
process can be facilitated. 

Several agencies have suggested 
deletion of some or all of the guidelines, 
pointing out instances in which 
enforcement of the guidelines would be 
inappropriate or contrary to law. OMB 
is well aware that the guidelines cannot 
and should not be strictly enforced on a 
blanket basis. The guidelines merely 
represent OMB’s judgment that in most 
circumstances, agencies are not justified 
in imposing certain kinds of paperwork 
requirements. They will be relaxed if it 
is necessary to do so either to satisfy 


statutory requirements or to meet other 
reasonable needs. 

The guidelines address frequency of 
reporting, deadlines for compliance with 
information collection requests, 
numbers of copies, federal grantee 
reporting, remuneration of respondents, 
duration of record retention 
requirements, generalizability of 
statistical surveys, and separate 
requirements for small businesses and 
other small entities. OMB would 
welcome suggestions from the public on 
additional guidelines that should be 
included in this Section. 

4. Section 1320.7: Definitions, (a) The 
statutory definition of the term "burden" 
is: "the time, effort, or financial 
resources expended by persons to 
provide information to a Federal 
agency." 44 U.S.C. 3502(3). This 
definition has been amplified in 
§ 1320.7(a) of this Circular in two 
respects. First, the definition in 
5 1320.7(a) comprises all burden 
required "to respond to an information 
collection request." This makes clear 
that the concept of "burden" applies to 
recordkeeping or other information 
collection requirements under which no 
information is "provided to" a Federal 
agency. This is consistent with the Act’s 
deliberate inclusion of "recordkeeping 
requirements" within the OMB 
clearance process, see S. Rep. No. 96- 
930, at 13. This modified definition of 
"burden" is necessary to enable OMB 
and the agencies to conduct the 
statutory "necessity" determination 
under 44 U.S.C. 3504(c) and 3508. 

Second, the burden of federal 
collections of information is far greater 
than the mere time required to fill out a 
particular federal form. The full burden 
includes the time necessary to read or 
hear instructions; to develop, modify, 
construct or assemble any materials or 
equipment necessary to comply with the 
information collection request; to 
conduct tests, inspections, polls, 
observations or the like necessary to 
obtain the information; to organize the 
information into the requested format; 
and to maintain, disclose, or report the 
information. In order to ensure that the 
full federal paperwork burden is 
considered under the Act, 8 1320.7(a) 
has made clear that all of these aspects 
of paperwork burden are taken into 
account. Attention is directed in 
particular to the inclusion of testing and 
inspection aspects of collections of 
information under the Act. Any 
requirement that a person conduct tests, 
observations, polls, or other procedures 
for the gathering of information, in 
connection with a federal reporting or 
recordkeeping requirement, is subject to 


review and burden reduction under the 
Act. 

This proposed rule has not attempted 
to provide agencies with details about 
the methodology of burden estimation. 
Such information is provided by OMB in 
other communications with the agencies. 
Several agencies have expressed 
concern that considering both "time and 
effort" and "financial resources" in 
computing burden might lead to double¬ 
counting of personnel costs. The specific 
guidance provided by OMB will be 
designed to avoid any such problem. 

(b) In defining the operative term 
"collection of informtion." this proposed 
rule has attempted to implement the 
congressional intent to cover the 
entirety of the federal paperwork 
burden, regardless of the particular form 
or mechanism by which it is imposed. 

As the Senate Report states: "The 
imposition of a federal paperwork 
burden does not depend on how the 
questions are asked of the respondent, 
but rather on the fact the federal 
government has asked or sponsored the 
asking of questions." S. Rep. No. 96-930, 
at 39. 

For example, public disclosure 
requirements—requirements for a 
person to provide information to another 
person or to the public at large— 
generally constitute a form of "collection 
of information" subject to review and 
burden reduction under the Act. See 
§ 1320.7(b). This coverage follows from 
the very nature of a public disclosure 
requirement, since such requirements 
entail the obtaining or compiling of 
information by a member of the public, 
its maintenance for the purpose of 
preparation into a format acceptable to 
the federal government, and, finally, its 
disclosure to the public. In the relevant 
respects of burden, cost, and practical 
utility, a requirement of compilation and 
retention or information, coupled with a 
requirement of public disclosure, is 
indistinguishable from other reporting 
and recordkeeping requirements. The 
Act’s coverage of federal requirements 
to "maintain" information could not 
logically be confined to situations in 
which the information is maintained 
privately, and not to situations in which 
it is maintained for general public use. 

These general considerations are 
buttressed by the legislative history of 
the Paperwork Reduction Act, which 
notes, "information is also collected to 
form the basis for disclosure to the 
public." S. Rep. No. 96-930. at 39. The 
Senate Report states that because 
"Federally-mandated disclosures to the 
public * # * are central to carrying out 
the purposes of * * * federal * * * 
laws," OMB’s "practical utility" 
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determination should take into account 
whether information is made "available 
to the public for the use of persons who 
have an interest in entities or 
transactions over which the agency has 
jurisdiction." Id., at 39-40. These 
statements in the legislative history 
confirm that Congress intended 
"Federally-mandated disclosures to the 
public" to be subject to OMB review 
under the statutory tests of "burden" 
and "practical utility." 

In OMB’s view, coverage of public 
disclosure requirements will result in 
significant reductions in the federal 
paperwork burden, because many 
disclosure requirements can be 
simplified, made less frequent or 
extensive, or shortened, without 
detracting significantly from their 
usefulness to the public. 

For similar reasons, certain labelling 
requuiements are subject to OMB 
review and burden reduction. Section 
1320.7(b) makes clear that a "labelling 
requirement" is also a form of 
"collection of information" within the 
meaning of theAct. It is important to 
note the this does not encompass 
statements or other information supplied 
by the federal agency, which is required 
to be transmitted on a label. It 
encompasses only requirements that a 
person obtain or compile information, 
maintain it for a period (however brief), 
and disclose it to the public by means of 
8 label. 

Another form of "recordkeeping 
requirement" specifically listed in the 
definition of "collecting of information" 
in § 1320.7(b) is: "audit guide(sj calling 
for the collection of information through 
means other than the review of records 
compiled and maintained under an 
approved recordkeeping requirement." 
So long as audit guides instruct the 
auditors to examine records that are 
otherwise required to be compiled or 
maintained under an OMB-approved 
recordkeeping requirement, they are not 
considered to be separate 
"recordkeeping requirements." 

However, to the extent that audit guides 
instruct auditors to examine records not 
otherwise required to be kept under an 
approved recordkeeping requirement, 
they will be considered to be 
"collections of information." 

Several agencies have questioned 
inclusion of contracts, agreements, audit 
guides, procurement requirements, 
interview guides, plans, or policy 
statements in the definitioja of 
"collection of information." Obviously, 
not all contracts, agreements, policy 
statements, or the like call for the 
collection of information. However, this 
list is provided as examples of "other 
similar methods" that can be used for 


the colletion of information. When so 
used, they are covered by the Act. 

(c) Several agencies have requested 
clarification of a terminological 
difficulty in the Act: the distinction, if 
any, between the term "information 
collection request" and the term 
"information collection requirement." 
The former term is defined in Section 
3502(11) as "a written report form, 
application form, schedule, 
questionnaire, reporting or 
recordkeeping requirement, or other 
similar method calling for the collection 
of information." The latter term appears 
only in Section 3504(h), which was 
added to the Act by floor amendment. It 
is not defined in the Act or in the 
legislative history. In context, however, 
the statute employs the term 
"information collection requirement" 
exclusively in reference to collections of 
information by means of an agency rule 
adopted after public notice and 
comment. This Circular maintains that 
distinction, reserving the term 
"information collection requirement" for 
use in connection with paperwork 
burdens imposed by regulations adopted 
after public notice and comment, and 
using the term "information collection 
request" in other contexts. In substance 
the terms are identical. The relation 
between the terms, as well as between 
them and the general term "collection of 
information," is made clear in the 
definitions in §1320.7. 

It is important to note that an 
information collection requirement is 
"specifically contained in" an agency 
rule only if the full specifications for the 
requirement are contained in the rule. 
For example, a reporting requirement 
authorized by a rule, but implemented 
by means of a form, is not considered to 
be an "information collection 
requirement contained in a rule." 

Rather, it is considered an "information 
collection request." 

(d) Sections 3504(c) and 3508 of the 
Act provide that before clearing an 
information collection request or 
carrying out other paperwork control 
functions, OMB must determine whether 
the collection is "necessary for the 
proper performance of the functions of 
the agency, including whether the 
information will have practical utility." 
44 U.S.C. 3508. This concept of 
"practical utility" is central to OMB!s 
review function. Section 1320.7(m), 
which defines practical utility, 
incorporates the major components of 
the practical utility determination as set 
out in the legislative history: 

'The term 'practical utility’ means the 
ability of an agency to actually use as 
opposed to potentially use the information it 
collects. An agency may determine it needs 


information it does not have the capability to 
use for the purpose intended. Such 
information would not have practical utility. 

In the case of general purpose statistics, 
which are those collected chiefly for public 
and general government uses and without 
primary reference to policy or program 
operations of the agency collecting the 
information, 'practical utility’ means that 
actual uses can be determined. 

“Information is also collected to form the 
basis for disclosure to the public * # * 
Therefore, in considering whether 
information will have practical utility, the 
Director should consider, among other things, 
whether the agency can use the information 
either to carry out its regulatory or other 
functions or to make it available to the public 
for the use of persons who have an interest in 
entities or transactions over which the 
agency has jurisdiction.” S. Rep. No. 96-930, 
at 39-40 (emphasis added). 

(e) The term "collection of 
information" under the Act applies only 
when an information collection request 
is posed to ten or more persons. Section 
1320.7(q) clarifies that "ten or more 
persons" refers to the persons to whom 
an information collection request is 
addressed by the agency, and to any 
independent entities to which the initial 
addressee may reasonably be expected 
to transmit the request. This includes 
independent state or local entities and 
separately incorporated subsidiaries 
and affiliates, but does not include 
employees of the respondent within the 
scope of their employment or 
contractors engaged for the purpose of 
complying with the information 
collection request. The period for 
calculating the number of addressees 
has been set at one year. 

The definition in § 1320.7(q) 
establishes two general presumptions: 
(1) That any reporting or recordkeeping 
requirement contained in a rule of 
general applicability is addressed to ten 
or more person; and (2) that any 
information collection request submitted 
to all or a substantial majority of an 
industry, as defined by the Standard 
Industrial Classification Manual, is 
addressed to ten or more persons. 
Several agencies have suggested that 
these should be made rebuttable 
presumptions. OMB is of the view that 
attempting to determine the number of 
persons affected by a generally 
applicable rule or industry-wide 
requirement would be pointless, and 
unconnected to the purposes of the Act. 
The limitation to "ten or more persons" 
is intended to exempt de minimus 
paperwork requirements. OMB does not 
believe that the rule, as drafted, will 
prove inconsistent with that intent. The 
public’s views on this issue are 
specifically invited. 
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Attention is directed to the 
relationship between the definition of 
“ten or more persons’* in § 1320.7(q) and 
the definition of “information” in 
§ 1320.7(g). The latter makes clear that 
the term “information” does not include 
particularized facts or opinions the 
request for which is conducted by 
means other than identical questions 
posed to each respondent. Not every 
question posed by a government official 
to an individual is covered by the Act. 
The intention of the Act is to cover 
generalized solicitations of information, 
not particularized requests to particular 
individuals. No infprmation collection 
request imposed upon fewer than ten 
persons is covered by the Act, and only 
those information collection requests 
submitted to fewer than ten persons that 
are general and not particularized in 
nature must display a statement that 
they are not subject to the requirements 
of the Act. The sole reason for requiring 
the statement is to eliminate confusion 
and maintain the integrity of the control 
number requirement In determining 
what categories of information 
collection request must include such a 
statement, the agency should consult 
with OMB. 

(f) Other definitions of terms not 
defined in the Act, or for which 
amplified definitions were needed, are 
also provided in § 1320.7, including 
“display,” “information,” interagency 
reporting requirement,” “reporting 
requirement,” and “sponsor.” These 
definitions are largely self-explanatory. 

5. Section 1320.8: Agency Head and 
Senior Official Responsibilities . Section 
3506 of the Act requires that each 
agency appoint a Senior Official to 
oversee the information management 
functions of the agency, including 
compliance with the paperwork control 
provisions of the Act Section 1320.8 
implements this requirement. OMB has 
determined that the organizational 
structure of the Senior Official’s office, 
and the role of the Senior Official within 
the agency (other than the statutory 
requirement that the Senior Official 

report directly to [the] agency head”) 
should be left to the individual judgment 
of each agency. 

Section 1320.8 also makes clear that 
Section 3506 of the Act must be 
accommodated to other laws concerning 
intra-agency structures, by providing 
that an agency head may retain full 
undelegated review authority for any 
component of the agency which by 
statute is required to be independent of 
any agency official below the agency 
head. 

6. Section 1320.9: Delegation of 
Authority. Section 1320.9 implements the 
provisions of Section 3507(e) of the Act, 


permitting delegation of paperwork 
clearance functions to the agency Senior 
Official. 

OMB believes that delegation under 
this Section should, in general, await 
further implementation of the 
Information Collection Budget process. 
Until the full paperwork burden of each 
agency is inventoried and the reduction 
process is well underway, OMB believes 
that it should continue its direct exercise 
of paperwork reduction authority. OMB 
does, however, intend to pursue greater 
delegation of paperwork clearance 
functions at the appropriate time. 

7. Section 1320.10: Information 
Collection Budget. Under the Paperwork 
Reduction Act, OMB has a statutory 
responsibility to ensure that all 
information collection requests are 
inventoried and to set goals for 
reduction of the burden of federal 
information collection requests. 44 
U.S.C. 3504(c)(3). OMB must also 
coordinate agency information practices 
through the review of budget proposals, 
44 U.S.C. 3504(b)(3), evaluate progress 
toward its statutory goals of paperwork 
burden reduction. 44 U.S.C. 3505(1), and 
report to Congress on estimated burdens 
of collection of information by agency 
and by categories within agencies. 44 
U.S.C. 3514(a)(3). The Information 
Collection Budget is a management tool 
to enable OMB to carry out these 
statutory responsibilities. It also serves 
to facilitate each agency’s examination 
of its aggregate and comparative 
paperwork burdens upon the public. 
Searching and comparative scrutiny of 
paperwork requirements is a necessary 
element in any program to reduce the 
existing paperwork burden and thereby 
achieve the statutory goals of burden 
reduction. 

The Information Collection Budget 
procedures outlined in § 1320.10 make 
no change from current practice. In 
order to retain flexibility and to enable 
OMB to make modifications in its 
budget specifications. OMB has not 
attempted to provide such specifications 
in this proposed rule. Questions of 
burden estimation methodology, format, 
timing, and process are addressed in 
other communications between OMB 
and the agencies. 

8. Procedures for Seeking Approval of 
Information Collections. Sections 
1320.11-1320.15 set out the general 
procedures for OMB review and 
approval of agency collections of 
information. 

(a) Section 1320.11 sets forth general 
requirements for submission of agency 
collections of information to OMB for 
review. These procedures apply to 
collection of information requirements 
in agency rules, both existing and 


proposed, as well as to information 
collection requests. 

Paragraph (a) states that the 
submissions must be made by the 
agency head or Senior Official, or their 
designee, in accordance with 
instructions that may be prescribed by 
OMB. In the past, such instructions have 
been provided by various means, 
including Standard Form 83. Specific 
instructions as to the format of 
submissions are provided separately so 
that they can be kept flexible, and 
modified as circumstances require. 

Paragraph (b) sets forth the statutory 
criteria for OMB’s evaluation of 
collections of information. These criteria 
are found in Sections 3504(c) and 3508 of 
the Act, and are further explained in the 
legislative history. See S. Rep. No. 96- 
930, at 49. See also the discussion of the 
defined term “practical utility” above. 
Several agencies have requested 
clarification of the role of statutory 
requirements within the “practical 
utility” analysis. Some agencies have 
suggested that collections of information 
specifically required by statute should 
not undergo the clearance process. 
Section 1320.11(b) has been modified to 
make clear that “OMB will consider 
necessary any collection of information 
specifically mandated by statute or 
court order, but will independently 
assess any collection of information to 
the extent that the agency exercises 
discretion in its implementation.” OMB 
believes that the clearance of 
statutorily-mandated collections of 
information under this standard is 
consistent with congressional intent. 

The Senate Report states, “the fact the 
collection of information is specifically 
required by statute does not, however, 
relieve an agency of the obligation to 
submit the proposed collection for the 
Director’s review.” S. Rep. No. 96-930, at 
49. 

Paragraph (d) of § 1320.11 establishes 
the procedure for reconsideration of 
OMB’s approval of a collection of 
information prior to the expiration date 
of the control number. This procedure is 
analogous to an agency reconsideration 
proceeding and is necessary when 
circumstances have significantly 
changed or when the agency’s original 
estimate of the burden of the collection 
of information turns out to have been 
significantly understated. In such cases, 
waiting to review the collection of 
information until the expiration of the 
control number would be contrary to the 
statutory goal of continuing paperwork 
oversight and burden reduction. For 
“good cause,” OMB will stay the 
effectiveness of its approval of 
information collection requests, pending 
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completion of the review. "Good cause" 
in this context exists when continued 
collection of information would be 
significantly contrary to the standards of 
the Act. OMB will take into 
consideration any disruption such 
reconsideration would create in the 
agency’s program. OMB will not use the 
authority of paragraph (d) to review an 
information collection request 
previously approved by exercise of an 
independent agency’s override authority 
under § 1320.17. 

Several agencies have questioned the 
authority of OMB to reconsider approval 
of collections of information in advance 
of the expiration date. This authority 
derives, in part, from OMB’s authority to 
determine the duration of approval, up 
to a three year maximum. OMB is not 
obligated to set a fixed and unchanging 
date for expiration of approval. Rather, 
as a result of this rule and OMB 
practice, all expiration dates are 
expressly conditioned upon OMB’s right 
to reconsider at a later date. Such 
reconsiderations are not common, but 
have occurred as the occasion has 
arisen. This has been the established 
practice both under the Act and under 
its predecessor, the Federal Reports Act. 
Nothing in the language or legislative 
history of the Paperwork Reduction Act 
indicates that Congress intended to cut 
back on OMB’s well-established 
authority under the Federal Reports Act 
to reconsider approvals of collections of 
information in advance of the expiration 
date. 

The remaining paragraphs of § 1320.11 
address the relationship of Paperwork 
Act clearance to education-related 
clearances under the General Education 
Provisions Act, modifications in 
collections of information after OMB 
approval, reconsideration of 
disapprovals, and timing of submissions. 
As a result of agency suggestions, the 
prohibition in paragraph (f) of 
modifications in approved information 
collection requirements and requests 
has been limited to "substantive or 
material modification[s]." 

Several agencies have requested 
regulatory guidance on waivers and 
generic grants of approval for 
collections of information. OMB practice 
in appropriate cases has been to grant 
waivers from further review to classes 
of information collection not susceptible 
to individual clearance judgments or 
burden reduction under the statutory 
standards, or to grant generic approvals 
for certain collections of information. 

For example, OMB might review and 
approve a set of standard data requests 
of an agency for use in a wide variety of 
circumstances, as in procurement 


contracts, rather than review each 
individual request made of respondents. 
OMB has considered it unnecessary 
specifically to address these situations 
in this proposed rule, but will continue 
its practice on a flexible, case-by-case 
basis. 

(b) For information collection 
requests, the clearance procedures are 
those prescribed by Section 3507 of the 
Act, as clarified by 5 1320.12. These 
procedures are designed to ensure that 
the submission contain sufficient 
information to justify the information 
collection request (see § 1320.12(a)); that 
the public have notice of and 
opportunity to comment on a proposed 
information collection request (see 

§ 1320.12(b), (e)); that OMB make its 
decision promptly (see § 1320.12(c), (d)); 
and that all approved information 
collection requests contain a valid OMB 
control number (see { 1320.12(f)). 

The question of the timing of 
submissions to OMB in relation to 
Federal Register notices presents the 
potentially conflicting considerations of 
conformance to the usual Federal 
Register publishing schedule of the 
agencies, on the one hand, and ensuring 
public notification of the submission in 
time for comments to be prepared and 
analyzed, on the other. Section 
1320.12(b) makes an accommodation 
between these considerations, by 
requiring that the agency forward its 
notice to the Federal Register on or 
before the day of submission to OMB. 
This should enable agencies to follow 
their usual schedules for Federal 
Register publication without seriously 
truncating the public participation 
period. 

(c) For information collection requests 
specifically contained in proposed rules, 
Section 3504(h) of the Act establishes 
procedures designed to accommodate 
OMB’s review with notice and comment 
procedures under the Administrative 
Procedure Act (5 U.S.C. Chapter 5). 
Section 1320.13 describes these 
procedures and the circumstances under 
which OMB can disapprove an 
information collection request 
specifically contained in a proposed 
rule. 

Section 3504(h) of the Act was crafted 
as a specific limitation on OMB's broad 
authority to review information 
collection requests under Section 3507. 
See Daily Congressional Record S14689 
(Nov. 19,1980) (Sen. Kennedy). As with 
Section 3504(h), § 1320.13 of the Circular 
applies only to information collection 
requirements specifically contained in 
proposed regulations undergoing notice 
and comment rulemaking proceedings. 
An information collection request that is 


consistent with, but not specifically 
contained in. a regulation is subject to 
OMB Review under the procedures of 
§ 1320.12, as are information collection 
requirements contained in new 
regulations not promulgated pursuant to 
notice and comment rulemaking. 

The primary limitations on OMB’s 
review authority contained in Section 
3504(h) are: (1) OMB must comment on 
an information collection request 
contained in a proposed rule within 60 
days of its publication or forfeit its right 
to disapprove the request; and (2) if 
OMB does file comments and the agency 
responds to those comments, OMB can 
disapprove the request only if the 
agency’s response was "unreasonable." 
The grounds for OMB disapproval are 
set out in § 1320.13(e). 

Several agencies have stated that 
OMB does not have the authority to 
"approve” an information collection 
requirement under Section 3504(h). This 
position, however, is contradicted by the 
language of Section 3504(h)(9), which 
refers to "the Director’s decision to 
approve or not to act upon a collection 
of information requirement contained in 
an agency rule" (emphasis added). 

As discussed above, the Director has 
determined, as an exercise of his 
regulatory authority, to require that 
information collection requirements 
contained in regulations must display an 
OMB control number, and that the 
control number can be valid for no 
longer than three years at a time. As a 
matter of policy, OMB has determined 
that information collection requirements 
contained in regulations adopted under 
5 1320.13, if approved, should generally 
be given a control number for the full 
three years. This policy is designed to 
meet the Act’s objectives of 
accommodating paperwork review with 
the regulatory process. Of course, as 
with other collections of information 
under § 1320.11(d), OMB may review an 
information collection requirement 
contained in a regulation prior to the 
expiration of the three-year period if 
such earlier review is warranted. OMB 
will not, however, exercise this 
authority in the case of information 
collection requirements that have been 
approved after the exercise of an 
independent agency override. Nor will 
OMB stay the effectiveness of an 
information collection requirement 
contained in an agency rule adopted 
after public notice and comment, 
pending review. 

(d) Section 1320.14 establishes an 
orderly procedure for the review and 
initiation of proposals for changes in 
information collection requirements in 
existing regulations that were adopted 
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after public notice and comment. The 
legal basis for, and nature of, these, 
procedures is set forth in the discussion 
of coverage issues above. 

Initially, information collection 
requirements in existing rules that have 
not been reviewed by OMB or the 
General Accounting Offices and are not 
assigned currently valid control 
numbers, must be submitted to OMB for 
review prior to the effective date of this 
mle applicable to such requirements, 

July 1,1983. OMB will consult with the 
agencies concerning an orderly schedule 
for such submissions and review. 
Thereafter, agencies will periodically, at 
intervals no longer than three years, 
submit all reporting and recordkeeping 
requirements in existing regulations to 
OMB for review. If OMB approves the 
requirements without modification, or 
fails to act upon the submission within 
90 days, it will assign an OMB control 
number, which the agency will display 
by publication in the Federal Register. 
(Section 1320.7(d) explains the method 
for “display” of control numbers on 
information collection requirements in 
regulations.) No further action by OMB 
or the agency is required. 

If, however, OMB determines that the 
collection of information by means of 
such reporting or recordkeeping 
requirments is unnecessary for the 
proper performance of the functions of 
the agency under the standards 
established for OMB’s “other paperwork 
control functions” under Section 3504(c) 
of the Act, OMB will, under Section 
3504(b), “initiate proposals for changes 
in the regulations.” In such instances* 
OMB will direct the agency to initiate a 
rulemaking proceeding to investigate the 
advisability of modifying or rescinding 
the requirements. The procedures of 
Section 3504(h) of the Act, as outlined in 
§ 1320.13, will apply to any such 
rulemaking. 

A decision by OMB to require a 
rulemaking will not constitute a 
“disapproval” of the information 
collection requirement involved, and the 
agency may continue to collect the 
information pending completion of the 
rulemaking proceeding. In order to 
permit rulemaking procedures under the 
Administrative Procedure Act or other 
applicable law to take place, OMB will, 
upon deciding to initiate proposals for 
change in an information collection 
requirement in an existing agency rule, 
extend the control number assigned to 
such requirement until a final decision is 
reached. Thus, in no event may 
compliance with the Paperwork 
Reduction Act be a justification for 
noncompliance with the Administrative 


Procedure Act or other applicable 
procedural law. 

(e) Section 1320.15 has been added to 
this proposed rule to provide guidance 
to the agencies concerning the common 
situation in which one agency prescribes 
a collection of information format to be 
followed by another agency or agencies. 
Section 1320.15 is designed to ensure 
that the OMB clearance process is 
principally undertaken by the 
prescribing agency, i.e., the agency with 
the authority to make modifications in 
the collection, but that the burden hours 
involved are attributed to the agency 
actually using the information. If an 
agency is required by law to collect 
certain information, it is considered to 
"use” it, even if the information has no 
practical utility outside of compliance 
with the law. 

9. Section 1320.16: Interagency 
Reporting. A number of agencies 
requested clarification of the procedure 
for clearance of interagency reporting 
requirements. Section 1320.16 requires 
the General Services Administration to 
issue regulations or requirements 
concerning covered interagency 
reporting. This Section is the successor 
to Attachment B of the present Circular 
A—40. 

10. Section 1320.17: Emergency 
Processing. In some instances, the 
ordinary 60-day period for OMB review 
of proposed information collection 
requests must be replaced with a more 
expeditious procedure. Section 3507(g) 
of the Paperwork Reduction Act requires 
that OMB use an emergency processing 
procedure for the clearance of an 
agency’s proposed information 
collection request if the agency head 
determines that the collection of 
information is needed prior to the 
expiration of the 60-day period for 
review and is essential to the mission of 
the agency, and that the agency cannot 
reasonably comply with the provisions 
of the Act within the 60-day period 
because public harm would result if 
normal clearance procedures were 
followed, or because an unanticipated 
event has occurred and the use of 
normal clearance procedures would 
prevent or disrupt the collection of 
information related to the event or 
would cause a statutory decline to be 
missed. Section 1320.17 implements this 
Section of the act 

Several agencies have urged that 
emergency approvals under this Section 
be for longer than the 90-day period. 

This would not be consistent with the 
Act. See 44 U.S.C. 3507(g). 

11. Section 1320.18: Public Access. 
Vigorous public participation in 
decisionmaking under the Paperwork 


Reduction Act is invited and 
encouraged. Prior to OMB review of any 
information collection request or 
requirement, the agency must publish a 
notice of such review in the Federal 
Register. Sections 1320.12(b), 1320.13(a), 
1320.14(c). Several agencies have 
suggested that OMB, rather than the 
agency, should publish such notices in 
the Federal Register. The director has 
concluded that it is important for 
purposes of meaningful public 
notification for all notices regarding an 
agency’s paperwork requirements to be 
published by that agency, in that 
agency’s section of the Federal Register. 
The public is accustomed to consulting 
the Federal Register section for all 
notices pertaining to a particular 
agency; it would be inconvenient to the 
public for notices about an agency's 
paperwork requirements to be located in 
the OMB section of the Federal Register. 

Section 1320.18 provides that the 
public may obtain further information 
regarding proposed collections of 
information, and inspect OMB docket 
files. An exception to these 
requirements is permitted only when 
public participation in the approval 
process would defeat the purpose of the 
collection of information, violate state or 
federal law, or substantially interfere 
with an agency’s ability to perform its 
statutory obligations. 

The public is invited to comment on 
proposed collections of information, and 
OMB will consider any such comments 
before approving or disapproving a 
collection. See 44 U.S.C. 3508. In the 
case of information collection 
requirements contained in regulations 
proposed for notice and comment 
rulemaking, the public is entitled to 
participate in the public comment 
proceedings. 

The public is also encouraged to 
participate in the decision to propose an 
information collection requirement on 
an emergency basis under § 1320.17, or 
to delegate OMB approval authority to a 
Senior Official under § 1320.9. 

Potentially the most important form of 
public participation in the reduction of 
the federal paperwork burden is to take 
advantage of the public protection 
features of § 1320.5 of the Circular. By 
virtue of these protections, the public is 
the principal enforcer of the Act; by 
resisting uncleared information 
collection requests, the public can bring 
to the attention of OMB and the 
agencies collections of information that 
have not been subjected to the process 
of review and burden reduction. As the 
Senate Report stated: 

“Public participation should also pay a 
policing role in monitoring agency 
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compliance with the legislation. Section 3512, 
entitled "Public Protection" states that any 
collection of information which does not 
display a contrornumber can be ignored by 
the respondent without penalty for failure to 
comply.” S. Rep. No. 96-930, at 17. 

12. Section 1320.20: Other Authority. 
The act vests the Director with broad 
authority to develop and implement 
federal information policies and 
standards. Section 1320.20 implements 
the Director’s authority to determine 
whether matters fall within the scope of 
the Act or this rule, to conduct 
rulemaking proceedings to determine 
whether an agency’s collection of 
information is consistent with statutory 
standards, and to waive provisions of 
this rule to the extent permitted by law. 
Paragraph (c), like Section 3506(a) of the 
Act. provides that ’'|e]ach agency is 
responsible for complying with the 
information policies, principles, 
standards, and guidelines prescribed by 
the Director." 

13. General. In other respects, OMB 
has determined that the Paperwork 
Reduction Act is self-explanatory, and 
that further regulatory guidance is 
unnecessary at this time. Matters falling 
outside the specifications of this rule 
remain subject to the requirements of 
the Act. 

Issued in Washington. D.C., September 2. 
1982. 

Christopher DeMuth, 

Administrator, Office of Information and 
Regulatory Affairs. 

List of Subjects in 5 CFR Part 1320 

Reporting and recordkeeping 
requirements, Paperwork Collections of 
information. 

For the reasons set forth in the 
preamble, OMB proposes to amend 5 
CFR Chapter III by adding a new Part 
1320 to read as follows: 

PART 1320—CONTROLLING 
PAPERWORK BURDENS OF THE 
PUBLIC 

Sec. 

1320.1 Purpose. 

1320.2 Effect. 

1320.3 Coverage. 

1320.4 General requirements. 

1320.5 Public protection. 

1320.6 General information collection 
guidelines. 

1320.7 Definitions. 

1320.8 Agency head and senior official 
responsibilities. 

1320.9 Delegation of approval authority. 

1320.10 Information collection budget. 

1320.11 Agency submissions of information 
collections. 

1320.12 Clearance of information collection 
requests. 

1320.13 Clearance of information collection 
requirements in proposed rules. 


Sec. 

1320.14 Information collection requirements 
in existing regulations. 

1320.15 Collections of information 
prescribed by another agency. 

1320.16 Interagency reporting. 

1320.17 Emergency processing. 

1320.18 Public access. 

1320.19 Independent regulatory agency 
override authority. 

1320.20 Other authority. 

Authority: 31 U.S.C Sec. 18a and 44 U.S.C. 
Chs. 21. 25, 27, 29. 31. 35. 

§ 1320.1 Purpose 

The purpose of this Part is to 
implement the provisions of the 
Paperwork Reduction Act of 1980 (Title 
44 U.S.C. Chapter 35) (the Act) 
concerning collections of information. It 
is issued under the authority of Section 
3516 of the Act, which provides that 
’The Director shall promulgate rules, 
regulations, or procedures necessary to 
execrise the authority provided by this 
Chapter." It is designed to minimize and 
control burdens associated with the 
collection of information by Federal 
agencies from individuals, businesses 
and other private institutions, and state 
and local governments. In the case of 
inter-agency reporting, this Part 
establishes policy and promulgates 
regulations to insure the effective 
management of inter-agency reporting 
requirements in the executive branch, 
and is promulgated under the authority 
of the Federal Records Act (Title 44 
U.S.C. Chapters 21. 25. 27. 29. 31) and 
Section 104 of the Budget and 
Accounting Procedures Act of 1950, 

(Title 31 U.S.C. Section 18a), as well as 
the Act. 

§ 1320.2 Effect 

This Part supersedes and rescinds 
Circular No. A40. Revised, dated May 3, 
1973, and Transmittal Memorandum No. 
1, dated February 10.1976. This part 
become effective upon publication of the 
final rule in the Federal Register, except 
that provisions relating to information 
collection requirements in existing 
agency regulations that have not 
previously been reviewed by OMB or 
the General Accounting Office, and are 
not assigned currently valid control 
numbers, will become effective on July 
1.1983. 

§ 1320.3 Coverage. 

The requirements of this Part apply to 
all agencies as defined in 44 U.S.C. 
3502(1) and to all collections of 
information sponsored by those 
agencies, as defined in § 1320.7(b). 
except for collections of information: 

(a) By compulsory process pursuant to 
the Anti-trust Civil Process Act or 
Section 13 of the Federal Trade 
Commission Improvements Act or 


Section 13 of the Federal Trade 
Commission Improvements Act of 1980; 

(b) During the conduct of intelligence 
activities, as defined in Section 4-206 of 
Executive Order 12036, issued January 
24,1978, or successor orders, including 
Executive Order 12333, Issued December 
4,1981, or during the conduct of 
cryptologic activities that are 
communications securities activities. 

(c) During the conduct of a federal 
criminal investigation or prosecution, 
during the disposition of a particular 
criminal matter, during the conduct of a 
civil action to which the United States 
or any official or agency thereof is a 
party, or during the conduct of an 
administrative action or investigation 
involving an agency against specific 
individuals or entities. This exception 
applies during the entire course of the 
investigation or action, whether before 
or after formal charges or complaints 
are filed or formal administrative action 
is initiated, but only after the 
investigation or action is sufficiently 
identified that potential respondents 
could be aware that the exception 
applies. General collections of 
information prepared or undertaken 
with reference to a category of 
individuals or entities, such as a class of 
licensees or an entire industry, do not 
fall within this exception. 

§ 1320.4 General requirements. 

(a) An agency shall not engage in a 
collection of information without 
obtaining Office of Management and 
Budget (OMB) approval of the collection 
of information and, if the collection of 
information is non-voluntary, displaying 
a currently valid OMB control number. 

In the case of a collection of information 
to which this control number 
requirement would otherwise apply but 
which is imposed on nine or fewer 
persons, the information collection 
request or requirement shall state that 
for this reason it is not subject to the 
Act. 

(b) To obtain OMB approval of a 
collection of information, an agency 
shall demonstrate that it has taken 
every reasonable step to ensure that: 

(1) The collection of information is the 
least burdensome necessary to comply 
with legal requirements and achieve 
program objectives; 

(2) The collection of information is not 
duplicative of information otherwise 
accessible to the agency; and 

(3) The collection of information has 
practical utility. 

The agency shall also seek to 
minimize the cost to itself of collecting, 
processing, and using the information, 
but shall not do so by means of shifting 
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disproportionate costs or burdens onto 
the public. It shall also comply with the 
general information collection guidelines 
set in § 1320.6, where applicable. 

(c) Except as provided in § 1320.17. to 
the extent that OMB determines that all 
or any portion of a collection of 
information by an agency is 
unnecessary, the agency shall not 
engage in such collection or portion 
thereof. 

§ 1320.5 Public protection. 

(a) Notwithstanding^ny other 
provision of law, no person shall be 
subject to any penalty for failure to 
comply with any information collection 
request subject to the requirements of 
this Part, if the request does not display 
a currently valid OMB control number, 
or, in the case of collections of 
information to which this requirement 
would otherwise apply but which are 
submitted to nine or fewer persons, the 
request fails to sate that for this reason 
it is not subject to the Act. 

(b) Whenever an agency has imposed 
an information collection request as a 
condition (as a burden of proof or 
otherwise) to the receipt of a benefit or 
the avoidance of a penalty, and the 
information collection request does not 
display a currently valid OMB control 
number or statement, as prescribed in 

§ 1320.4(a), the respondent shall be 
permitted to satisfy the condition in any 
other reasonable manner. In the case of 
an information collection request 
disapproved by OMB as unnecessary, 
the respondent shall be deemed to have 
satisfied the condition. In the case of an 
information collection request ordered 
modified by OMB, compliance with the 
request, as so modified, shall constitute 
satisfaction of the condition. 

§ 1320.6 General Information collection 
guidelines. 

Unless it is able to demonstrate that 
such collection of information is 
necessary to satisfy statutory 
requirements or other reasonable need 
no agency may sponsor a collection of 
information: 

(a) Requiring respondents to report 
information to the agency more often 
than quarterly; 

(b) Requiring respondents to prepare a 
written response to an information 
collection request or requirement in 
fewer than 21 days after receipt of it; 

(c) Requiring respondents to submit 
more than an original and two copies of 
any document; 

(d) Requiring grantees to submit or or 
maintain information other than that 
required under OMB Circulars A-102 or 
A-UO; 


(e) Providing for remuneration of 
respondents, other than contractors or 
grantees; 

(f) Requiring respondents to retain 
records, other than health and medical 
records, for more than four years; 

(g) In connection with a statistical 
survey that is not designed to produce 
results that can be generalized to the 
universe of study; 

(h) Unless it has taken all practicable 
steps to develop separate and simplified 
requirements for small businesses and 
other small entities. 

§ 1320.7 Definitions 

(a) “Burden" means the total time or 
financial resources required to respond 
to a collection of information, including 
that to read or hear instructions; to 
develop, modify, construct, or assemble 
any materials or equipment; to conduct 
tests, inspections, polls, observations, or 
the like necessary to obtain the 
information; to organize the information 
into the requested format; and to 
maintain, disclose, or report the 
information. 

(1) The time and financial resources 
necessary to comply with a collection of 
information that would be incurred by 
persons in the normal course of their 
activities (e.g., in compiling and 
maintaining business records), will be 
excluded from the “burden" if the 
agency demonstrates that the activities 
are usual and customary. A collection of 
information sponsored by a federal 
agency that is also sponsored by a unit 
of state or local government is presumed 
to impose a federal burden except to the 
extent the agency shows that such state 
or local requirement would be imposed 
even in the absence of a federal 
requirement. 

(b) “Collection of information" means 
the obtaining or soliciting of information 
by an agency from ten or more persons, 
whether such collection of information 
is mandatory, voluntary, or required to 
obtain a benefit. For purposes of this 
definition, the “obtaining orsoliciting of 
information" includes any requirement 
or request for persons to obtain, 
maintain, retain, report, or publicly 
disclose information. 

(1) A “collection of information" may 
include the use of written report forms, 
application forms, schedules, 
questionnaires, reporting or 
recordkeeping requirements, or other 
similar methods. Similar methods may 
include contracts, agreements, 
requirements for a person to provide 
information to another person or to the 
public at large, policy statements, plans, 
rules or regulations, planning 
requirements, requests for proposal or 
other procurement requirements, record 


retention requirements, interview 
guides, labeling requirements, 
telegraphic or telephonic requests, and 
audit guides calling for the collection of 
information through means other than 
review of records compiled and 
maintained under an approved 
recordkeeping requirement. The 
disclosure of information supplied by 
the Federal government, which is to be 
provided by the recipient to other 
persons, through labeling or other means 
of disclosure, is not included within this 
definition. 

(2) A "collection of information" does 
not include questions posed to agencies, 
instrumentalities, or employees of the 
United States, unless the results are to 
be used for general statistical purposes. 
General purpose statistics are those 
collected chiefly for public and general 
government uses, without primary 
reference to policy or program 
operations of the agency collecting the 
information. 

(c) "Director" means the Director of 
OMB. 

(d) "Display" means: 

(1) In the case of forms, 
questionnaires, instructions, and other 
written information collection requests 
individually distributed to potential 
respondents, to print the OMB control 
number (and, where OMB determines it 
to be appropriate, the expiration date) in 
the upper right hand corner of the front 
page of the request; 

(2) In the case of information 
collection requirements or requests 
contained in regulations, guidelines, and 
other issuances published in the Federal 
Register, to publish the OMB control 
number in the Federal Register and 
ensure that it will be included in the 
Code of Federal Regulations if the 
issuance is also included therein; 

(3) In other cases, and where OMB 
determines that special circumstances 
exist, to use other means to inform 
potential respondents of the OMB 
control number (and, where OMB 
determines it to be appropriate, the 
expiration date). 

(e) An “Education agency or 
institution" means any public or private 
agency or institution with the primary 
function of education. 

(f) “A Federal education program" 
means any federal activity with a 
primary purpose of offering instruction 
or affecting an educational agency's or 
institution's ability to offer instruction. 

(g) "Information" means any 
statement of fact or opinion, whether in 
numerical, graphic, or narrative form, 
and whether maintained on paper, 
magnetic tapes, or other media. 
"Information" does not include: 
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(1) Affidavits, oaths, affirmations, 
certifications, receipts, changes of 
address, consents, or acknowledgments, 
provided that they require no 
information other than that necessary to 
identify the respondent; 

(2) Samples of products or of any 
other physical objects; 

(3) Facts or opinions obtained through 
direct observation by an employee or 
agent of the sponsoring agency; 

(4) Facts or opinions submitted in 
response to general solicitations of 
comments from the public, published in 
the Federal Register or other 
publications, provided that no person is 
required to supply specific information 
pertaining to the commentor, other than 
that necessary for self-identification, as 
a condition to the agency's full 
consideration of the comment; 

(5) Facts or opinions obtained initially 
or in follow-on requests, from 
individuals under treatment or in control 
groups in connection with treatment for 
or prophylaxis to prevent a clinical 
disorder, if such information is to be 
used for purposes of research on or 
direct treatment of that disorder, or for 
the interpretation of biological analyses 
of body fluids, tissues, or other 
specimens, or for identification or 
classification of such specimens; 

(6) Particularized facts or opinions the 
request for which is conducted by 
means other than identical questions 
posed to each respondent; 

(7) Like items so designated by the 
Director. 

(h) "Information collection request" 
means the method by which an agency 
communicates the specifications for a 
collection of information to potential 
respondents, including a written report 
form, application form, schedule, 
questionnaire, reporting or 
recordkeeping requirement, or other 
similar method. 

(i) "Information collection 
requirement" is the term used for the 
collection of information by means of 
agency rule adopted after public notice 
and comment, where no form or other 
written information collection request is 
used by the agency. 

(j) "Interagency reporting 
requirement" means any collection of 
information that involves reports to an 
agency from one or more other agencies. 

(k) "Penalty" means the imposition by 
an agency or court of a fine or other 
punishment; judgment for monetary 
damages or equitable relief; or 
revocation, suspension, reduction, or 
denial of a license, privilege, right, or 
benefit. 

(l) "Person" means an individual, 
partnership, association, corporation, 
business trust, legal representative. 


organized group of individuals, state, 
territory, or local government or 
component thereof. Current employees 
of the federal government are excluded 
from this definition for purposes of the 
collection of information within the 
scope of their employment. Military 
reservists and members of the National 
Guard are considered Federal 
employees when on active duty, and for 
purposes of obtaining information about 
duty status. Retired and other former 
federal employees are included entirely 
within the definition of "person." 

(m) "Practical utility" means the 
actual, not merely the theoretical or 
potential, usefulness of information to 
an agency, taking into account its 
accuracy, adequacy, and reliability, and 
the agency's ability to process the 
information in a useful and timely 
fashion. In determining whether 
information will have "practical utility," 
OMB will take into account whether the 
agency can use the information either to 
carry out its functions or to make it 
available to the public, either directly or 
by means of a public disclosure or 
labelling requirement, for the use of 
persons who have an interest in entities 
or transactions over which the agency 
has jurisdiction. In the case of general 
purpose statistics, "practical utility" 
means that actual uses can be 
demonstrated. 

(n) "Recordkeeping requirement" 
means a requirement imposed by an 
agency on persons to maintain specified 
records and includes requirements that 
information be maintained or retained 
by persons but not necessarily provided 
to an agency. 

(o) "Reporting requirement" means a 
requirement imposed by an agency on 
persons to provide information to 
another person or to the agency. 
Reporting requirements may implicitly 
or explicitly include related 
recordkeeping requirements. 

(p) "Sponsor." A federal agency is 
considered to "sponsor" the collection 
of information if the agency collects the 
information, causes another agency to 
collect the information, contracts with a 
person to collect the information, or 
requires a person to provide information 
to another person. An information 
collection undertaken by a recipient of a 
federal grant is considered to be 
"sponsored" by an agency only if; 

(1) The recipient of a grant is 
collecting information at the specific 
request of the agency; or 

(2) The terms and conditions of the 
grant require specific approval by the 
agency of the information collection or 
collection procedures. 

(q) 'Ten or more persons" refers to 
the persons to whom an information 


collection request is addressed by the 
agency within any 12-month period, and 
to any independent entities to which the 
initial addressee may reasonably be 
expected to transmit the request during 
that period, including independent state 
or local entities and separately 
incorporated subsidiaries or affiliates, 
but not including employees of the 
respondent within the scope of their 
employment, or contractors engaged for 
the purpose of complying with the 
information collection request. 

(1) Any recordkeeping or reporting 
requirement contained in a rule of 
general applicability is presumed to 
involve ten or more persons. 

(2) Any information collection request 
addressed to all or a substantial 
majority of an industry, as defined by 
the Standard Industrial Classification 
Manual, is presumed to involve ten or 
more persons. 

§ 1320.8 Agency head and senior official 
responsibilities. 

(a) Except as provided in § 1320.8(b) 
below, each agency head shall designate 
a Senior Official to carry out the 
responsibilities of the agency under the 
Act. 

(1) The Senior Official shall report 
directly to the head of the agency and 
shall have the authority, subject to that 
of the agency head, to carry out the 
responsibilities of the agency under the 
Act and this Part. 

(2) The Senior Official shall 
independently assess all collections of 
information to insure that they meet the 
criteria specified in § 1320.4(b) and that 
the agency conducts no collection of 
information that does not display a 
currently valid OMB control number. 

(b) An agency head may retain full 
undelegated review authority for any 
component of the agency which by 
statute is required to be independent of 
any agency official below the agency 
head. For each component for which 
responsibility under the Act is not 
delegated to the Senior Official, the 
agency head shall be responsible for the 
performance of those functions. 

(c) Upon request of the Director, the 
head or the Senior Official of each 
agency (other than an independent 
regulatory agency as defined in Title 44 
U.S.C. Section 3503) shall make its 
services, personnel, and facilities 
available to OMB for the performance of 
Paperwork Reduction Act functions, 
unless such head or Senior Official 
determines in writing that the provision 
of such resources is impracticable. 
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S 1320.9 Delegation of approval authority. 

(a) The Director may, after complying 
with notice and comment procedures of 
Title 5 U.S.C. Chaper 5, delegate OMB 
review of some or all of an agency's 
collections of information to the Senior 
Official, or to the agency head with 
respect to those components of the 
agency for which he has not delegated 
authority. 

(b) OMB may limit, condition, or 
rescind, In whole or in part, at any time, 
Such delegations of authority, and 
reserves the right to review any 
individual collection of information, or 
part thereof, sponsored by an agency, at 
any time. 4 

81320.10 Information collection budget 

Each agency’s Senior Official, or 
agency head in the case of any agency 
for which the agency head has not 
delegated responsibility under the Act 
for any component of the agency to the 
Senior Official, shall develop and 
submit to OMB. in such form and in 
accordance with such procedures as 
OMB may prescribe, an annual 
comprehensive budget for all collections 
of information from the public to be 
sponsored by the agency in the 
succeeding twelve months. If during the 
course of such year, the agency 
proposes a collection of information not 
included in the annual budget, it shall, in 
accordance with such instructions as 
OMB may provide, either make 
offsetting reductions in other items in 
the budget or obtain supplemental 
authorization for the additional 
collection. For good cause, and where it 
is possible to meet its statutory 
responsibilities by other means, OMB 
may exempt any agency from this 
requirement 

§ 1320.11 Agency submission of 
information collection. 

(a) Agency submission of collections 
of information for OMB review may only 
be made by the agency head or Senior 
Official, or their designee. Submissions 
shall be made in accordance with such 
procedures and in such form as the 
Director may prescribe. 

(b) OMB shall determine whether the 
collection of information, as submitted 
by the agency, is necessary for the 
proper performance of the agency’s 
functions. In making this determination, 
OMB will take into account the criteria 
listed in S 1320.4(b), and will consider 
whether the burden of the collection of 
information is justified by its practical 
utility. OMB will consider necessary any 
collection of information specifically 
mandated by statute or court order, but 
will independently assess any collection 
of information to the extent that the 


agency exercises discretion in its 
implementation, 

(c) Agencies shall submit collections 
of information contained in proposed 
rules published for public comment in 
the Federal Register in accordance with 
the requirements set forth in $ 1320.13. 
Agencies shall submit collections of 
information contained in existing rules 
in accordance with the requirements set 
forth in 8 1320.14. Agencies shall submit 
all other collections of information in 
accordance with the requirements set 
forth in $ 1320.12. Special rules for 
clearance and inventory of collections of 
information prescribed by an agency, 
but collected by another agency, are set 
forth in 8 1320.15. 

(d) Prior to the expiration date 
assigned to a collection of information, 
OMB may notify the agency involved of 
its decision to review the collection of 
information. Upon such notification, the 
agency shall submit the information 
collection request or requirement for 
review under the procedures outlined in 
8 1320.12 or { 1320.14. The agency may 
continue to sponsor the collection of 
information while the submission is 
pending. For good cause, OMB may stay 
the effectiveness of its approval of any 
collection of information not specifically 
required by agency rule, whereupon the 
agency shall cease sponsoring such 
collection while the submission is 
pending, and shall publish a notice in 
the Federal Register to that effect. 

(e) Whenever the persons to whom a 
collection of information is addressed 
are primarily educational agencies or 
institutions or whenever the purpose of 
such activiities is primarily to request 
information needed for the management 
or formulation of policy related to 
federal education programs, or research 
or evaluation studies related to 
implementation of federal education 
programs, the collection of information 
shall be submitted to OMB in 
accordance with the procedures outlined 
in this Part. Such request or requirement 
will be reviewed by the Federal 
Education Data Acquisition Council 
(FEDAC) prior to approval or 
disapproval by OMB. Collections of 
information submitted to the Secretary 
of Education under the provisions of 
Title 20 U.S.C. 1221-3 shall be submitted 
by the Secretary of Education to OMB 
for approval in accordance with 
procedures contained in this Part, in 
time to receive OMB approval and to be 
announced publicly by the agency by 
the February 15 preceding the school 
year in which the information is to be 
collected. 

(f) No substantive or material 
modification may be made by an agency 
in an information collection request or 


requirement after it has been assigned 
an OMB control number unless the 
modification has been submitted to 
OMB for review and approval pursuant 
to the procedures outlined in this Part. 

(g) OMB will reconsider its 
disapproval of a collection of 
information upon the written request of 
an agency head or Senior Official only if 
the sponsoring agency can provide 
significant new or additional 
information relevant to the original 
decision. 

(h) For purposes of time limits for 
OMB review of collections of 
information, any submission received by 
OMB after 12:00 noon will be deemed to 
have been received on the following 
business day. 

8 1320.12 Clearance of information 
collection requests. 

Agencies shall submit all collections 
of information, other than those 
contained in rules, in accordance with 
the following requirements: 

(a) Each submission shall provide 
sufficient information to permit 
consideration of the criteria specified in 
§ 1320.4(b). The submission shall include 
an estimate of burden, calculated in a 
manner prescribed by OMB. and shall 
identify any significant burdens placed 
on a substantial number of small 
businesses or other small entities. 

(b) On or before the day of submission 
to OMB. the agency shall forward a 
notice to the Federal Register stating 
that OMB approval is being sought. The 
notice shall direct requests for 
information, including copies of the 
proposed information collection request 
and supporting documentation, to the 
agency, and shall direct comments to the 
Office of Information and Regulatory 
Affairs of OMB, Attention: Desk Officer 
for [name of agency). A copy of the 
notice submitted to the Federal Register, 
together with the date of expected 
publication, shall be included in the 
agency’s submission to OMB. 

(c) With 60 days of its receipt of a 
proposed information collection request. 
OMB shall notify the agency involved of 
its decision to approve or disapprove 
the request and shall make such 
decision, together with the agency’s 
estimate of burden per respondent, 
publicly available. OMB may extend 
this 60-day period for an additional 30 
days upon notice to the agency. Upon 
approval of an information collection 
request, OMB shall assign a control 
number and an expiration date. OMB 
shall not approve any information 
collection request for a period longer 
than three years. 
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(d) If OMB fails to notify the agency of 
its approval, disapproval, or extension 
of review within the 60-day period (or 
90-day period if notice of an extended 
review has been given), the agency may 
request, and OMB shall assign without 
further delay, a control number, which 
shall be valid for not more than one 
year. 

(e) In determining whether to approve 
or disapprove an information collection 
request. OMB shall consider any public 
comments received, and may provide 
the agency and other interested persons 
additional opportunities to be heard or 
to submit statements in writing. 

(f) No information collection request 
may become effective until the agency 
has displayed a valid OMB control 
number (and, where OMB determines it 
to be appropriate, an expiration date). 

§ 1320.13 Clearance of Information 
collection requirements in proposed rules. 

Agencies shall submit information 
collection requirements contained in 
proposed rules published for public 
comment in the Federal Register in 
accordance with the following 
requirements: 

(a) The agency shall include in the 
preamble to the Notice of Proposed 
Rulemaking a statement that the 
information collection requirements 
contained in the rule have been 
submitted to OMB for review under 
Section 3504(h) of the Act. The 
statement shall direct comments to the 
agency and to the Office of Information 
and Regulatory Affairs of OMB, 
Attention: Desk Officer for [name of 
agency]. 

(b) All such submissions shall be 
made to OMB not later than the day on 
which the Notice of Proposed 
Rulemaking is published in the Federal 
Register, in such form and in accordance 
with such procedures as the Director 
may direct. Such submissions shall 
include a copy of the proposed 
regulation and preamble and an 
estimate of burden calculated in a 
manner prescribed by OMB. and shall 
identify any significant burdens placed 
on a substantial number of small 
businesses or other small entities. 
Agencies shall provide such additional 
information as OMB may request to 
permit consideration of the criteria 
specified in § 1320.4(b). 

(c) With 60 days of publication of the 
proposed rule. OMB may file public 
comments on information collection 
provisions. Such comments shall be in 
the form of an OMB Notice of Action, 
which shall be sent to the Senior Official 
or agency head, or their designee. 

(d) When the final rule is published in 
the Federal Register, the agency shall 


explain how the final rule conforms to 
OMB’s comments, including an 
identification and explanation of any 
modifications made in the rule, or 
explain why it rejected those comments. 
If requested by OMB, the agency shall 
include OMB’s comments in the 
preamble to the final rule. 

(e) Upon publication, the agency shall 
submit the final rule to OMB. Within 60 
days after publication of the final rule, 
OMB shall approve or disapprove the 
information collection requirement 
contained in the final rule. Any such 
disapproval may be based on one or 
more of the following reasons, as 
determined by OMB, and no others: 

(1) The agency failed to comply with 
paragraph (b) above; 

(2) The agency had substantially 
modified the information collection 
requirement contained in the final rule 
from that contained in the proposed 
rule, without providing OMB with notice 
of the change and sufficient information 
to make a determination concerning the 
modified information collection 
requirement, at least 60 days before 
publication of the final rule; or 

(3) In cases where OMB had filed 
public comments pursuant to paragraph 
(d) above, the agency’s response to such 
comments was unreasonable, and the 
collection of information is unnecessary 
for the proper performance of the 
agency’s functions. 

(f) After making such decision to 
approve or disapprove an information 
collection requirement. OMB shall so 
notify the agency. If OMB approves the 
information collection requirement, or if 
it has not acted upon the submission 
within the time limits of this Section, 
OMB shall assign a control number. If 
OMB disapproves the information 
collection requirement, it shall make the 
reasons for its decision publicly 
available. 

(g) OMB shall not approve any 
information collection requirement for a 
period longer than three years. Approval 
of any collection of information 
contained in an agency rule submitted 
under this Section will be for the full 
three-year period, unless the Director 
determines that there are special 
circumstances requiring approval for a 
shorter period. 

(h) After receipt of notification of 
OMB’s approval, disapproval, or failure 
to act, and prior to the effective date of 
the rule, the agency 9hall publish a 
notice in the Federal Register to inform 
the public of OMB’s decision. If OMB 
has approved or failed to act upon the 
information collection requirement, the 
agency shall include the OMB control 
number in such notice. The portion of 
the final rule pertaining to the collection 


of information may not become effective 
until OMB has assigned a control 
number, and such number is displayed. 

(i) If OMB has not filed public 
comments pursuant to § 1320.13(c), or 
has approved the information collection 
requirement contained in a final rule 
before it is published in the Federal 
Register. OMB may assign a control 
number prior to publication of the final 
rule, and the agency may display the 
number in its publication of the final 
rule. 

§ 1320.14 Information collection 
requirements in existing regulations. 

Agencies shall submit reporting and 
recordkeeping requirements in existing 
rules that were adopted after public 
notice and comment in accordance with 
the following requirements: 

(a) Information collection 
requirements not previously reviewed 
by OMB or the General Accounting 
Office, and not assigned currently valid 
control numbers, shall be submitted to 
OMB for review prior to July 1,1983. 
Agencies shall submit all other 
information collection requirements 
contained in agency rules not later than 
90 days before the expiration date 
assigned to the requirement. 

(b) Each submission shall provide 
sufficient information to permit 
consideration of the criteria specified in 
§ 1320.4(b). The submission shall include 
an estimate of burden, calculated in a 
manner prescribed by OMB, and shall 
identify any significant burdens placed 
on a substantial number of small 
businesses or other small entities. 

(c) On or before the day of submission 
to OMB. the agency shall forward a 
notice to the Federal Register stating 
that OMB review is being sought. The 
notice 9hall direct requests for 
information, including copies of the 
information collection requirement and 
supporting documentation, to the 
agency, and shall direct comments to the 
Office of Information and Regualtory 
Affairs of OMB, Attention: Desk Officer 
for [name of agency]. A copy of the 
notice submitted to the Federal Register, 
together with the date of expected 
publication, shall be included in the 
agency’s submission to OMB. 

(d) Within 60 days of its receipt of an 
information collection requirement, 

OMB shall notify the agency involved of 
its decision whether to approve or to 
initiate proposals for change in the 
requirement and shall make such 
decision publicly available. OMB may 
extend this 60-day period for an 
additional 30 days upon notice to the 
agency. Upon approval of an 
information collection requirement. 
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OMB shall assign a control number and 
an expiration date. OMB shall not 
approve any information collection 
requirement for a period longer than 
three years. 

(e) If OMB fails to notify the agency of 
its approval, decision to initiate 
proposals for change, or extension of 
review within the 60-day period (or 90- 
day period if notice of an extended 
review has been given), the agency may 
request, and OMB shall assign without 
further delay, a control number, which 
shall be valid for not more than one 
year. 

(f) In determining whether to approve 
or to initiate proposals for change in an 
information collection requirement, 

OMB shall consider any public 
comments received, and may provide 
the agency and other interested persons 
additional opportunities to be heard or 
to submit statements in writing. 

(g) If OMB has notified the agency of a 
decision to initiate proposals for change 
in the information collection 
requirement, it shall extend the existing 
approval of the requirement for the 
duration of the period required for 
consideration of proposed changes, 
including that required for OMB 
approval or disapproval of the 
information collection requirement in 
the final rule under 51320.13(e). The 
agency shall publish a notice in the 
Federal Register to inform the public 
that OMB has initiated proposals for 
change in the regulation, and has 
extended its approval of the information 
collection requirement. 

(h) Thereafter, the agency shall, 
within a reasonable period of time not to 
exceed 120 days, publish a notice of 
proposed rulemaking in the Federal 
Register, in compliance with the 
Administrative Procedure Act and other 
applicable law. Such notice shall 
identify all information collection 
requirements in the regulation, and shall 
solicit public comment on retention, 
modification, or rescission of such 
requirements. Publication of such notice 
in the Federal Register shall initiate 
OMB clearance procedures under 
Section 3504(h) of the Act and §1320.13. 

§ 1320.15 Collection* of information 
prescribed by another agency. 

(a) Any collection of information 
prescribed by an agency and to be 
adopted as a Standard or Optional Form 
after approval by the General Services 
Administration (GSA) shall be 
submitted to OMB for approval through 
USA’s Automated Data and 
Telecommunications Service (ADTS) in 
accordance with such procedures and in 
such form as the Director may prescribe. 


(1) Standard and Optional Forms used 
for the collection of information must be 
approved by OMB and assigned a 
currently valid control number before 
they can be used. 

(2) GSA. with the assistance of the 
agencies using the forms, shall submit 
annually to OMB a list of all Standard 
and Optional Forms for the collection of 
information from the public, stating 
which agencies use these forms, the 
number of each form used by each 
agency, and an estimate of the burden 
required to complete each form. Burden 
estimates developed by GSA will be 
counted as burden imposed by each 
agency in proportion to the use of the 
form. 

(b) Any other collections of 
information prescribed by an agency but 
collected by another agency or agencies 
shall be submitted to OMB for approval 
by the agency that prescribes the 
collection, in accordance with such 
procedures and in such form as the 
Director may prescribe. With the 
assistance of the agencies collecting the 
information, the agency making the 
submission shall inform OMB of which 
agencies collect the information and an 
estimate of the burden of the collection 
of information. Burden estimates 
developed by the submitting agency will 
be counted as burden imposed by each 
agency in proportion to their use of the 
information. 

(c) In other respects, collections of 
information under this Section shall be 
treated under the standards and 
procedures of § 1320.11-14, as 
appropriate. 

§ 1320.16 Interagency reporting. 

In accordance with authorities in the 
Act, the Federal Records Act, and the 
Budget and Accounting Procedures Act, 
the General Services Administration 
(GSA) is directed to issue regulations or 
requirements for the management of 
interagency reporting and provide for 
the approval and clearance of 
interagency reporting, whether 
mandatory or voluntary. Upon request, 
GSA shall report to the Director on the 
status of interagency reporting. Judical 
branch requirements contained in court 
orders or decrees and OMB and other 
Executive Office of the President 
requirements shall be exempt from the 
provisions of this section. 

§ 1320.17 Emergency processing. 

An agency head or the Senior Official 
may request emergency processing of 
proposed collections of information. 

(a) Any such request shall be 
accompanied by a written determination 
that the collection of information is 
essential to the mission of the agency. 


and that public harm will result if 
normal clearance procedures are 
followed or that an unanticipated event 
has occurred which will prevent or 
disrupt the collection of information or 
cause a statutory dealine to be missed if 
normal procedures are followed. 

(b) The agency shall state the time 
period within which OMB should 
approve or disapprove the collection of 
information. 

(c) The agency shall submit 
information indicating that it has taken 
all practical steps to consult with in 
interested agencies and members of the 
public in order to minimize the burden 
of the collection of information. 

(d) OMB shall approve or disapprove 
each such submission within the time 
period stated under § 1320.17(b), 
provided such time period is consistent 
with the purposes of the Act. 

(e) If OMB approves the collection of 
information it shall assign a control 
number valid for a maximum of 90 days 
after receipt of the agency submission. 

§ 1320.18 Public access. 

(a) In order to enable the public to 
participate in and provide comments 
during the clearance process, OMB will 
ordinarily make its paperwork docket 
files available for public inspection 
during normal business hours. The 
provisions of this paragraph, and the 
requirements, for publication of notice in 
§ 1320.11(d) and § 1320.12(b), may be 
modified or waived by the Director to 
the extent that public participation in 
the approval process would defeat the 
purpose of the collection of information, 
violate state or federal law, or 
substantially interfere with an agency’s 
ability to perform its statutory 
obligations. 

(b) Before collecting information from 
the public, the agency shall take 
reasonable steps to inform potential 
respondents of the identity of the federal 
agency sponsoring any collection of 
information, why the information is 
being collected, how it is to be used, 
whether responses to the request are 
voluntary, required to obtain or retain a 
benefit (citing authority), or mandatory 
(citing authority), and the nature and 
extent of confidentiality to be provided, 
if any, (citing authority). Failure of an 
agency to comply with the requirements 
of this paragraph shall not be grounds 
for any person to fail to comply with a 
collection of information. 

§ 1320.19 Independent regulatory agency 
override authority. 

An independent regulatory agency 
may override OMB’s disapproval or stay 
of effectiveness of approval of a 
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collection of information by majority 
vote of its members or commissioners. 
The agency shall certify any such 
override to the Director, and shall 
explain in writing its reasons for 
exercising the override authority. OMB 
shall assign an OMB control number, 
valid for the length of time requested by 
the agency, up to three years, to any 
information collection request or 
requirement as to which this authority is 
exercised. The agency shall thereupon 
display the OMB control number. 

§ 1320.20 Other authority. 

(a) The Director or his designee shall 
determine whether any collection of 
information or other matter is within the 
scope of the Act, or of this Part. 

(b) In appropriate cased, after 
consultation with the agency, the 
Director may initiate a rulemaking 
proceeding to determine with statutory 
standards. Such proceedings shall be in 
accordance with informal rulemaking 
procedures under Title 5 U.S.C. Chapter 
5. 

(c) Each agency is responsible for 
complying with the information policies, 
principles, standards, and guidelines 
prescribed by the Director. 

(d) To the extent permitted by law. the 
Director may waive any requirements 
contained in this Part. 

|FR Doc. 82-24634 Filed 8-2-82:12:52 pm) 

BILLING COOE 3110-01-41 


DEPARTMENT OF AGRICULTURE 

Agricultural Marketing Service 

7 CFR Part 932 

[Docket No. AO-352-A41 

Olives Grown in Calfornia; Decision on 
Proposed Further Amendment of the 
Marketing Agreement and Order 

agency: Agricultural Marketing Service, 
USDA. 

action: Proposed rule. 

summary: This decision would amend 
the Federal marketing agreement and 
order for olives grown in California. 
Olive producers will be given the 
opportunity to vote in a referendum to 
determine if they favor the proposed 
changes in the marketing order. The 
proposed amendment would permit 
handlers to credit expenses for brand 
advertising of olives against a portion of 
their annual assessment obligation. The 
intent of the. proposed change is to 
improve the effectiveness of the 
program. 


DATE: The representative period for 
purposes of the referendum herein 
ordered is September 1 , 1981, through 
February 28,1982. 

FOR FURTHER INFORMATION CONTACT: 

William J. Doyle. Acting Chief, Fruit 
Branch. Fruit and Vegetable Division, 
AMS, USDA, Room 2532-S. Washington, 
D.C. 20250, telephone (202) 447-5975. 
SUPPLEMENTARY INFORMATION: Prior 
documents in this proceeding: Notice of 
Hearing, issued November 13,1981, 
published November 18,1981 (46 FR 
56620). One the basis of the hearing 
record, the issues were divided into two 
parts. With respect to material issues 
other than assessment crediting for 
handler paid advertising, the following 
documents were issued: Notice of 
Recommended Decision, issued May 7, 
1982, published May 13.1982 (47 FR 
20593); Final Decision, issued June 14, 
1982, published June 18.1982 (47 FR 
26394); and the Order Further Amending 
the Order, issued July 27.1982, 
published July 30, 1982 (47 FR 32905). 

The Recommended Decision, with 
respect to assessment crediting was 
issued July 19,1982, published July 22. 
1982 (47 FR 31696). 

This administrative action is governed 
by the provisions of Sections 556 and 
557 of Title 5 of the United States Code, 
and therefore is excluded from the 
requirements of Executive Order 12291 
and Secretary’s Memorandum 1512-1. 

William T. Manley, Deputy 
Administrator, Agricultural Marketing 
Service, has determined that this action 
will not have a significant economic 
impact on a substantial number of small 
entities. This action is designed to 
promote orderly marketing of the 
California olive crop for the benefit of 
producers and will not substantially 
affect costs for the directly regulated 
handlers. 

List of Subjects in 7 CFR Part 932 

Marketing agreements and orders, 
Olives. California. 

Preliminary Statement 

A public hearing was held upon 
proposed further amendment of the 
marketing agreement, as amended, and 
Order No. 932, as amended (7 CFR Part 
932. 47 FR 32905), regulating the 
handling of olives grown in California. 
The hearing was held, pursuant to the 
provisions of the Agricultural Marketing 
Agreement Act of 1937, as amended (7 
U.S.C. 601 et seq.), and the applicable 
rules of practice (7 CFR Part 900), in 
Fresno. California, on December 8 and 9, 
1981, pursuant to notice thereof. 


Upon the basis of the evidence 
introduced at the hearing and the record 
thereof, the Deputy Administrator, on 
July 21,1982. Bled with the Hearing 
Clerk, U.S. Department of Agriculture, 
the recommended decision containing 
the notice of the opportunity to file 
written exceptions thereto. No 
exceptions were received. 

The material issues, findings, and 
conclusions, rulings and general findings 
of the recommended decision set forth in 
the July 22,1982 issue of the Federal 
Register (47 FR 31696; FR Doc. 82-19896) 
are hereby incorporated herein and 
made a part hereof, subject to the 
following correction: change “provious” 
to “previous” on page 31698, column 2, 
line 57. 

Marketing agreement and order. 
Annexed hereto and made a part hereof 
are two documents entitled, 
respectively, “Marketing Agreement, as 
Further Amended, Regulating the 
Handling oF Olives Grown in 
California”, and ^Order amending the 
order , os amended, regulating the 
handling of olives grown in California ", 
which have been decided upon as the 
detailed and appropriate means of 
effectuating the foregoing conclusions. 

It is hereby ordered. That this entire 
decision, except the annexed marketing 
agreement, be published in the Federal 
Register. The regulatory provisions of 
the marketing agreement are identical 
with those contained in the order as 
hereby proposed to be amended by the 
annexed order which is published with 
this decision. 

Referendum order. It is hereby 
directed that a referendum be conducted 
in accordance with the procedure for the 
conduct of referenda (7 CFR 900.400 et 
seq.). to determine whether the issuance 
of the annexed order, as amended, and 
as hereby proposed to be further 
amended, regulating the handling of 
olives grown in California is approved 
or favored by producers, as defined 
under the terms of the order, who during 
the representative period were engaged 
in the production area of the regulated 
commodity for market. 

The representative period is hereby 
determined to be September 1 , 1961, 
through February 28,1982. 

The agent of the Secretary to conduct 
such referendum is hereby designated to 
be Richard Van Diest, Fruit and 
Vegetable Division, Agricultural 
Marketing Service, 1130 “O” Street. 
Fresno, California 93721. 
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Signed at Washington, D.C. on September 
1.1982. 

C, W. McMillan. 

Assistant Secretary. Marketing and 
Inspection Services. 

Order 1 Amending the Order, os 
Amended\ Regulating the Handling of 
Olives Grown in California 

Findings and determinations. The 
findings and determinations hereinafter 
set forth are supplementary and in 
addition to the findings and 
determinations previously made in 
connection with the issuance of the 
aforesaid order and of the previously 
issued amendments thereto; and all of 
said previous findings and 
determinations are hereby ratified and 
affirmed, except insofar as such findings 
and determinations may be in conflict 
with the findings and determinations set 
forth herein. 

(a) Findings upon the basis of the 
hearing record\ Pursuant to the 
provisions of the Agricultural Marketing 
Agreement Act of 1937, as amended (7 
U.S.C. 601 etseq.), and the applicable 
rules of practice and procedure 
governing the formulation of marketing 
agreements and marketing orders (7 CFR 
Part 900), a public hearing was held 
upon proposed amendment of the 
marketing agreement, as amended, and 
Order No, 932, as amended (7 CFR Part 
932, 47 FR 32905), regulating the 
handling of olives grown in California. 

Upon the basis of the record it is 
found that: 

(1) The order, as amended, and as 
hereby further amended, and all of the 
terms and conditions thereof, will tend 
to effectuate the declared policy of the 
Act; 

(2) The order, as amended, and as 
hereby further amended, regulates the 
handling of olives grown in the 
production area in the same manner a 9 . 
and is applicable only to persons in the 
respective classes of commercial and 
industrial activity specified in, the 
marketing agreement and order upon 
which hearings have been held; 

(3) The order, as amended, and as 
hereby further amended, is limited in its 
application to the smallest regional 
production area which is practicable, 
consistent with carrying out the 
declared policy of the Act, and the 
issuance of several orders applicable to 
subdivisions of the production area 
would not effectively carry out the 
declared policy of the Act; 


1 This order shall not become effective unless and 
until the requirements of { 900.14 of the rules of 
practice and procedure governing proceedings to 
formulate marketing agreements and marketing 
orders have been met. 


(4) There are no differences in the 
production and marketing of olives 
grown in the production area which 
make necessary different terms and 
provisions applicable to different parts 
of such area; and 

(5) All handling of olives grown in the 
production area is in the current of 
interstate or foreign commerce or 
directly burdens, obstructs, or affects 
such commerce. 

Order Relative to Handling 

It is therefore ordered, that on and 
after the effective date hereof the 
handling of olives grown in California 
shall be in conformity to and in 
compliance with the terms and 
conditions of the order, as hereby 
amended. 

The provisions of the proposed 
marketing agreement and order 
amending the order contained in the 
Recommended Decision issued by the 
Deputy Administrator on July 19,1982, 
and published in the Federal Register on 
July 22,1982 (47 F.R. 31696), shall be and 
are the terms and provisions of this 
order amending the order, and are set 
forth in full herein. 

Lists of Subjects in 7 CFR Part 932 

Marketing agreements and orders, 
Olives, and California 

PART 932—OUVES GROWN IN 
CALIFORNIA 

1. Section 932.39(a) is amended by 
revising the first sentence to read: 

§ 932.39 Assessments. 

(a) As each handler’s pro rata share of 
the expenses which the Secretary finds 
are reasonable and likely to be incurred 
by the committee during a fiscal year, 
each handler who first handles olives 
during the current crop year shall pay to 
the committee, upon demand, 
assessments less any amounts which 
may be credited pursuant to § 932.45, on 
all olives to be used in the production of 
packaged olives, including olives to be 
used in canned ripe olives of the “tree- 
ripened” type or green olives when such 
are regulated as packaged olives 
pursuant to § 932.52. * * * 

• * • # * 

2. Section 932.45(a) is revised to read: 

§ 932.45 Production research and 
marketing research and development 
projects. 

(a) The following activities of the 
committee are authorized under this 
section 

(1) The committee may, with the 
approval of the Secretary, establish or 
provide for the establishment of 
production research, and marketing 


research and development projects 
designed to assist, improve, or promote 
the marketing, distribution, and 
consumption or efficient production of 
California olives. Such projects may 
provide for any form of marketing 
promotion including paid advertising. 
The expenses of such research and 
projects shall be paid from funds 
collected pursuant of § 932.39 or from 
voluntary contributions.Voluntary 
contributions may be accepted by the 
committee only to pay the expenses of 
such projects: Provided, That the 
committee shall retain complete control 
over the use of such contributions which 
shall be free from any encumbrances. 

(2) The committee, with the approval 
of the Secretary, may provide for 
crediting a portion of a handler’s direct 
expenditures for paid brand advertising 
for olives. Such expenditures may 
include, but are not limited to, money 
spent for advertising space in 
magazines, newspapers, outdoor media 
and transit or time charges for radio and 
television. No handler shall receive 
credit in excess of such handler’s pro 
rata share of the total monies allotted by 
the committee for brand advertising 
credit. Each advertisement must be 
published, broadcast or displayed 
during the fiscal year for which credit is 
requested. Before any creditable brand 
advertising may be undertaken pursuant 
to this subparagraph, the Secretary, 
upon recommendation by the committee, 
shall prescribe appropriate rules and 
regulations a9 are necessary to 
effectively regulate such activity. 
***** 

Section 932.60, paragraph (c) is 
revised to read: 

§ 932.60 Reports of acquisitions, sales, 
uses, shipments and creditable brand 
advertising. 

***** 

(c) Each handler shall file such reports 
of creditable brand advertising as 
recommended by the committee and 
approved by the Sectetary. 

4. Section 932.61 is revised to read: 

§ 932.61 Records. 

Each handler shall maintain such 
records of olives acquired, held, and 
disposed of by such handler as may be 
prescribed by the committee and needed 
by it to perform its functions under this 
subpart. Such records shall be retained 
for at least two years beyond the crop 
year in which the transaction occurred. 
The committee, with the approval of the 
Secretary, may prescribe rules and 
regulations to include under this section 
handler records that detail advertising 
and promotion activities which the 
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committee may need to perform its 
functions under 5 932.45(a). 

5. Section 932.62 is revised to read: 

§ 932.62 Verification of reports. 

For purpose of checking and verifying 
reports filed by handlers, the committee, 
through its duly authorized 
representatives, shall have access to 
any handler’s premises during regular 
business hours, and shall be permitted 
at any such time to: (a) Inspect such 
premises and any olives held by such 
handler, and any and all records of the 
handler with respect to such handler's 
acquisition, sales, uses and shipments of 
olives; and (b) inspect any and all 
records of such handler with respect to 
advertising and promotion activities 
subject to S 932.45(a) and maintained by 
the handler pursuant to § 932.61. Each 
handler shall furnish all labor and 
equipment necessary to make such 
inspections. 

|PR Doc. 82-24697 Piled 9-7-82; 8:45 am) 

BJLUNG CODE 3410-02-M 


Farmers Home Administration 
7 CFR Part 1945 
Emergency Loans 

agency: Farmers Home Administration, 
USDA. 

action: Proposed rule 

summary: The Fanners Home 
Administration (FmHA) proposes to 
amend its regulations to clarify the EM 
disaster designation/authorization 
process. This action is needed to 
implement administrative changes 
desired by FmHA. The intended effect 
of this action is to correct deficiencies 
and to restore fiscal integrity to the 
program. 

date: Comments must be received on or 
before November 8 , 1982. 

ADDRESSES: Submit written comments 
in duplicate to Carl O. Opstad, Chief, 
Directives Management Branch, Farmers 
Home Administration, U.S. Department 
of Agriculture, Room 6346-S. 
Washington, D.C. 20250. All written 
comments will be available for public 
inspection at this address 
FOR FURTHER INFORMATION CONTACT. 
Keith L. Smalley, Emergency Loan 
Officer, Emergency Division, Farmers 
Home Administration, USDA, Room 
5344-S, Washington, D.C. 20250, 
Telephone 202-382-1632. 
SUPPLEMENTARY INFORMATION: This 
proposed action has been reviewed 
under USDA procedures established in 
Secretary's Memorandum 1512-1 which 
implements Executive Order 12291 and 


has been determined to be nonmajor. It 
has been determined to be nonmajor 
because there is not an annual effect on 
the economy of $100 million or more; or 
a major increase in cost or prices for 
consumers; individual industries; 
Federal, State or local government 
agencies; or geographic regions; or 
significant adverse effects on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of the United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

The Catalog of Federal Domestic 
Assistance number of Emergency loans 
is 10.404. 

This action does not directly affect 
any FmHA programs or projects that are 
subject to A-95 clearinghouse review. 

This document has been reviewed in 
accordance.with 7 CFR Part 1901, 
Subpart G, "Environmental Impact 
Statement". It is the determination of 
FmHA that the proposed action does not 
consitute a major Federal action 
significantly affecting the quality of the 
human environment and in accordance 
with the National Environmental Policy 
Act of 1969, Pub. L. 91-190, an 
Environmental Impact Statement is not 
required. 

Need for Government Action 

The method of EM disaster 
designation/authorization needs 
revision to provide for more uniform 
coordination of the process. 

Clarification is need in the methodology 
used to establish eligibility for EM 
loans. Under the present system State 
Directors may authorize EM loans even 
though a request has been made to the 
President for a disaster declaration or to 
the Secretary for a disaster designation 
for the area. Proposed revisions to the 
regulations will give the Administrator 
who is more in touch with such requests, 
the authority to make EM loans 
available after the President or the 
Secretary has made a determination. 

The proposed revision will allow the 
Secretary to make EM loans available in 
a country which has been substantially 
affected by a disaster. 

The present regulations do not define 
the criteria to be used to determine 
when a county has been substantially 
affected by a natural disaster. The 
proposed amendments to the regulations 
will define substantially affected as 
physical losses or as an overall 30 
percent production loss in the County. 
The 30 percent requirement is based on a 
review of the annual fluctuations in the 
national gross crop receipts for the 
previous 10-year period, i.e., 1970 
through 1979, as provided by the 


Economic Research Service of the 
USDA. Those figures indicate a range of 
total gross crop receipts from $20,976 
billion to $62,820 billion per year, a 
variation of 33.2 percent from the 10- 
year average of $41,946 billion. Based on 
this documented history of fluctuation 
from year to year in the annual gross 
crop production receipts, the Secretary 
has determined that a reasonable 
definition for "substantially affected" is 
not less than a 30 percent loss in annual 
gross dollar volume. 

The proposed revision will allow the 
Administrator to make EM loans 
available in a county when less than 10 
percent of the farmers in a county have 
suffered qualifying losses and adequate 
credit is not available to them. A county 
does not have to have been 
substantially affected in order for the 
Administrator to make loans available 
in that county. Informal surveys made 
by FmHA in recent months indicate that 
when more than 10 percent of the 
farmers in a county are affected by a 
natural disaster, it is highly unlikely that 
the overall production loss in the county 
will be less than 30 percent. However, in 
order to make loans available in 
counties where this situation occurs, the 
proposed regulation allows the 
Administrator to call such counties to 
the Secretary’s attention and to ask that 
the counties be designated by the 
Secretary. 

The time frames for receiving EM 
designation/authorization requests and 
applications for EM loans, presently do 
not allow for the decisions in regard to 
such requests to be made based on 
current timely information. Therefore, 
these time frames need to be shortened. 

These proposed amendments to the 
regulations will clarify the designation/ 
authorization process and provide for a 
uniform method of administering the 
Emergency Nature Disaster Assistance 
program in a more effective, efficient 
manner. 

Major Alternative Actions Considered 
Are as Follows 

Alternative 1. Continue with present 
policy in designating and authorizing 
EM loans to be made available in 
disaster areas. Requests for 
designations by the Secretary and 
authorization by FmHA would continue 
to lack uniformity and the guidelines 
used to determine eligibility for such 
designation/authorization would remain 
unclear. 

Alternative 2. Amend regulations to 
clarify the designation/authorization 
process and to centralize the authorities 
for more uniformity, efficiency, and with 
less duplication of effort. 
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The second alternative is selected. 

As proposed, the following Sections of 
Part 1945 Subpart A are amended as 
follows: 

1. Section 1945.5 is revised to add the 
Statistical Reporting Service (SRS) to 
the list of abbreviations. 

2. Section 1945.6 is revised to add the 
definition of a county and to define 
substantially affected as it applies to 
damage in a county by a natural 
disaster. The definition as it applies to 
production losses to individual fanners 
is deleted. Subsections (a) through (g) 
are redesignated. The dates for receiving 
EM applications have been changed 
from 9 to 6 months and SBA applicants 
from 6 to 3 months. 

3. Section 1945.18 is revised to delete 
the reference to a comparable political 
subdivision. 

4. Section 1945.19 (b) is revised to 
clarify County Emergency Board’s 
(CEB’s) and State Emergency Boards 
(SEB’s) responsibility for assessing and 
reporting the occurrence of a natural 
disaster. The Boards will no longer 
make recommendations regarding the 
implementation of USDA disaster 
programs. 

5. Section 1945.20 is revised to give the 
Administrator the authority to authorize 
State Directors to make EM loans 
available and to establish the criteria for 
such authorizations. 

6. Section 1945.20(a)(l)(i) is revised to 
delete subparagraph (G). 

7. Section 1945.20(a)(2)(i) is revised to 
reflect the change in § 1945.20(a)(l)(i). 

8. Section 1945.20(a)(3)(v) is removed 
to delete reference to Exhibit A. 

9. Section 1945.20(b) is revised to 
provide that the Secretary may 
designate a county for EM loans when 
the countyfies) has been substantially 
affected by a natural disaster. 

10. Section 1945.20(b)(l)(i) is revised 
by adding the word “and” at the end of 
the sentence. 

11. Section 1945.20(b)(l)(ii) is revised 
to delete confirmation of the Governor’s 
request in writing. 

12. Section 1945.20(b)(l)(iii) is 

removed. 

13. Section 1945.20(c) is completely 
revised and titled “Reconsideration by 
the Secretary". State Director authority 
to authorize EM loans is deleted. 

14. Section 1945.20(d) is completely 
revised to delete reference to 
subsequent natural disasters. This 
paragraph is retitled “Request for 
Secretary to make an exception to 
designation criteria”, and provides that 
the Administrator may request the 
Secretary to make an exception to the 
designation requirements for a 
Secretarial designation as set forth in 
this regulation where unusual 


circumstances exist as a result of the 
natural disaster. 

15. Section 1945.20(e) is completely 
revised and titled “Authorization by the 
Administrator”. This paragraph provides 
the criteria under which the 
Administrator may authorize that EM 
loans be made available in a county. 

16. Section 1945.20 (f), (g), and (h) are 
redesignated from (e), (f) and (g) 
respectively and are revised to reflect 
the other changes in § 1945.20. 

17. Section 1945.21 (a) is revised to 
provide that the Administrator or 
designee will provide weekly reports of 
declaration/designation/authorization 
actions to those listed. 

18. Section 1945.21 (a)(3), (4) and (5) 
are removed. 

19. Section 1945.21 (b)(3) is revised to 
reflect current terminology being used 
by FCIC. 

20. Section 1945.27 (b) and (c) are 
revised to change the title of FCIC 
Regional Director to FCIC Field 
Operations Office Director. Subsection 
(d) is revised to change the term FCIC 
staff to FCIC Insurance Representative. 

21. Section 1945.31 is revised to 
provide a follow-up for corrective 
actions needed as identified by 
Emergency Loan Assessment Terms. 

22. Section 1945.35 (e) is added to this 
section to establish information that will 
be provided to the Budget Division, to 
obtain funding for EM training. 

List of Subjects in Part 1945 

Agriculture, Disaster assistance and 
Intergovernmental relations. 

As proposed Part 1945, Subpart A of 
Chapter XVIII, Title 7, Code of Federal 
Regulations is amended as follows: 

PART 1945—EMERGENCY 

Subpart A—Disaster Assistance- 
General 

1. As proposed, in § 1945.5, paragraph 
(o) is relettered to (p) and a new 
paragraph (o) is added to read as 
follows: 

§ 1945.5 Abbreviations. 
***** 

(o) SRS—State Statistical Office of the 
USDA Statistical Reporting Service. 
***** 

2. As proposed, in § 1945.6, 
paragraphs (a) through (g) are 
renumbered to (b) through (h) and a new 
paragraph (a) is added and paragraphs 
(f) and (g) are revised to read as follows: 

§ 1945.6 Definitions. 

(a) County. A local administrative 
subdivision of a State or a similar 
political subdivision of the 
Commonwealth of Puerto Rico, the 


Virgin Islands of the United States, 
Guam, American Samoa, and the 
Commonwealth of the Northern Mariana 
Islands. 

***** 

(f) Substantially affected A county is 
substantially affected by a disaster 
when the following kinds of losses 
occur: 

(1) Production losses . A reduction of 
at least 30 percent in the normal year 
dollar value of all cash crops, including 
hay and pasture, produced in a county. 
Normal year value will be determined 
by establishing a normal year yield and 
price. Normal year yield will be the 
average of the best 4 out of 5 years 
immediately preceding the disaster year 
for each crop grown in the county. Price 
will be the average of the 36 months 
immediately preceding the disaster year 
for each crop. Yields and prices used to 
establish the value of normal year 
production will be obtained from the 
Statistical Reporting Service (SRS). 
Yields used to establish the disaster 
year’s production will be obtained from 
Damage Assessment Reports (DAR) 
which are prepared by the USDA 
County and State Emergency Boards. 
Prices used to establish the value of 
disaster year production will be the 
same as used to establish normal year 
values. In cases where crops produced 
and/or prices are not available from 
SRS, the information will be obtained 
from other reliable sources. 

(2) Physical losses. Damage to or 
destruction of physical farm property 
including farmland (except sheet 
erosion); structures on the land such as 
buildings, fences, dams, etc.; machinery, 
equipment, and tools: livestock; 
livestock products; harvested crops; and 
supplies, which, if not repaired or 
replaced, would make it impossible for 
farmers affected by the disaster to 
continue operating their farms on a 
sound basis. 

(g) Termination date . The date 
specified in a disaster declaration/ 
designation/authorization which , 
establishes the final date after which 
EM actual loss loan applications can no 
longer be accepted. For both physical 
and production losses, the termination 
date will be 6 months from the date of 
the disaster declaration/designation/ 
authorization. Applications may, 
however, be accepted for EM actual loss 
loans after the termination date has 
passed, if the applicant had filed an 
application for disaster loan assistance 
with the Small Business Administration 
(SBA) during the period SBA could 
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accept applications, but not later than 3 
months after FmHA's termination date. 
***** 

3. As proposed, the introductory 
paragraph to § 1945.18 is revised to read 
as follows: 

§ 1945.18 United States Department of 
Agriculture (USDA) Emergency Boards. 

There is a USDA Emergency Board 
established by the Secretary to serve 
every State and every county in the 
United States. The Boards are 
responsible for reporting the occurrence 
of and assessing the damage casued by 
natural disasters as required to ensure 
that the Department’s disaster programs 
are implemented where needed; to 
coordinate the Department’s emergency 
disaster programs with those of other 
Federal Departments and Agencies; and 
to provide personnel, as needed and 
requested by FEMA, to help staff 
disaster assistance centers in major 
disaster areas. 

• • * * ♦ 

4. As proposed, § 1945.19 is amended 
by revising paragraph (b) to read as 
follows: 

§ 1945.19 Reporting natural disasters. 

• * * • • 

(b) Responsibility for assessing and 
reporting disasters. USDA SEBs and 
CEBs representing their member 
agencies are best qualified at the State 
and County levels to accomplish the 
assessment of rural and agricultural 
losses resulting from disasters. These 
Boards are charged with the 
responsibility of reporting the 
occurrence of and assessing the damage 
caused by natural disasters and will 
perform this responsibility under 
policies and procedures as set forth in 
the EOH. 

♦ * • • • 

5. As proposed, § 1945.20 is amended 
by removing paragraphs (a)(l)(i)(G), 
(a)(3)(v), and{b)(l)(iii) and revising the 
introductory paragraph to the section, 
paragraphs (a)(l)(i), (a)(l)(i)(E) and (F). 
(a)(2J(i). (a)(3)(iii) and (ivj, the 
introductory paragraph to paragraph (b). 
paragraphs (b)(l)(i) and (ii), the 
introductory paragraph to (b)(3), 
paragraphs (b)(3)(i), (c). and (d), revising 
and relettering paragraphs (e), (f), and 
(g) to (f), (g), and (h), respectively and 
adding a new paragraph (e) to read as 
follows: 

S 1945.20 Making EM loans available. 

EM loans are made available in 
counties named by: FEMA as eligible for 
Federal assistance under a major 
disaster or emergency declaration by the 
President; the Secretary of Agriculture in 
any county where unusual and adverse 


weather conditions have substantially 
affected agriculture; and the FmHA 
Administrator when fewer than 10 
percent of the farmers in any given 
county have suffered qualifying losses. 

(a) Declaration by the President. 

* * # 

( 1 ) * * * ‘ 

(1) Notify the State Director and the 
Director of the Finance Office by 
telephone and confirm by electronic 
mail. The notification will contain: 
***** 

(E) The termination date for accepting 
applications; and 

(F) The disaster declaration number 
(Examples: Major Disaster. M491; or 
Presidential Emergency. E061. 
***** 

( 2 ) * • • 

(i) Notify the appropriate County 
Supervisors) and instruct him/her to 
make EM loans available in the 
declared counties, and confirm this 
notification by a State Supplement 
containing information listed in 
paragraph (a)(l)(i)(A) through (F) of this 
section; 

***** 

(3) * * * 

* * • * • • 

(iii) Arrange and conduct meetings 
with local agricultural lenders and 
agricultural leaders to explain the 
purpose of and the assistance available 
under the EM loan program; and 

(iv) Make himself/herself available to 
help staff the FEMA disaster assistance 
centers, when requested to do so. 

(b) Designation by the Secretary of 
Agriculture. When a natural disaster 
has affected farmers and the farmers 
affected want a County(ies) designated 
by the Secretary, a written request from 
the Governor or Indian tribal council 
must be received by the Secretary 
within 3 months frojn the last day of the 
occurence of the natural disaster. The 
Governor or tribal council should send a 
copy of the request to the FmHA State 
Director. When the Secretary finds that 
unusual and adverse weather conditions 
have substantially affected agriculture, 
the Secretary may designate a 
county(ies) as a disaster area. 

(1) * * * 

(i) Achnowledge the Governor’s 
request on behalf of the Secretary, and if 
any delay is anticipated in processing 
the request, state the reasons for such 
delay and when action will be taken; 
and 

(ii) Notify the State Director by phone 
of the Governor’s request. 
***** 

(3) The National Office will 
immediately review the DAR and the 
State Director’s recommendations and 


promptly forward a written report along 
with supporting information for 
approval or denial of the requested 
designation to the Secretary. The 
Administrator may ask the Secretary to 
make an exception to the designation 
criteria in accordance with paragraph 

(d) of this section. 

(i) If the Secretary denies the 
designation request, the Governor and 
the Administrator will be notified and 
the notice will set forth the reason(s) for 
denial.'The National Office will provide 
the same information to the State 
Director. If a Governor or Tribal Council 
wants the Administrator to consider 
authorizing loans in an area which the 
Secretary has declined to designate, a 
separate request must be received by 
the Administrator, in accordance with 
paragraph (e)(2) of this section. 
***** 

(c) Reconsideration by the Secretary . 
When a Governor’s or Tribal Council’s 
request for designation has been 
rejected by the Secretary because the 
county did not suffer substantial losses, 
the Governor or Tribal Council may 
request the Secretary to reconsider the 
decision. The request for 
reconsideration must be made within 30 
days drom the date of rejection of the 
initial request by the Secretary. 
Designation after reconsideration will 
be based on a finding that: 

(1) More than 10 percent of the 
farmers in said county have suffered 
qualifying losses. (The farmers in a 
county will be the total number of farm 
operators indicated in the most recent 
U.S. Census of Agriculture. Subparts B 
and D of this Part explain how to 
determine if a farmer has suffered a 
qualifying loss.); and 

(2) Adequate credit from other sources 
is not available. The documentation 
necessary for reconsideration will be 
obtained as set forth in paragraph 

(e) (2)(i) of this section. 

(d) Request for Secretary to make an 
exception to designation crriteria. When 
a Governor’s request to the Secretary for 
designation has been reviewed and it 
has been determined that the county did 
not suffer substantial losses the 
Administrator may request the 
Secretary to make an exception to the 
“substantial loss” requirement and the 
Secretary may do so, if the following 
conditions exists: 

(1) Unusual and extenuating 
circumstances have been found to exist, 
i.e., farmers producing only a single crop 
have suffered disaster-related losses; 
and 

(2) Such farmers are unable to get 
credit from other sources; and 
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(3) The number of such farmers must 
be equal to 10 percent or more of the 
farmers in the county(ies) and must 
have suffered qualifying losses. The 
documentation necessary for an 
exception request will be obtained as 
set forth in paragraph (e)(2)(i) of this 
section. 

(e) Authorization by the 
Administrator. (1) The Administrator 
may authorize the State Director to 
make EM loans available when he/she 
finds that unusual and adverse weather 
conditions have resulted in the 
following: 

(1) Less than 10 percent of the farmers 
(the farmers will be the total number of 
farm operators in the latest U.S. Census 
of Agriculture) in the county have 
sustained qualifying losses as defined in 
Subparts B and D of this Part; and 

(ii) Adequate credit is not available to 
farmers in the county. 

(2) The authority of the Administrator 
to authorize EM loans will be exercised 
only after the Governor, county 
governing body, or an Indian Tribal 
Council has requested the Administrator 
to make EM assistance available. In 
order for the request to be considered by 
the Administrator, the request must be 
received within 3 months from the last 
day of the occurrence of the natural 
disaster. A copy of the request should be 
sent to the FmHA State Director. 

(i) The Administrator upon receipt of 
a request from a Governor, county 
governing body, or Indian Tribal Council 
will request the State Director to survey 
farmers and lending institutions in the 
county to determine the following: 

(A) The number of farmers who have 
sustained qualifying losses; and 

(B) The number of fanners other 
lenders in the county cannot continue to 
finance. 

(ii) The State Director upon receipt of 
the Administrator’s request for a survey 
will expeditiously gather and compile 
the information requested and submit it 
to the Administrator along with his/her 
recommendation. Thte survey will be 
conducted in a manner jointly agreed 
upon by the Administrator and the State 
Director. 

(iii) The National Office will review 
the requests and notify the State 
Director by electronic mail, of the 
Administrator’s decision as to whether 
or not EM loans will be made available. 
The Administrator’s authorization will 
not be given until the Secretary has 
made a decision if it is anticipated that 
the Secretary will receive or has 
received a request from a Governor for 
designation for the same or similar 
disasters which occurred at the same 


time or during the same period of time. 
State Directors will be authorized in 
most cases, to make EM loans available 
when localized disasters such as hail, 
wind, floods, etc., occur in a county(ies) 
not being considered by the Secretary. 

(3) In cases where the Administrator 
has authorized the State Director to 
make loans available in a country where 
it was determined at the outset that less 
than 10 percent of the farmers suffered 
qualifying losses, and the State Director 
later finds after processing of 
applications begins that more than 10 
percent of the farmers are eligible for an 
EM loanfs), the State Director must send 
the Administrator a list of additional 
farmers (in excess of 10 percent) who 
have sustained qualifying losses and 
have been determined to be eligible for 
EM loans. The Administrator without 
further review of the situation will 
acknowledge receipt of the list by 
electronic mail and the State Director 
may then make EM loans to the listed 
farmers. 

(4) The Administrator, upon 
authorizing the State Director to make 
EM loans available, will issue the 
following: 

(i) The State Director authorization 
number (SDAN) (Example: N181); 

(ii) The incidence period for the 
disaster; and 

(iii) The termination date for 
accepting applications. 

(5) The State Director upon receiving 
written authorization by electronic mail 
from the Administrator, will notify: 

(i) Appropriate County Supervisors) 
to commence accepting EM loan 
applications in the authorized 
county(ies); 

(ii) The SEB chairperson; and 

(iii) The news media with appropriate 
announcements. 

(6) The National Office will notify the 
Secretary of Agriculture and the 
Director of the Finance Office of the 
action taken by the Administrator. 

(7) Upon notification from the State 
Director that EM loans are authorized in 
a county, the County Supervisor will 
pursue the course of action described in 
paragraph (a)(3) of this section. 

(f) Continuing disaster conditions . EM 
actual loss loans will be available when 
there is a continuation of the disaster 
conditions beyond the incidence period 
originally established for an ongoing 
disaster(s), such as, drought, flood, etc., 
in any area eligible for EM actual loss 
loans under paragraphs (a), (b) or (c) of 
this section. When a disasters) 
continues, the actions required by 
paragraph (g) of this section will be 
taken. 


(g) Extension of termination dates . 
Termination dates originally established 
at the time EM loans are made available 
by the Secretary or the Administrator, 
may be extended by the Administrator, 
when justified. When continuing 
disasters, or losses or damages resulting 
from the original disaster which were 
not readily determinable af the time, are 
confirmed at a later date, the 
termination date may be extended. 
Extensions may be authorized for 
specified periods as determined 
appropriate by the Administrator, based 
on the State Director’s 
recommendations; and will usually not 
exceed 60 days. Extensions of 
termination dates will be processed as 
follows: 

(1) The County Supervisor will notify 
the State Director of the need for an 
extension. 

(2) The State Director will make his/ 
her recommendation to the 
Administrator along with a request for 
an extension of the termination date; 
and 

(3) The Administrator will provide the 
State Director with a new incidence 
period and termination date, when 
justified. 

(h) Limitations. Actions authorized by 
paragraphs (b), (c), (d), (e), (f) and (g) of 
this section cannot be taken if more than 
6 months have passed since the original 
natural disaster occurred, except when 
the actions required by paragraph (b)(2) 
of this section have been delayed. Then 
the authorization must be no later than 9 
months after the natural disaster. 
However, if the Administrator finds that 
an FmHA employee(s) has not acted in a 
timely and appropriate manner in 
response to a request for a disaster 
designation/authorization, he/she may 
authorize EM loans to be made 
available up to 12 months after the 
occurrence of the natural disaster. 

6. As proposed, 91945.21 is amended 
by removing paragraphs (a) (3), (a)(4), 
and (a)(5) and revising paragraphs (a) 
and (b)(3) to read as follows: 

§ 1945.21 Notification and coordination 
requirements. 

(a) By the National Office. The 
Administrator or designee will: 

(1) Submit weekly reports to the 
following, informing them of the past 
week’s disaster declaration/ 
designation/authorization actions taken 
by FmHA. If no actions are taken in any 
particular week negative reports will be 
made: 

(i) The Secretary of Agriculture or the 
Secretary’s designee; 
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(ii) The Director of the FmHA Finance 
Office; 

(iii) The FEMA; 

(iv) The SB A Central Office; 

(v) The ASCS National Office; 

(vi) The FCIC National Office; 

(vii) The OMB; 

(viii) The National Oceanic and 
Atmospheric Administration; and 

(ix) The Office of Governmental and 
Public Affairs. 

(2) The weekly reports will contain 
the following information: 

(i) The date of the declaration, 
designation, or authorization; 

(ii) The name(s) of the county(ies) 
determined eligible for the EM loan 
program; 

(iii) The nature of the damages and 
losses; and 

(iv) The termination date for accepting 
EM loan applications. 

(b) By the State Director. * * * 

(3) Contact the FCIC Field Operations 
Office Director to review the 
Memorandum of Understanding 
between FCIC and FmHA, Exhibit A of 
Subpart N of Part 2000 of this Chapter (a 
copy of which is available in any FmHA 
office), and arrive at a mutual 
understanding as to how FCIC 
Indemnity payments are to be handled 
in conjunction with the processing of 
EM actual loss loans so that duplication 
of benefits for the same losses are not 
received by disaster victims; 
***** 

7. As proposed, paragraphs (b), (c), 
and (d) of § 1945.27 are revised to read 
as follows: 

§ 1945.27 Relationship between FCIC and 
FmHA 

* * * * 

(b) Annual meeting with FCIC. FmHA 
State Directors will meet with FCIC 
Field Operations Office Directors at 
least once each year to review the 
Memorandum of Understanding and 
rededicate their efforts and those of 
their respective Agency employees to 
comply with the agreements contained 
in the Memorandum of Understanding. 

(c) Contact after EM actual loss loans 
are made available. After each disaster 
when EM loans are made available, 

State Directors are required to promptly 
contact the FCIC Field Operations 
Office Director to review the 
Memorandum of Understanding and 
agree on how each agency will fulfill its 
responsibilities in dealing with the 
disaster situation. 

(d) Notification of County Offices. 

State Directors will provide instructions 


for actions to be taken by County 
Supervisors in maintaining a good 
working relationship with FCIC 
Insurance Representatives. 

8. As proposed. § 1945.31 is revised to 

read as follows: ' 

§ 1945.31 FmHA Emergency Loan 
Assessment Teams (ELAT). 

The State Director will deploy ELATs 
on a continuing basis to the designated 
areas to monitor EM loan processing 
activities, in order to minimize loan 
errors, especially in loss calculations 
and eligibility determinations. Such 
teams will be composed of State Office 
Farmer Programs staff members, District 
Directors or Assistant District Directors, 
Office Management Assistants, and 
auditors from the Office of Inspector 
General, if they desire to participate. 

The team leader will keep the State 
Director informed by telephone and by 
submission of weekly written reports, 
setting forth the problems discovered 
and the corrective actions taken or to be 
taken. The State Director will keep all 
County and District offices in the 
designated area of the State informed of 
the common problems found by the team 
and require appropriate corrective 
action to be taken by the County offices. 
Such actions will be monitored by the 
District Director and reported to the 
State Director when corrective measures 
have been completed. State Directors 
will monitor the handling of this quality 
control measure and will forward a copy 
of the ELAT team leader's report to the 
Administrator, attention EM Loan 
Division. 

9. As proposed. § 1945.35 is amended 
by adding paragraph (e) to read as 
follows: 

§ 1945.35 Special EM loan training. 

* * * • • 

(e) Funding. Travel for the two-day 
session required in paragraph (b) of this 
section may be funded from a special 
purpose account with advance approval 
from the Budget Division. The following 
information must be provided to the 
Budget Division when a request is made 
for these additional travel funds: 

(1) Number of sessions. 

(2) Categories, by number, of 
personnel attending each session. 

(3) Estimated cost per session. 

(7 U.S.C. 1989: 7 CFR 2.23; 7 CFR 2.70) 

Dated: August 8,1982. 

Charles W. Shuman, 

Administrator. 

|FR Doc. 82-24679 Filed 9-7-82; 8:46 an) 
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DEPARTMENT OF THE INTERIOR 

Office of Surface Mining Reclamation 
and Enforcement 

30 CFR Part 917 

Public Comment and Opportunity for 
Public Hearing on Modified Portions of 
the Kentucky Permanent Regulatory 
Program 

agency: Office of Surface Mining 
Reclamation and Enforcement (OSM), 
Interior. 

action: Proposed rule. 


summary: OSM is announcing 
procedures for the public comment 
period and for public hearing on the 
substantive adequacy of certain 
program amendments submitted by the 
State of Kentucky as modifications to 
the Kentucky Permanent Regulatory 
program (hereinafter referred to as the 
Kentucky program) under the Office of 
Surface Mining Reclamation Act of 1977 
(SMCRA). These amendments are 
submitted to satisfy conditions (l) and 
(k) imposed by the Secretary of the 
Interior on the approval of the Kentucky 
program. 

This notice sets forth the times and 
locations that the Kentucky program and 
proposed amendments are available for 
public inspection, the comment period 
during which interested persons may 
submit written comments on the 
proposed program elements, and the 
procedures that will be followed 
regarding the public hearing. 

dates: Written comments must be 
received on or before 4:00 p.m., October 
8.1982, to be considered. A public 
hearing on the proposed modifications 
will be held on request only, on 
September 22,1982 from 7:00 p.m. to 9:00 
p.m., or until all comments have been 
heard. 

Any person interested in making an 
oral or written presentation at the 
hearing should contact W. H. Tipton at 
the address and phone number listed 
below by the close of business three 
working days before the date of the 
hearing, if no one has contacted Mr. 
Tipton to express an interest in 
participating in the hearing by that date, 
the hearing will not be held. If only one 
person has so contacted Mr. Tipton, a 
public meeting, rather than a public 
hearing, may be held and the results of 
the meeting included in the 
Administrative Record. 

addresses: Written comments should 
be mailed on hand delivered to: W. H. 
Tipton, Director, Kentucky State Office, 
Office of Surface Mining, 340 Legion 
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Drive, Suite 28, Lexington, Kentucky 
40504. 

A public hearing will be held at the 
Harley Hotel, 2143 North Broadway, 
Lexington, Kentucky, 40505. 

Copies of the Kentucky program, the 
proposed modifications to the program, 
a listing of any scheduled public 
meetings and all written comments 
received in response to this notice will 
be available for review at the OSM 
Kentucky State Office and the Office of 
the State regulatory authority listed 
below, Monday through Friday, 8:00 a.m. 
to 4:00 p.m. excluding holidays. 

Kentucky State Office, Office of Surface 
Mining. 340 Legion Drive, Suite 28, 
Lexington, Kentucky 40504. 

Bureau of Surface Mining, Reclamation 
and Enforcement, Capitol Plaza 
Tower, Third Floor, Frankfort, 
Kentucky 40601 

FOR FURTHER INFORMATION CONTACT: 

W. H. Tipton, Director, Kentucky State 
Office, 340 Legion Drive, Suite 28, 
Lexington, Kentucky 40504, Telephone: 
(606) 233-7320. 

SUPPLEMENTARY INFORMATION: On 

December 30,.1981, Kentucky 
resubmitted its proposed regulatory 
program to OSM. On April 13,1982, 
following a review of the proposed 
program as outlined in 30 CFR Part 732, 
the Secretary approved the program 
subject to the correction of twelve minor 
deficiencies. The approval was effective 
upon publication of the notice of 
conditional approval in the May 18, 

1982, Federal Register (47 FR 21404- 
21435). 

Information pertinent to the general 
background, revisions, modifications, 
and amendments to the proposed 
permanent program submission, as well 
as the Secretary’s findings, the 
disposition of comments and a detailed 
explanation of the conditions of approval 
of the Kentucky program can be found in 
the May 18,1982, Federal Register notice 
(47 FR 21404-21435). 

Deficiencies (1) and (k) of the 
Kentucky program for which the 
Secretary required correction as 
conditions of approval were as follows: 

(1) Kentucky did not have a plan 
which includes: (1) A process for prompt 
completeness determinations of permit 
applications from existing operators 
who expect to continue mining past the 
eighth month of primacy; (2) assurances 
that operators who have not submitted 
complete applications by eight months 
after primacy will be immediately 
advised that they may not continue 
mining until being issued an approved 


permit, and (3) a policy that permit 
applications for new areas will not be 
given priority for processing over those 
from existing operations which are 
continuing to mine under the interim 
program when such existing mine 
applications are one year old or older. 

(k) Kentucky did not have a policy 
statement establishing standards no less 
effective than those at 43 CFR 4.1294 for 
the award of costs and expenses in 
administrative proceedings. 

Submission of Material To Satisfy 
Conditions 

In accepting the Secretary’s approval, 
Kentucky agree to correct deficiencies 
(1) and (k) by July 31.1982. Kentucky 
submitted material to OSM to correct 
these deficiencies as follows: 

(l) The State has revised "Kentucky’s 
Plan for transition to primacy,” dated 
Febrrary 17,1982, by: (1) Providing a 
scheme for completeness determinations 
of permit applications; (2) describing 
how operators who have not submitted 
complete applications by eight months 
after primacy will be advised that they 
may not continue mining until being 
issued an approved permit; and (3) 
including a priority list for review of 
permanent program permit applications. 
Kentucky submitted this material on July 
27,1982. 

(k) Kentucky submitted a policy 
memorandum on July 30, effective on 
that date, which adopts criteria for the 
award of costs and expenses on 
administrative hearings as follows: 

Appropriate costs and expenses 
including attorneys fees may be 
awarded as follows: 

(a) To any person from the permittee, 
if the person initiates any administrative 
proceedings reviewing enforcement 
actions, upon a finding that, on or after 
May 18,1982, a notice of noncompliance 
or order for cessation was issued for 
violation of KRS Chapter 350 Title 405, 
or permit conditions or that an imminent 
hazard existed, or to any person who 
participates in an enforcement 
proceeding where such a finding is 
made, if the hearing officer finds and the 
Secretary concurs that the person made 
a substantial contribution to the full and 
fair determination of the issues; or 

(b) To any person other than a 
permittee or his representative from the 
Cabinet, if the person initiates or 
participates in any proceeding under 
KRS Chapter 350 upon a finding that the 
person made a substantial contribution 
to a full and fair determination of the 
issues. 

(c) To a permittee from the Cabinet 


when the permittee demonstrates that 
the Cabinet issued an order of cessation, 
a notice of noncompliance or an order to 
8how cause why a permit should not be 
suspended or revoked, in bad faith and 
for the purpose of harassing or 
embarrassing the permittee; or 

(d) To a permittee from any person 
where the permittee demonstrates that 
the person initiated a proceeding under 
405 KAR 7:090 or participated in such a 
proceeding in bad faith and for the 
purpose of harassing or embarrassing 
the permittee. 

(e) To the Cabinet where it 
demonstrates that any person applied 
for review pursuant to 405 KAR 7:090 or 
that any party participated in such a 
proceeding in bad faith and for the 
purpose of harassing or embarrassing the 
Cabinet or the Commonwealth. 

The Secretary seeks public comment 
on whether the material submitted 
corrects the deficiencies for these 2 
conditions. If the program amendments 
are approved, condition (1) in 30 CFR 
917.11 will be removed. Kentucky is still 
required to submit regulations by 
October 31,1983, to fully satisfy 
condition (k). 

Additional Information 

Pursuant to Section 702(d) of SMCRA, 
30 U.S.C. 1292(d), no Environmental 
Impact Statement need be prepared on 
this proposed rule. On August 28,1981, 
the Office of Management and Budget 
(OMB) granted OSM exemption from 
Sections 3, 4, 6 and 8 of Executive Order 
12291 for all actions taken to approve or 
conditionally approve State regulatory 
programs, actions or amendments. 
Therefore, these proposed program 
amendments are exempt from the 
preparation of a Regulatory Impact 
Analysis and regulatory review by 
OMB. 

Pursuant to the Regulatory Flexibility 
Act, Pub. L 96-354,1 certify that this 
rule will not have a significant economic 
impact on a substantial number of small 
entities. 

List of Subjects in 30 CFR Part 917 

Coal mining. Intergovernmental 
relations. Surface mining. Underground 
mining. 

Dated: September 1,1982. 

J. Steven Griles, 

Deputy Director, Office of Surface Mining. 

(FR Doc- 82-24647 Filed 6-7-82: 8:45 am) 

BM.UNQ CODE 4310-05-* 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 162 

[OPP-250022C; PH-FRL 2194-7) 

Closed System Packaging 
Standardization of Containers and 
Closures; Proposed Industry Plan 

agency: Environmental Protection 
Agency (EPA). 

ACTION: Proposed rule related notice. 

summary: The concept of 
standardization in packaging of 
agricultural pesticides has been 
advanced as a means of promoting safer 
transfer of these materials. EPA is 
publishing for comment an industry 
proposal for closure standards for liquid 
agricultural pesticide containers. If 
comments received generally favor this 
approach. EPA will support this 
proposal as a non-regulatory alternative 
to EPA regulation of packaging used for 
pesticides restricted to closed systems. 
address: Written comments should be 
submitted to: Document Control Officer 
(TS-793), Office of Pesticides and Toxic 
Substances, Environmental Protection 
Agency, Rm. E-409, 401 M St. SW„ 
Washington, D.C. 20406. 

Comments should bear the identifying 
notation OPP 250022C. 
date: Comments should be received on 
or before November 8,1982. 

FOR FURTHER INFORMATION CONTACT: 
William W. Jacobs. Registration 
Division (TS-767-C). Office of Pesticide 
Programs, Environmental Protection 
Agency, Room 213, CM#2,1921 
Jefferson Davis Highway, Arlington, VA. 
22202, (703-557-2783). 

SUPPLEMENTARY INFORMATION: On 
September 20,1979, EPA issued in the 
Federal Register (44 FR 54508) an 
Advance Notice of Proposed 
Rulemaking (ANPR) for Closed Systems 
Packaging under the authority of section 
25(c)(3) of the Federal Insecticide. 
Fungicide, and Rodenticide Act (FIFRA), 
as amended (Pub. L. 95-396, 92 Stat. 819; 
7 U.S.C. 136 et seq.). This notice stated 
that if closed systems are to be effective 
in minimizing exposure to pesticides 
during transfer and mixing operations, 
pesticide packaging must be compatible 
with closed system equipment. The 
notice stated that the Agency was 
considering issuing a rule to standardize 
packaging used for pesticides restricted 
to closed systems. Among other issues, 
the Agency asked respondents to the 
ANPR to address the question of the 
necessity for regulation in this area, 
specifically mentioning the possibility of 


"an effective non-rcgulatory 
alternative." 

Although the Agency received no 
comprehensive non-regulatory 
alternative proposals during the 
comment period, EPA did receive many 
comments regarding the other issues 
raised in the notice. These comments 
came from pesticide producers, 
packaging and closed systems . 
manufacturers, state departments of 
food and agriculture, user groups, and 
national and state agricultural 
applicator associations. In its comments, 
the National Agricultural Chemicals 
Association (NACA) stated that any 
problems associated with packaging and 
closed systems could be corrected 
voluntarily by the affected industries. 

EPA then began studying the closed 
system packaging problem in detail. A 
questionnaire completed by pesticide 
user groups and closed system 
manufacturers indicated that certain 
containers in common use were 
generally considered to be easy to use 
and compatible with closed system 
equipment. Since compliance costs 
would be lessened if the amount of 
change-over in packaging required was 
limited, these containers formed the 
basis for the draft rule. Certain other 
commonly used containers were added 
to reduce chemical incompatibility 
problems. 

In the Spring of 1981, NACA 
expressed interest in pursuing a 
voluntary closure standardization 
scheme for liquid agricultural pesticides. 
EPA provided NACA with an outline of 
the Agency’s scheme and the pesticide 
users’ survey on which it was based. 
NACA in turn polled its members 
regarding the desirability and possible 
content of an industry-based voluntary 
standard. 

On January 11,1982, NACA submitted 
to the Agency its proposal for voluntary 
closure standardization. NACA has 
proposed these voluntary standards for 
the purpose of promoting safer handling 
of pesticides. The major features of the 
proposal are: (1) Standardization of 
pesticide container and closure 
combinations currently in common use; 
(2) application of the standards to 
virtually all liquid agricultural pesticides 
(any EPA rulemaking would apply only 
to pesticides restricted to use in closed 
systems); and (3) reliance upon 
voluntary compliance (as opposed to 
enforcement provisions in rulemaking). 

On the premise that industry- 
developed standards reflect realistic 
and workable goals for pesticide 
producers and that compliance is likely 
to be achieved when standards are 
developed by those who will use them, 


the Agency is issuing the NACA 
proposal for comment in the Federal 
Register so that the widest possible 
audience, including container 
manufacturers, agricultural chemical 
producers, closed systems 
manufacturers and applicators, will be 
able to review and comment. EPA and 
NACA will review the comments. The 
voluntary standard will be revised if 
necessary. 

If comments received generally 
support this approach or one similar to 
it, the Agency would support this type of 
nonregulatory alternative to the 
issuance of a closed system packing 
regulation. If the Agency is able to 
support fully an industry standard, it 
would do so with the understanding that 
the rulemaking process would be 
reactivated if the voluntary standard did 
not prove to be successful. To evaluate 
the success of the voluntary standard 
EPA would monitor industry compliance 
as a part of normal inspection activities. 
The Agency believes that this possibility 
of future regulatory intervention would 
reinforce pesticide producers’ incentive 
to conform with the standard. 
Furthermore, EPA would reserve its 
right to require special packaging for 
individual products or formulations for 
reasons stipulated in FIFRA section 
25(c)(3). The text of the NACA 
transmittal letter and proposal follow: 

In the Federal Register of Thursday, 
September 20,1979, EPA announced it is 
considering promulgating regulations 
regarding the packaging of agricultural 
chemicals used in closed systems. The notice 
stated that the many sizes and types of 
agricultural chemical containers and closures 
require applicators to purchase adapters, 
attachments, and probes to fit each 
combination of container size, closure 6ize, 
and closure style. 

In response to the request for comments, 
NACA, on November 19,1979, submitted 
initial comments. In comment number 11, it 
was suggested that in the event that data 
should indicate that excessive exposure does 
exist with regard to interface problems 
between agricultural chemical containers and 
closed systems that industry would 
voluntarily correct the situation as 
expeditiously as possible. It was suggested 
that this could be accomplished through 
cooperative efforts between container 
manufacturers, agricultural chemical 
producers, closed system manufacturers, and 
applicators to define and implement 
appropriate corrective actions. 

NACA considered that an initial step 
would be to identify the closure sizes and 
styles which currently are being used to any 
substantial extent by the agricultural 
chemical producers. The Good Environmental 
and Operation Practices Committee of NACA 
prepared a list of the containers, closure sizes 
and styles which it considers currently are 
being used to any substantial extent by the 
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agricultural chemical producers. The closure 
sizes and styles described on the attached 
table are the ones which the Committee 
identified as the ones that currently are in 
use to any substantial extent. The Committee 
recognized that there may be closures of a 
different size or style than those listed in the 
table which may be used in specialized 
circumstances. 

NACA distributed this table to its members 
and. by a questionnaire solicited the views of 
the members on whether standardization of 
closure sizes and styles in accordance with 


this table would be desirable. The response 
indicated the view that such standardization 
would be desirable and. that with a few 
exceptions, would present no problems to 
agricultural chemical producers. 

As was suggested in NACA’s initial 
comments, standardization of closure sizes 
and styles should be accomplished through 
cooperative efforts between container 
manufacturers, agricultural chemical 
producers, closed systems manufacturers and 
applicators. NACA does not have the 
facilities to communicate with each of these 


groups. It is suggested that such 
communication could be better accomplished 
through the publication by EPA of NACA’s 
recommendations and the solicitation of 
comments by representatives of these groups. 
NACA anticipates that the responsive 
comments will indicate that the closure sizes 
and styles set forth in the accompanying 
table will be adopted by the various 
interested groups as a voluntary standard. 

BILLING CODE 6560-50-41 
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All interested persons are invited to 
comment. Comments should bear the 
identifying notation OPP 250022C. The 
administrative record supporting this 
action is available for public inspection 
in Rm. E-107. 401 M St.. SW., 
Washington, D.C.. from 8 a.m. to 4 p.m.. 
Monday through Friday, except legal 
holidays. 

List of Subjects in 40 CFR Part 162 

Intergovernmental relations, Labeling, 
Packaging and containers, Pesticides 
and pests. Administrative practice and 
procedure. 

Dated: August 13.1982. 

Don R. Clay, 

Acting Assistant Administrator for Pesticides 
and Toxic Substances . 

[FR Doc 82-24250 Filed ft-7-82; 8:45 am) 

BILLING CODE 6S60-50-M 


40 CFR Part 180 
[PH-FRL 2201-6; OPP-3000651 

Mixed Phytosterols; Proposed 
Exemptions From the Requirement of 
a Tolerance 

agency: Environmental Protection 
Agency (EPA). 
action: Proposed rule. 

summary: This notice proposes that 
mixed phytosterols, derived from edible 
vegetables oils, be exempted from the 
requirement of a tolerance when used as 
inert ingredient in pesticide 
formulations. This proposed regulation 
was requested by the Henkel Corp. 
date: Written comments must be 
received on or before Octorer 8.1982. 
address: Written comments to: Process 
Coordination Branch (TS-767C), 
Registration Division, Office of Pesticide 
Programs, Environmental Protection 
Agency. Rm. 716D. CM#2,1921 Jefferson 
Davis Highway. Arlington, VA 22202. 

FOR FURTHER INFORMATION CONTACT: 
Peter Gray (703-557-7700) at the above 
address. 

SUPPLEMENTARY INFORMATION: At the 

request of the Henkel Corp., the 
Administrator proposes to amend 40 
CFR 180.1001(d) by establishing an 
exemption from the requirement of a 
tolerance for mixed phytosterols 
(consisting of campesterol, sitosterol, 
and stigmasterol, with minor amounts of 
associated plant sterols) derived from 
edible vegetables oils. 

Inert ingredients are all ingredients 
which are not active ingredients as 
defined in 40 CFR 162.3(c). and include, 
but are not limited to, the following 
types of ingredients (except when they 
nave a pesticidal efficacy of their own): 
solvents such as water; baits such as 


sugar, starches, and meat scraps; dust 
carriers such as talc and clay; fillers; 
wetting and spreading agents; 
propellants in aerosol dispensers; and 
emulsifiers. The terms inert is not 
intended to imply nontoxicity; the 
ingredient may or may not be 
chemically active. 

Preambles to proposed rulemaking 
documents of this nature include the 
common or chemical name of the 
substance under consideration, the 
name and address of the firm making 
the request for the exemption, and 
toxicological and other scientific basis 
used in arriving at a conclusion of safety 
in support of the exemption. 

Name of inert ingredient: Mixed 
phytosterols (consisting of campesterol, 
sitosterol, and stigmasterol, with minor 
amounts of associated plant sterols) 
derived from edible vegetables oils. 

Nome and address of requestor. 
Henkel Corp., 2010 East Hennepin Ave., 
Minneapolis, MN 55413. 

Basis for approval: 

1. These sterols are present in a 
number of edible vegetable oils 
produced for human consumption, and 
thus are human dietary components. 


Edible oil 

Mixed phytosterols 
(maximum ppm) 

Com oil... 

10,000 ppm. 

3.100 ppm (pomaniy srtos- 
terol) 

3.100 ppm. 

9 SOO ppm 

Cottonseed oH.„ 

Olive o*. 

Peanut oil. 

Sesame on. 

5.500 ppm 

Soybean oi. 

3.800 ppm (mostly Campes- 
terot/sugmaslerol) 



2. Com oil, cottonseed oil, and 
soybean oil are cleared under 
180.1001(c). post- and pre-harvest 
application as solvents, with no use 
restrictions. 

Based on the above information, and 
review of its use, it has been found that, 
when used in accordance with good 
agricultural practices, this ingredient is 
useful and does not pose a hazard to 
humans or the environment. It is 
concluded, therefore, that the proposed 
amendment to 40 CFR Part 180 will 
protect the public health, and it is 
proposed that the regulation be 
established as set forth below. 

Any person who has registered or 
submitted an application for registration 
of a pesticide, under the Federal 
Insecticide, Fungicide, and Rodenticide 
Act (FIFRA) as amended, which 
contains this inert ingredient, may 
request on or before October 8,1982 that 
this rulemaking proposal be refered to 
an Advisory Committee in accordance 
with section 408(e) of the Federal Food. 
Drug, and Cosmetic Act. 

Interested persons are invited to 
submit written comments on the 


proposed regulation. Comments must 
bear a notation indicating both the 
subject and the petition and document 
. control number, “[OPP-300065]". All 
written comments filed in response to 
this notice of proposed rulemaking will 
be available for public inspection in the 
Process Coordination Branch at the 
address given above from 8:00 a.m. to 
4:00 p.m., Monday through Friday, 
except legal holidays. 

The Office of Management and Budget 
has exempted this rule from the 
requirements of section 3 of Executive 
Order 12291. 

Pursuant to the requirements of the 
Regulatory Flexibility Act (Pub. L 96- 
534. 94 Stat. 1164, 5 U.S.C. 601-612), the 
Administrator has determined that 
regulations establishing new tolerances 
or raising tolerance levels or 
establishing exemptions from tolerance 
requirements do not have a significant 
economic impact on a substantial 
number of small entities. A certification 
statement to this effect was published in 
the Federal Register of May 4,1981 (46 
FR 24950). 

(Sec. 408 (e). 68 Stat. 514 (21 U.S.C. 346a(e))). 

List of Subjects in 40 CFR Part 180 

Administrative practice and 
procedure, Agricultural commodities, 
Pesticides and pests. 

Dated: August 24,1982. 

Douglas D. Carapt, 

Director. Registration Division , Office of 
Pesticide Programs. 

PART 180—TOLERANCES AND 
EXEMPTIONS FROM TOLERANCES 
FOR PESTICIDE CHEMICALS IN OR ON 
RAW AGRICULTURAL COMMODITIES 

Therefore, it is proposed that 40 CFR 
180.1001(d) be amended by adding and 
alphabetically inserting the inert 
ingredient mixed phytosterols to read as 
follows: 

§ 180.1001 

Exemptions from the requirement of a 


tolerance. 

* * • * * 

(d) * * ♦ 

•non ingredients Urnrts Use* 

• • • • • 

Mixed phytosterols _„_Surtacant 


(consisting of 
campesterol. sitosterol, 
and stigmasterol. with 
mmor amounts of 
assoctatod plant 
sterols) derived from 
edible vegetable oils. 


[FR Doc 82-24353 Filed 9-7-82; 8:45 am) 

BILUNG CODE 6S60-50-M 
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40 CFR Part 180 
I OPP-300064; PH-FRL 2202-8 J 

Poly(Oxyethylene) Adducts of Mixed 
Phytosterols; Proposed Exemptions 
From the Requirement of a Tolerance 

agency: Environmental Protection 
Agency (EPA). 
action: Proposed rule. 

summary: This notice proposes that 
poly(oxyethylene) (POE) adducts of 
mixed phytosterols be exempted from 
the requirement of a tolerance when 
used as an inert ingredient in pesticide 
formulations. This proposed regulation 
was requested by Henkel Corp. 
date: Written comments must be 
received on or before October 8,1982. 
address: Written comments to: Process 
Coordination Branch (TS-767C), 
Registration Division, Office of Pesticide 
Programs, Environmental Protection 
Agency, Rm. 716D. CM#2,1921 Jefferson 
Davis Highway. Arlington, VA 22202. 
FOR FURTHER INFORMATION CONTACT: 
Peter Gray (703-557-7700) at the above 
address. 

SUPPLEMENTARY INFORMATION: At the 

request of the Henkel Corp., the 
Administrator proposes to amend 40 
CFR 180.1001(d) by establishing an 
exemption from the requirement of a 
tolerance for poly(oxyethylene) adducts 
of mixed phytosterols (such sterols to 
consist of campesterol, stigmasterol, and 
sitosterol with minor amounts of 
associated plant sterols) derjved from 
edible vegetable oils; polyoxyethylene 
content averaging 5-26 moles. 

Inert ingredients are all ingredients 
which are not active ingredients as 
defined in 40 CFR 162.3(c), and include, 
but are not limited to, the following 
types of ingredients (except when they 
have a pesticidal efficacy of their own): 
solvents such as water, baits such as 
sugar, starches, and meat scraps; dust 
carriers such as talc and clay fillers; 
wetting and spreading agents; 
propellants in aerosol dispensers; and 
emulsifiers. The term inert is not 
intended to imply nontoxicity; the 
ingredient may or may not be 
chemically active. 

Preambles to proposed rulemaking 
documents of this nature include the 
common or chemical name of the 
substance under consideration, the 
name and address of the firm making 


the request for the exemption, and 
toxicological and other scientific basis 
used in arriving at a conclusion of safety 
in support of the exemption. 

Name of inert ingredient: 
Poly(oxyethylene) adducts of mixed 
phytosterols (such sterols to consist of 
campesterol, stigmasterol, and sitosterol 
with minor amounts of associated plant 
sterols) derived from edible vegetable 
oils; polyoxyethylene content averaging 
5-26 moles. 

Name and address of requestor: 
Henkel Corp., 2010 East Hennepin Ave., 
Minneapolis, MN 55413. 

Basis for approval: 

1. Safety is inferred from the 
numerous direct food additive 
clearances of POE adducts of edible 
oils, fats and sugars, or combinations; 
e.g.; 

(a) 21 CFR 172.820—polyethylene 
glycol, MW 200—9,500 (with a Standard 
of Identity). 

(b) 21 CFR 172.834—Ethoxylated 
mono-and diglycerides (with Use and 
Identity Standards). 

(c) 21 CFR 172.836/842—Polysotbate 
series of edible surfactants; i.e. 
polyethylene ethers of mixed fatty acid 
esters of sorbitol anhydrides (with a 
Standard of Identity). 

2. Castor Oil, polyoxyethylated, with a 
POE content of 20 moles is cleared 
under § 180.1001(d). 

3. Metabolism of the aliphatic 
polyoxyesters in mammals proceed via 
enzymatic hydrolysis of the ester bond 
in the gastro intestinal tract, with fatty 
acids entering into the general lipid 
pool. The polyoxyethylene is absorbed 
across the gut in a ratio that is inverse to 
the chain length; .the absorbed portion 
apparently is easily metabolised by 
existing pathways since the bulk of Re¬ 
labeled material appears in the urine 
fairly rapidly. This metabolic pathway is 
expected to apply in this instance. 

Based on the above information, and 
review of its use, it has been found that, 
when used in accordance with good 
agricultural practices, this ingredient is 
useful and does not pose a hazard to 
humans or the environment. It is 
concluded, therefore, that the proposed 
amendment to 40 CFR Part 180 will 
protect the public health, and it is 
proposed that the regulation be 
established as set forth below. 

Any person who has registered or 
submitted an application for registration 
of a pesticide, under the Federal 


Insecticide, Fungicide, and Rodenticide 
Act (FIFRA) as amended, which 
contains this inert ingredient, may 
request on or before October 8,1982 that 
this rulemaking proposal be referred,to 
an Advisory Committee in accordance 
with section 408(e) of the Federal Food. 
Drug, and Cosmetic Act. 

Interested persons are invited to 
submit written comments on the 
proposed regulation. Comments must 
bear a notation indicating both the 
subject and the petition and document 
control number, “[OPP-300064]". All 
written comments Filed in response to 
this notice of proposed rulemaking will 
be available for public inspection in the 
Process Coordination Branch at the 
address given above from 8:00 a.m. to 
4:00 p.m., Monday through Friday, 
except legal holidays. 

The Office of Management and Budget 
has exempted this rule from the 
requirements of section 3 of Executive 
Order 12291. 

Pursuant to the requirements of the 
Regulatory Flexibility Act (Fhib. L. 96- 
534, 94 Stat. 1164, 5 U.S.C. 601-612), the 
Administrator has determined that 
regulations establishing new tolerances 
or raising tolerance levels or 
establishing exemptions from tolerance 
requirements do not have a significant 
economic impact on a substantial 
number of small entities. A certification 
statement to this effect was published in 
the Federal Register of May 4,1981 (46 
FR 24950). 

(Sec. 408(e), 68 Stat. 514 (21 U.S.C. 346a(e))) 

List of Subjects in 40 CFR Part 180 

Administrative practice and 
procedure. Agricultural commodities, 
Pesticides and pests. 

Dated: August 26,1982. 

Robert Brown, 

Acting Director ; Registration Division, Office 
of Pesticide Programs. 

PART 180—TOLERANCES AND 
EXEMPTIONS FROM TOLERANCES 
FOR PESTICIDE CHEMICALS IN OR ON 
RAW AGRICULTURAL COMMODITIES 

Therefore, it is proposed that 40 CFR 
180.1001(d) be amended by adding and 
alphabetically inserting 
poly(oxyethylene) adducts of mixed 
phytosterols to read as follows: 
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§180.1001 Exemptions from the 
requirement of a tolerance. 

• * * * * 


(d) * * • 


Inert ingredients Limits Uses 


• • 

Poly (oxyethytene) adducts 
0 < mixed prtytosterots 
(such sterols to consist 
of campesterol, sogmas- 
teroi and sitosterol with 
minor amounts of assoo 
aied plant sterols) de¬ 
rived from edible vegeta¬ 
ble oils; polyoxyethylene 
content averaging 5-26 
moles. 


Surfactant related 
adjuvants. 


|FR Due. 82!-24fi54 Filrrd 9-7SZ, *45 am) 

eiLLING CODE 6560-50-M 
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Notices 


Federal Register 
Vol. 47. No. 174 
Wednesday. September 8. 1982 


This section of the FEDERAL REGISTER 
contains documents other than rules or 
proposed rules that are applicable to -the 
public. Notices of hearings and 
investigations, committee meetings, agency 
decisions and rulings, delegations of 
authority, filing of petitions and 
applications and agency statements of 
organization and functions are examples 
of documents appearing in this section. 


DEPARTMENT OF AGRICULTURE 
Forest Service 

Challis National Forest Grazing 
Advisory Board; Meeting 

The Challis National Forest Advisory 
Board will meet at 1:00 p.m., MDT, on 
October 15,1982 at the Challis National 
Forest Supervisor's Office, Challis, 
Idaho. The purpose of this meeting is to 
discuss, and receive advice and 
recommendations for, the utilization of 
range betterment funds, and 
development of allotment management 
plans for FY’s 83 and 85. 

The meeting will be open to the 
public. Persons who wish to attend 
should notify Ralph Jenkins at the 
Challis National Forest, Supervisor’s 
Office, Challis, Idaho, 208/879-2285. 
Written statements may be filed with 
the committee before or after the 
meeting. 

Dated: August30,1981. 

William R. Paddock, 

Acting Forest Supervisor . 

|FR Doc 82-24647 Piled 8-7-82; 8:45 am] 

BILUNG CODE 3410-11-M 


Southwestern Region, North Kaibab 
Grazing Advisory Board; Meeting 

August 31.1982. 

The North Kaibab Grazing Advisory 
Board will meet at 1 p.m., Tuesday, 
October 5,1982, at the Coconino County 
Building, Fredonia, Arizona. 

The purpose of this meeting is: 

1. Election of Officers 

2. Review & Adoption of By-Laws 

3. Utilization of Range Betterment Funds 

4. Allotment Management Planning 

5. Short Duration Grazing 

6. Review Forest Action on Board 
Recommendations 

The meeting will be open to the 
public. Persons who wish to attend 
should notify: Forest Supervisor, Kaibab 


National Forest, 800 South 6th Streeet, 
Williams. Arizona 86046, Telephone: 
(602) 635-2681. 

Those attending may express their 
views when recognized by the chairman. 

Dated: August 31,1982. 

Leonard A. Lindquist, 

Forest Supervisor. 

JFR doc. 82-24561 Filed 9-7-82; 8:45 am) 

BILLING CODE 3410-11-M 


Office of Director for Science and 
Education 

National Agricultural Research and 
Extension Users Advisory Board 
Notice of Meeting 

According to the Federal Advisory 
Committee Act of October 6,1972, (Pub. 
L 92-463. 86 Stat. 770-776) Science and 
Education announces the following 
meeting: 

Name: National Agricultural Research and 
Extension Users Advisory Board. 

Date: September 27-29,1982 
Time 

8:00 a.m.-12:00 noon. September 27,1982 
3:00 p.m.-6:00 p.m., September 28,1982 
8:00 a.m.-5:00 p.m., September 29,1982 
Place: 

September 27—History Village Inn and 
Conference Center, Athens, GA. 
September 28-29—Hyatt Regency, Atlanta, 
GA. 

Type of Meeting: Open to the public. Persons 
may participate in the meeting as time and 
space permit. 

Comments: The public may file written 
comments before or after the meeting with 
the contract person below. 

Purpose: The Board will be reviewing and 
discussing agricultural research and 
extension program, policies, and priorities. 
Contact person for agenda and more 
information: Barbara L Fontana. Executive 
Secretary. National Agricultural Research 
and Extension User Advisory Board; Room 
351-A Administration Building, U.S. 
Department of Agriculture; Washington, 
D.C. 20250; telephone 202-447-3684. 

Done at Washington. D.C., this 23d day of 
August 1982. 

John G. Stovall, 

Executive Director. National Agricultural 
Research and Extension Users Advisory 
Board 

[FR Doc 82-24643 Piled 9-7-82; 8:45 am] 

BILUNG CODE 3410-03-M 


COMMISSION ON CIVIL RIGHTS 

Illinois Advisory Committee; Cancelled 
Meeting 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a meeting of the Illinois Advisory 
Committee to the Commission originally 
scheduled for September 10.1982, at 
Chicago, Illinois, (FR Doc. 82-22797 on 
page 36467) has been canceled. 

Dated at Washington, D.C., September 1, 
1982. 

John I. Binkley, 

Advisory Committee Management Officer. 

|FR Doc 82-24831 Filed 9-7-82; 8:45 am] 

BILLING CODE 6338-01-M 


DEPARTMENT OF COMMERCE 

Economic Development 
Administration 

Redesignation and Membership 
Change of SES Performance Review/ 
Executive Resources Board 

action: Notice. 

The purpose of this notice is to 
document the designation of members 
on the Executive Resources Performance 
Review Board (ERPRB). These 
appointments are effective immediately. 
The purpose of the Board is to review 
performance agreements, performance 
• appraisals and ratings, 
recommendations for certain personnel 
actions and other related materials, and 
to make appropriate recommendations 
to EDA’s SES appointing authority 
concerning such matters in a manner 
that will assure fair and equitable 
treatment of senior executives and the 
organizations of which they are 
members. No change is made to the 
function of the Board. 

New Members 

Lyle Ryter, Deputy Assistant Secretary 
for Trade Adjustment Assistance, 
International Trade Administration, 
Washington, D.C. Term expires: 
January 15,1986 

Edward G. Jeep, Director, Chicago 
Regional Office, Chicago, Illinois. 

Term expires: January 15,1986 
John Corrigan, Deputy Assistant 
Secretary for Operations, Washington, 
D.C. Term expires: January 15,1984 
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Continuing Members 

Charles S. Warner, Deputy Assistant 
Secretary for Economic Development, 
Washington, D.C. Chair; no expiration 
of term until further notice 
Beverly Milkman, Director, Office of 
Planning, Technical Assistance 
Research and Evaluation, Office of 
Operations, Washington, D.C. Term 
expires: January 15.1985 
Hugh L. Brennan, Director, Office of 
Organization and Management 
Systems, Office of the Secretary, 
Washington, D.C. Term expires: 
January 15.1984 
Ms. Michelle Oppenheimer will 
continue to serve as Executive Sectetary 
to the Board. Other EDA senior 
executives, although not appointed as 
members of the Board, may be asked to 
participate in Board proceedings if a 
quorum of designated members cannot 
be convened. 

Persons desiring further information 
about the ERPRB or its membership may 
contact Ms. Oppenheimer, Personnel 
Officer, Economic Development 
Adminstration, Washington, D.C. 20230, 
telephone 202/377-3203. 

Dated: August 27,1982. 

Carlos C. Campbell, 

Assistant Secretary for Economic 
Development 

[FR Doc. 82-24545 FUed 9-7-82; 8:45 am] 

BKJJNG CODE 2510-24-*! 


International Trade Administration 

Services Subcommittee of the 
President’s Export Council; Open 
Meeting 

agency: International Trade 
Administration, Commerce. 
summary: The President’s Export 
Council was initially established by 
Executive Order 11753 of December 20, 
1973. The Council was reconstituted by 
Executive Order 12131 of May 4,1979, 
and continued by Executive Order 12258 
of December 31,1980. The Council's 
purpose is to advise the President on 
matters relating to United States export 
trade. The Services Subcommittee was 
formed by the Council to study service 
trade issues. 

time a no place: September 22.1962, 
2:00-5:00 p.m. The meeting will take 
place in Room 4830 of the Herbert C. 
Hoover Building. 14th & Constitution 
Ave., NW., Washington. D.C. 20230. 
agenoa: The agenda will include the 
following: 

Opening Remarks 

Presentations by members on progress 
of issue research projects, including 


insurance, services export promotion, 
and maritime issues 
Presentations on other service industry 
issues of current interest 
Discussion of future plans. 
public PARTICIPATION: The meeting will 
be open for public observation and a 
limited number of seats will be 
available. To the extent time permits, 
members of the public may present oral 
statements to the Subcommittee. 

Written statements may be submitted at 
any time before or after the meeting. 

FOR FURTHER INFORMATION OR COPIES 
OF THE MINUTES CONTACT: 

Elisabeth Maatsch. Room 3213, U.S. 
Department of Commerce, 14th & 
Constitution Avenue. NW., Washington, 
DC 20230. Telephone: (202) 377-1125. 

Dated: September 2,1982. 

Henry Mlsisco, 

Acting Director Office of Policy and 
Coordination. 

[FR Doc. 82-24637 Filed 9-7-82; 845 am| 

BILLING CODE 3519-25-*! 


Applications for Duty-Free Entry of 
Scientific Instruments 

The following are notices of the 
receipt of applications for duty-free 
entry of scientific instruments published 
pursuant to Section 6(c) of the 
Educational, Scientific and Cultural 
Materials Importation Act of 1966 (Pub. 
L 89-651; 80 Stat. 897) and the 
regulations issued pursuant thereto (15 
CFR Part 301 as amended by 47 FR 
32517). 

Interested persons may present their 
views with respect to the question of 
whether an instrument or apparatus of 
equivalent scientific value for the 
purposes for which the instrument is 
intended to be used is being 
manufactured in the United States. 

Comments must be filed in 
accordance with Subsections 301.5(a) (3) 
and (4) of the regulations. They are to be 
filed in triplicate with the Director, 
Statutory Import Programs Staff, U.S. 
Department of Commerce, Washington, 
D.C. 20230, on or before September 28, 
1982. 

A copy of each application is on file in 
the Department of Commerce, and may 
be examined between 8:30 A.M. and 5:00 
P.M., Monday through Friday, Room 
2007,14th and Constitution Avenue, 

NW., Washington, D.C. 20230. 

Docket No. 82-00122. Applicant: 
University of California. San Francisco, 
CA 94143, 3rd and Parnassus Avenues. 
Article: Echovar Pulsed Doppler 
Instrument. Type U4 with Accessories. 
Manufacturer: ALVAR Electronic, Inc., 
France. Intended use of article: The 
foreign instrument, will be used to 


. measure changes in blood flow with 
changes in ambient temperature to 
assess response to treatment. 
Application received by Commissioner 
of Customs: February 22,1982. 

Docket No. 82-00267. Applicant: 
Stanford University, 851 Welch Road, 
Stanford CA 94305. Article: Excimer 
Laser TE-861T with Standard Electrodes 
and Model 525 Capacitor and 
Accessories. Manufacturer Lumonics 
Research Limited. Canada. Intended use 
of article: The foreign instrument will be 
used for 2-photon spectroscopy of 
simple atoms. Experiments include 
studies of accelerator produced 
positronuim. Application received by 
Commissioner of Customs: July 14,1982. 

Docket No. 82-00274. Applicant: 
University of Florida, Division of 
Urology, J. Hillis Miller Health Center, 
Box J-247, Room N2-11, Gainesville. FL 
32610. Article: Mark II Electrophoresis 
Apparatus and Accessories. 
Manufacturer: Rank Brothers, United 
Kingdom. Intended use of article: The 
foreign instrument will be used to study 
the electrophoretic behavior of calcium 
oxalate (mono and di-hydrate) in the 
presence of chemical inhibitors to 
calcium nucleation and growth as a 
means of understanding urinary stone 
disease. Application received by 
Commissioner of Customs: July 14,1982. 

Docket No. 82-00275. Applicant: 
University of Southern California, 
University Park, Los Angeles, California 
90007. Article: Micromanipulators with 
Accessories. Manufacturer Narashige 
Scientific Instrument Laboratory, Japan. 
Intended use of article: The foreign 
instrument will be used to study the long 
term control of neurotransmitter release 
at chemical synapses in the myoneural 
function of the sartoius muscle of the 
frog. Specific surgical manipulations will 
be used to cause a permanent increase 
in neuromuscular release at the junction 
which can be measured, with the aid of 
the foreign instrument, by recording the 
junction’s electrical activity. Varying the 
ionic composition of the bathing 
solution, and adding specific drugs 
should reveal the mechanism of the 
increase. Application received by 
Commissioner of Customs: July 16,1982. 

Docket No. 82-00280. Applicant: The 
Bryn Mawr Hospital, Bryn Mawr Ave. 
and Haverford Ave., Bryn Mawr, 
Pennsylvania 19010. Article: Electron 
Microscope, EM-10CA with 45* 
Coniometer. Manufacturer Carl Zeiss, 
Inc., West Germany. Intended use of 
article: The foreign instrument will be 
used to provide high resolution 
microscopic, studies of the smooth 
muscle in the arterial wall to investigate 
the pathogensis of atherosclerosis. 
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Application received by Commissioner 
of Customs: July 16.1982. 

Docket No. 82-00281. Applicant: 
Pennsylvania College of Optometry, 

1200 West Godfrey. Philadelphia, PA 
19141. Article: Interactive TEM- 
Morphometry Drawing Apparatus and 
45® Coniometer. Manufacturer. Carl 
Zeiss. West Germany. Intended use of 
article: The foreign instruments will be 
used to study the structure of ocular 
tissues in normal animals, animals 
which have received biologically 
relevant pertubations, and animals with 
interesting pathologies to gain basic 
information for human ocular pathology 
therapy. Application received by 
Commissioner of Customs: July 16,1982. 

Docket No. 82-00282. Applicant: 
Massachusetts Institute of Technology, 
National Magnet Laboratory. 150 
Albany Street, Cambridge. MA 02139. 
Article: Transform Far Infrared Fourier 
Spectrometer. Manufacturer: SPECAC- 
Analytical Accessories Ltd., United 
Kingdom. Intended use of article: The 
foreign instruments will be used to study 
the infrared and far-ixtfrared properties 
of various semiconductors (silicon, 
germanium, Cd,Mn» ,Se, Cd.mnj,Te, 
Hg^CdiVTe, etc.) with particular 
emphasis on their transmission, 
reflection and photoconductive spectra. 
The optical constants will be measured 
and the effects of various donors and 
acceptors on the infrared and far- 
infrared properties will be studied. The 
instrument will also be used in 
conjunction with courses 8.591 and 
8.592, Special Problems in Solid State 
Physics. Application received by 
Commissioner of Customs: July 19.1982. 

Docket No. 82-00283. Applicant: 
Oregon State University, School of 
Oceanography, Corvallis, Oregon 97331. 
Article: Submersible Acoustic 
Transponder. Manufacturer: Institute of 
Oceanographic Science, United 
Kingdom. Intended use of article: The 
foreign instrument will be used to 
investigate the behavior and 
composition of deep sea sound 
scattering layers off Oregon. The 
organisms which compose the layers are 
primarily fishes, cephalopoda and 
crustaceans. The instrument will be 
used to obtain and transmit information 
about the depth of a net towed through 
the layers as well as local water 
temperature to a receiver aboard a 
research vessel. The instrument also 
acts as a connecting link (receiver) 
which, upon receipt of a signal from the 
vessel, initiates mechanical closing of a 
net. Application received by 
Commissioner of Customs: July 19,1982. 

Docket No. 82-00284. Applicant: 
University of Wisconsin—-Osh. 800 
Algoma Boulevard, Oshkosh, Wisconsin 


54901. Article: VLF Resistivity Meter, 
EM-16, EM-16R and EM-31. 
Manufacturer Geonics Limited, Canada. 
Intended use of article: The foreign 
instrument will be used in two courses 
to improve instruction in the 
geosciences under a National Science 
Foundation grant. The objective of the 
courses is to teach basic geological field 
mapping and geophysical techniques. 

The one semester courses enroll about 
35 students at the junior level of college. 
Application received by Commissioner 
of Customs: July 19,1982. 

Docket No. 82-00286. Applicant: San 
Diego State University Foundation, 5178 
College Avenue, San Diego, CA 92182- 
1900. Article: Excimer Laser, Model TE- 
861S and Accessories. Manufacturer 
Lumonics Inc., Canada. Intended use of 
article: The foreign instrument will be 
used to excite Aitken aerosol particles, 
which are produced from gas 
combustion and combine to form large 
pollution particles. Emissions from 
excited particles will be observed to 
study the formation process of aerosol 
particles and to find a new way to 
prevent pollution. The instrument will 
also be used in a special pollution 
solving course involving students in 
special assigned research projects. 
Application received by Commissioner 
of Customs: July 19,1982. 

Docket No. 82-00287. Applicant: The 
Regents of the University of California. 
Irvine California, Department of 
Chemistry, Irvine, CA 92717. Article: 
Excimer Laser Model TE-861S-2 with 
Type 525 Capacitor. Manufacturer. 
Lumonics, Inc., Canada. Intended use of 
article: The foreign instrument will be 
used in experiments studying the 
kinetics of gas phase free radical 
reactions. The laser radiation will be 
used to generate selectively free radicals 
of atmospheric interest by photo¬ 
dissociation of appropriate precursor 
molecules. The radicals will then react 
with other molecules which can be 
added to the flow system. The free 
radicals can be monitored during the 
course of the reaction by either 
resonance fluorescence or long path 
absorption. The objectives of this work 
are to measure rate constants for radical 
reactions of atmospheric significance. 
For certain reactions it will be desirable 
to measure the rate constant as a 
function of temperature and/or pressure 
for direct application to atmospheric 
modelling. More specifically, the study 
of gas-phase reactions of the OH radical 
with various species of interest for 
atmospheric chemistry is planned. The 
instrument is to be used as a highly 
efficient photolytic light source to 
generate the OH radicals. The 
concentrations of the radical are 


normally followed by resonance 
fluorescence around 306 nm, using 
photon counting and signal averaging 
techniques. However, under certain 
conditions the fluorescence signal is 
severely quenched—e.g., at higher 
pressures or in the presence of species 
like Os or FLO. The measurement can 
then be carried out by resonance 
absorption using a long path cell. These 
studies should provide valuable 
information on the hypothetical pressure 
dependence of the rates of reaction such 
as OH+HNOj, which exhibit 
surprisingly large (1 kcal/mole) negative 
activation energies. The instrument will 
also be used in the course, Chem 280 
Graduate Research, to teach practical 
application of the laser for research in 
chemical physics and chemical kinetics 
as well as safe handling of a class IV 
laser. The laser would also be 
potentially available for use by 
advanced undergraduate chemistry 
students enrolled in Chemistry 180 
(undergraduate research). Application 
received by Commissioner of Customs: 
July 19. 1982. 

Docket No. 82-00288. Applicant: 
Massachusetts Institute of Technology, 
77 Massachusetts Ave., Cambridge, 
Massachusetts 02139. Article: Excimer/ 
Dye Laser System, EMG 101 and FL 
2002. Manufacturer Lambda Physik 
GmbH and Co., West Germany. 

Intended use of article: The foreign 
instrument will be used to study the 
chemical reactions occurring on a solid 
semiconductor surface. The 
spectroscopic and kinetic processes 
occurring in the gas phase, at the gas- 
solid interface and of species absorbed 
on the surface are to be investigated. 
The instrument will also be used in 
graduate research training. Application 
received by Commissioner of Customs: 
July 19,1982. 

Docket No. 82-00290. Applicant: 
University of Kentucky, Biochemistry 
Department, Medical Center, Lexington, 
KY 40530. Article: Nanosecond 
Fluorometer Components. Manufacturer 
Photochemical Research Associates. 

Inc., Canada. Intended use of article: 

The foreign instrument is intended for 
making fluorescence depolarization 
measurements of drug-DNA complexes 
with the data analyzed according to the 
predicated nonexponential law for the 
emission anisotropy. The interactions of 
cap-binding protein with mRNA "cap” 
and of phage and bacterial proteins with 
nucleic acids will be studied by time- 
resolved fluorescence techniques. The 
physical states of fluorescent-labeled 
proteins in erythrocyte membranes will 
be investigated by nanosecond 
fluorometry. Fluorescence lifetimes of 
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photoexcited carbanions will be 
measured as a function of excitation 
wavelength, and used in conjunction 
with wavelength dependent quantum 
yields to determine the mechanisms of 
electron-transfer reactions. The 
objective of this work is the elucidation 
of photochemical and photophysical 
processes in chemical and biological 
systems, including DNA flexibility, 
protein nucleic acid interactions, 
alterations of membrane proteins in 
disease and excited-state reactivity. 
Application received by Commissioner 
of Customs: July 19,1982. 

Docket No. 82-00293. Applicant: Lucile 
Reid Cancer Institute, 2920 "H” Street, 
Suite R. P.O. Box 2471, Bakersfield, CA 
93303. Article: Automated Ultrasonic 
Body Imager. Manufacturer Ausonics 
Pty., Ltd., Australia. Intended use of 
article: The foreign instrument will be 
used in conjunction with x-ray 
mammography and thermography, in the 
ultrasonic diagnosis of breast disease 
and early breast cancer. The applicant’s 
investigative interests lie in ultrasound 
early detection of breast cancer, 
specifically as it relates to ductal 
hyperplasia and ductal ectasia by radial 
scanning. The foreign instrument is 
positioned on the nipple and then the 
breast is scanned radially, keeping the 
nipple in the center of each scan 
corresponding to the breast’s anatomical 
configuration. The instrument is 
employed to image the three 
dimensional aspects of breast lesions in 
transverse, longitudinal, and oblique 
tomographic planes allowing for volume 
measurements. The instrument has 
capabilities to permit real time biopsy of 
lesions as well as cyst aspirations. 

Digital imaging processing, specifically 
post-processing as it relates to breast 
shadowing malignancies, will be studied 
for improving ultrasound diagnosis. 
Digital images are stored, processed and 
displayed simultaneously in order to 
determine the three dimensional aspect 
of the lesion, its relationship to the 
mammogram, as well as to determine a 
lesion's response to therapy. Abdominal 
organ studies with the instrument will* 
be utilized when the patient has a know 
breast cancer in order to determine the 
extent of metastis in areas outside the 
breast. Application received by 
Commissioner of Customs: July 20,1982, 

Docket No. 82-00298. Applicant: 
University of Washington, Department 
of Chemistry. BG-10, Seattle. WA 98195. 
Article: NMR Spectrometer. Model CXP- 
200. Manufacturer: Bruker Analytishe 
Messtechnik, GMBH, West Germany. 
Intended use of article: The foreign 
instrument will be used primarily to 
carry out high-power, multiple-pulse 


experiments in the solid state. The 
proposed studies involve i) investigation 
of ionic conduction mechanisms in 
solids containing quadrupolar nuclei in 
systems such as Lil D a O in connection 
with work on materials useful for the 
development of high-efficiency batteries, 
ii) multiple quantum transition 
experiments to study the dynamic 
behavior of fluxional molecules such as 
cyclohexane, and iii) nuclear spin¬ 
decoupling at constant spin temperature 
in selectively deuterated molecules such 
as glycine. In each case, these 
experiments require an NMR 
Spectrometer which has multi-nuclear, 
high-power (1-1.5 KW) highly accurate 
and flexible multiple-pulse capabilities, 
including such specialized sequences as 
WAHUHA and MREV-8. These 
experiments are carried out primarily by 
advanced students in graduate courses 
in the Chemistry and Electrical 
Engineering Departments. The purpose 
is to provide training in modem research 
techniques and to advance our 
fundamental understanding of the 
properties and structure of materials. 
Instruction is achieved primarily through 
tutorial means, and draws upon the 
knowledge and experience of the 
research supervisor as well as other 
faculty and support staff. Application 
received by Commissioner of Customs: 
July 20,1982. 

Docket No. 82-00299. Applicant* 
National Bureau of Standards, 
Washington, DC 20234. Article: Field 
Emission Ion Source System. 
Manufacturer: Dubilier Scientific Ltd., 
United Kingdom. Intended use of article: 
In addition to investigating surface flow 
phenonmena produced on liquid metal 
surfaces (Ga and Sn) by ion 
bombardment, measuring absolute ion 
sputtering yields, studying ion 
bombardment induced diffusion and 
surface segregation, the foreign 
instrument will be used for investigating 
the emission of secondary electrons as 
well as Auger electrons that result from 
the collision of energetic ions (1-10 keV) 
with surfaces. In the investigation of ion 
bombardment induced electron 
emission, various targets (including 
liquid Ga) are to be bambarded with 
argon, neon, Ga, and other metal ions 
(1-10 keV energy) to excite the emission 
of electrons to study the energy spectra 
of the emitted electrons and to be able 
to measure the Doppler broadening of 
the spectral lines. Application received 
by Commissioner of Customs: July 20, 
1982. 

Docket No. 82-00301. Applicant: 
University of Kansas Center for 
Research Inc., 2291 Irving Hill Road. 
Lawrence, Kansas 66045. Article: 


Weissenberg Rheogoniometer, Model 
R19, Type A/D/L with Programmabler 
Drive System. Manufacturer Sangamo 
Transducers. United Kingdom. Intended 
use of article: The instrument is 
intended to be used for studies of the 
polymer types polyacrylamide, 
polysaccharide and hydroxyethyl 
cellulose. These polymer types will be 
investigated for their gelatin properties. 
This research is being conducted to 
investigate methods of permeability 
reduction in porous rocks to control 
movement of fluids in underground 
reservoirs. Application received by 
Commissioner of Customs: July 20,1982. 

Docket No. 82-00302. Applicant: 
Indiana University, 1101 East 17th 
Street, Bloomington, IN 47407. Article: 
High Resolution Gas Chromatograph 
Mass Spectrometer. Ms80. 

Manufacturer Kratos Analytical, United 
Kingdom. Intended use of article: The 
article is intended to be used for the 
study of materials from several areas of 
modern chemical and biochemical 
research: newly synthesized 
compounds, reaction by-products, 
natural products isolated from various 
sources, etc. Often these materials are 
available only in small quantities 
(micrograms or less) and/or in complex 
mixtures. Application received by 
Commissioner of Customs: July 19,1982. 

Docket No. 82-00303. Applicant: 

Texas Tech University, Textile Research 
Center. P.O. Box 5217, 7th & Boston St., 
Lubbock TX 79417. Article: HC-Shirley 
Fineness Maturity Tester, Mark 2. 
Manufacturer Shirley Developments 
Limited, United Kingdom. Intended use 
of article: The foreign instrument will be 
used to evaluate the fineness and 
maturity of various cottons. Application 
received by Commissioner of Customs: 
July 20,1982. 

Docket No. 82-00304. Applicant: The 
Ohio State University, College of 
Pharmacy, 500 West 12th Avenue, 
Columbus, Ohio 43210. Article: Circular 
Dichroism Spectropolarimeter, Model J- 
500A and Accessories. Manufacturer 
Japan Spectroscopic Co. Ltd., Japan. 
Intended use of article: The instrument 
is intended to be used for studies of 
natural products, drugs, proteins and 
other macromolecules which have 
optical activity. Experiments to be 
conducted will be to measure the 
circular dichroism spectra under 
standard (ordinary solution in suitable 
solvents) conditions and under special 
conditions of controlled temperature, 
reagent addition, etc. These 
investigations will be conducted to gain 
information about the structures of a 
variety of compounds under study and 
to gain insight into mechanisms of 
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biological action, either for simple 
reaction or for enzyme-catalyzed 
reactions. In addition, the article will be 
used in undergraduate courses, either 
Pharmacy 993 and 999 (leading to a 
thesis or dissertation) or Pharmacy 693 
and related courses (independent 
studies in special topics) for 
undergraduate and professional 
students. The course objective is to 
relate optical properties to organic 
structure, or the study of optical changes 
induced by various factors (temperature, 
reagents, etc.) Application received by 
Commissioner of Customs: July 20,1982. 

Docket No. 82-00305. Applicant: 
University of Colorado. Department of 
Physics. Campus Box 390, Boulder, CO 
80309. Article: Excimer Laser. Model 
TE-431T with Optics Set, Model 503 FX/ 
503 RX. Manufacturer: Lumonics, Inc., 
Canada. Intended use of article: The 
foreign instrument will be used as a 
pump for tunable pulsed dye lasers. The 
system will be used as light sources in 
light scattering experiments. In these 
experiments the frequency of light 
scattered by electronic transitions in 
semiconductors will be probed to yield 
information on electronic state energies 
lifetimes, and mobilities. Materials to be 
studies include doped III—V and II-VI 
semiconductors. These experiments 
require a variety of wavelengths in the 
visible and ultraviolet portions of the 
spectrum, from 700 nanometers to 300 
nanometers. Application received by 
Commissioner of Customs: July 20,1982. 

Docket No. 82-00307. Applicant: 
University of Tennessee, Knoxville, 
Tennessee 37996. Article: Excimer- 
Pumped Dye Laser System. 
Manufacturer: Lambda Physik GmbH, & 
Co., West Germany. Intended use of 
article: The article is intended to be 
used in two types of research in 
molecular fluorescence spectrometry. In 
the first (“matrix isolation 
spectroscopy”), complex organic 
samples are deposited as a solid at 
cryogenic temperatures, and selective 
laser excitation of fluorescence is used 
to identify and quantify individual 
sample components. In the second 
(“electron impact fragmentation 
fluorescence"), gaseous samples are 
ionized and/or fragmented by an 
electron beam, and the laser is used to 
selectively excite fluorescence from 
fragment species. In both types of 
experiments, the overall objective of the 
measurements is to obtain selective and 
sensitive analyses of individual organic 
compounds in complex mixtures without 
chemical pretreatment. Application 
received by Commissioner of Customs: 
July 30,1982. 


(Catalog of Federal Domestic Assistance 
Program No. 11.105, Importation of Duty-Free 
Educational and Scientific Materials) 

Richard M. Seppa, 

Director ; Statutory Import Programs Staff. 

|FR Doc. 82-24640 Filed 9-7-62:645 am| 

BILLING COO€ S510-25-M 


Consolidated Decision on Applications 
for Duty-Free Entry of Electron 
Microscopes 

The following is a consolidated 
decision on applications for duty-free 
entry of electron microscopes pursuant 
to Section 6(c) of the Educational, 
Scientific, and Cultural Materials 
Importation Act of 1966 (Public Law 89- 
651, 80 Stat. 897) and the regulations 
issued pursuant thereto (15 CFR Part 301 
as amended by 47 FR 32517). 

A copy of the record pertaining to 
each of the applications in this 
consolidated decision is available for 
public review between 8:30 AM and 5:00 
PM in Room 2097, Statutory Import 
Programs Staff, U.S. Department of 
Commerce, 14th and Constitution 
Avenue. NW.. Washington, D.C. 20230. 

Docket No. 82-00175. Applicant: The 
University of Chicago, 950 East 59th 
Street, Chicago, Illinois 60637. Article: 
Electron Microscope, Model H-600-2 
and Accessories. Manufacturer. Hitachi 
Scientific Instruments, Japan. Intended 
use of article: See Notice on page 21906 
in the Federal Register of May 20,1982. 
Article ordered: January 29,1982. 

Docket No. 82-00198. Applicant: 
Community Hospital of Indianapolis, 
Inc., 1500 N. Ritter Avenue, Indianapolis. 
Indiana 46129. Article: Electron 
Microscope, Model EM 109. 
Manufacturer Carl Zeiss, West 
Germany. Intended use of article: See 
Notice on page 27389 in the Federal 
Register of June 24,1982. Article 
ordered: May 21,1982. 

Docket No. 82-00205. Applicant: Loma 
Linda University, School of Medicine, 
Department of Anatomy, Loma Linda, 
CA 92350. Article: Electron Microscope, 
Model EM IOCAS. Manufacturer Carl 
Zeiss, West Germany. Intended use of 
article: See Notice on page 27390 in the 
Federal Register of June 24,1982. Article 
ordered: April 8,1982. 

Docket No. 82-00206. Applicant: 
Wayne State University. 540 E. Canfield, 
Detroit, MI 48201. Article: Electron 
Microscope, Model JEM-IOOCX and 
Accessories. Manufacturer: JEOL Ltd., 
Japan. Intended use of article: See 
Notice on page 27390 in the Federal 
Register of June 24,1982. Article 
ordered: March 31,1982. 


Docket No. 82-00216. Applicant: U.S. 
Dept, of Agriculture, Agricultural 
Research Service. PPI, Insect Pathology 
Laboratory, Building 011A, Rm. 214, 
BARC-W. Beltsville. Maryland 20705. 
Article: Electron Microscope-TEM- 
SEM-STEM Analytical System. 
Manufacturer: Philips Electron 
Instruments, NVD, The Netherlands. 
Intended use of article: See Notice on 
page 27390 in the Federal Register of 
June 24,1982. Article ordered: April 14, 
1982. 

Docket No. 82-00219. Applicant: 
National Bureau of Standards, Bldg. 223, 
Room B266, Washington. D.C. 20234. 
Article: Electron Microscope, Model EM 
400T with Accessories. Manufacturer. 
Philips Electronic Instruments, NVD, 

The Netherlands. Intended use of article: 
See Notice on page 27390 in the Federal 
Register of June 24,1982. Article 
ordered: April 30,1982. 

Docket No. 82-00221. Applicant: Bryn 
Mawr College, Department of Biology. 
Bryn Mawr, PA 19010. Article: Electron 
Microscope. Model JEM 100S. 
Manufacturer: JEOL Ltd., Japan. 

Intended use of Article: See Notice on 
page 29581 in the Federal Register of 
July 7,1982. Article ordered: April 8, 

1982. 

Comments: No comments have been 
received with respect to any of the 
foregoing applications. Decision: 
Applications approved. No instrument 
or appartus of equivalent scientific 
value to the foreign article, for such 
purposes as these articles are intended 
to be used, was being manufactured in 
the United States at the time the articles 
were ordered. Reasons: Each foreign 
article to which the foregoing 
applications relate is a conventional 
transmission electron microscope 
(CTEM). The description of the fact that 
a comparable CTEM is pertinent to the 
purposes for which each is intended to 
be used. We know of no CTEM which 
was being manufactured in the United 
States either at the time of order of each 
article described above or at the time of 
receipt of application by the U.S. 
Customs Service. 

The Department of Commerce knows 
of no other instrument or apparatus of 
equivalent scientific value to any of the 
foreign articles described above or at 
the time of receipt of applications relate, 
for such purposes as these articles are 
intended to be used, which was being 
manufactured in the United States either 
at the time of order or at the time of 
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receipt of application by the U.S. 
Customs Service. 

Richard M. Seppa, 

Director ; Statutory Import Programs Staff. 

(Catalog of Federal Domestic Assistance 
Program No. 11.105, Importation of Duty-Free 
Educational and Scientific Materials.) 

IFRDoc. 62-24639 Filed 5-7-62; 11:45 am) . 

SH.UMO CODE 3510-25—44 


Executive Committee Meeting, 
President’s Export Council; Notice of 
Partially Closed Meeting 

agency: International Trade 
Administration, Commerce. 
summary: The President’s Export . 
Council was established by Executive 
Order 11753 of December 20,1973. The 
Council was reconstituted by Executive 
Order 12131 of May 4,1979 and 
continued by Executive Order 12258 of 
December 31,1980. The Council’s 
purpose is to advise the President on 
matters relating to United States export 
trade including the controlling of exports 
for reasons of national security. At its 
opening meeting October 15.1981, the 
Council voted on establishing an 
Executive Committee with the authority 
to act on behalf of the entire CounciL 
TIME AND place: September 23.1982, 
1:30-3:30 p.m. The meeting will take 
place in Room 4830 of the Herbert C. 
Hoover Building, 14th & Constitution 
Ave., NW. t Washington, DC 20230. 
agenda: 

General Sesssion 

An open session will be held from 1:30 
to 3:00 p.m. for the Executive Committee 
to hear progress reports from 
subcommittee chairmen and vote on any 
recommendations that are presented by 
the members. They will also hear 
reports on high technology, export 
trading company implementation, export 
financing, local content legislation and 
other current issues. 

Executive Session 

From 3:00-3:30 p.m. the Executive 
Commiftee will hold a closed session to 
discuss matters properly classified 
under Executive Order 12065, dealing 
with the GATT Ministerial and other 
trade negotiation and export policy 
matters. 

public participation: The General 
Session of the meeting will be open to 
the public and a limited number of seats 
will be available. To the extent time 
permits, members of the public may 
present oral statements to the 
Committee. Written statements may be 
submitted at any time before or after the 
meeting. 


SUPPLEMENTARY INFORMATION: The 

Assistant Secretary of Commerce for 
Administration, with the concurrence of 
the delegate of the General Counsel, 
formally determined on February 10. 
1982, pursuant to Section 10(d) of the 
Federal Advisory Committee Act, as 
amended by Section 5(c) of the 
Government in The Sunshine Act. Pub. 

L. 94-408, that the matters to be 
discussed in the Executive Session 
should be exempt from the provisions of 
the Federal Advisory Committee Act 
relating to open meetings and public 
participation therein, because the 
Executive Session will be concerned 
with matters listed in 5 U.S.C. 552b(c)(l) 
and are properly classified under 
Executive Order 12065. 

A copy of the Notice of Determination 
to close meetings or portions thereof is 
available for public inspection and 
copying in the Central Reference and 
Records Inspection Facility. Room 5317, 
U.S. Department of Commerce, 
telephone: (202) 377-4217. 

FOR FURTHER INFORMATION OR COPIES 
OF THE GENERAL SESSION MINUTES 

contact: Elisabeth V. Maatsch. 
President’s Export Council, Room 3213, 
U.S. Department of Commerce, 14th and 
Constitution Ave., NW„ Washington. 

DC 20230. Telephone: (202) 377-1125. 

Dated: September 2,1962. 

Henry Misisco, 

Acting Director, Office of Policy and 
Coordination. 

(FR Doc 52-24636 Plied 6-7-62: 8:45 «m| 

BILLING COOE 3510-2S-M 


Final Negative Countervailing Duty 
Determination; Certain Steel Wire Nails 
From the Republic of Korea 

agency: International Trade 
Administration, Commerce. 
action: Final negative countervailing 
duty determination. 

summary: We have determined that 
manufacturers, producers, or exporters 
in the Republic of Korea (Korea) of 
certain steel wire nails (nails), as 
described in the "Scope of the 
Investigation" section of this notice, are 
not receiving benefits that constitute 
subsidies within the meaning of the 
countervailing duty law. Although the 
Korean nail industry did receive 
benefits under several programs, the 
aggregate net benefit received amounted 
to 0.43 percent of the f.o.b. value of the 
imported merchandise, which is de 
minimis . Based on this final 
determination, the countervailing duty 
investigation involving certain steel wire 
nails from Korea is terminated. 

EFFECTIVE DATE: September 8,1982. 


FOR FURTHER INFORMATION CONTACT: 

Richard Rimlinger, Steven Lim, or Mary 
Jenkins, Office of Invetigations, Import 
Administration, International Trade 
Administration, U.S. Department of 
Commerce, 14th Street and Constitution 
Avenue, NW.. Washington, D.C. 20230, 
telephone: (202) 377-1276. 
SUPPLEMENTARY INFORMATION: 

Final Determination 

Based upon our investigation, we have 
determined that no benefits which 
constitute subsidies within the meaning 
of section 701 of the Tariff Act of 1930, 
as amended (the Act), are being 
provided to manufacturers, producers, 
or exporters in Korea of certain steel 
wire nails, as described in the "Scope of 
Investigation" section of this notice. The 
Korean nail industry did receive 
benefits under the following programs: 

(1) Preferential export financing; (2) 
preferential tax incentives, and (3) 
special benefits for manufacturers 
located in the Masan Free Export Zone. 
However, the aggregate net benefit 
received amounted to 0.43 percent of the 
f.o.b. value of the exported merchandise, 
which is de minimis . 

Case History 

On January 19,1982, we received a 
petition from Armco Inc., and Tree 
Island Steel, Inc., and from Atlantic 
Steel Co.. Florida Wire and Nails, New 
York Wire Mills, and Virginia Wire and 
Fabric, on behalf of the U.S. industry 
producing certain steel wire nails. 
Petitioners alleged that certain benefits 
which constitute subsidies within the 
meaning of section 701 of the Act are 
being provided directly or indirectly to 
the manufacturers, producers, or 
exporters in Korea of nails. 

We found the petition to contain 
sufficient grounds upon which to initiate 
a countervailing duty investigation, and 
initiated an investigation on February 8, 
1962 (47 Fed. Reg. 6458). We stated that 
we expected to issue a preliminary 
determination by April 14,1982. We 
subsequently determined that the 
investigation is "extraordinarily 
complicated," as defined in section 
703(c) of the Act, and on March 23.1982, 
we postponed our preliminary 
determination for 65 days, until June 18, 
1982 (47 FR 13392). On March 5,1982, the 
U.S. International Trade Commission 
(ITC) found that there is a reasonable 
indication that these imports of certain 
steel wire nails from Korea are 
materially injuring, or threatening to 
materially injure, a U.S. industry (47 FR 
11336). 

We presented questionnaires 
concerning the allegations to the 
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government of Korea in Washington, 

D.C. By April 23,1982, we had received 
responses from the government of Korea 
and fourteen Korean nail manufacturers 
which are believed to account for all 
current nail exports to the United States. 

Based on our analysis of the 
questionnaire responses concerning 
petitioners’ allegations of indirect 
subsidies involving a major supplier of 
rod to the Korean nail producers, the 
Pohang Iron and Steel Company 
(POSCO), we submitted a request for 
information from POSCO to the Korean 
Embassy on May 18,1982. POSCO’s 
response was received on June 14,1982. 

On June 18,1982, we preliminarily 
determined that the government of 
Korea was providing its manufacturers, 
producers, and exporters of nails with 
benefits that are subsidies within the 
meaning of the countervailing duty law 
(47 FR 27397). We estimated the net 
subsidy to be 3 percent of the f.o.b. 
value of the imported merchandise and 
directed the U.S. Customs Service to 
suspend liquidation of all entries of this 
merchandise. 

On July 19-29,1982, we verified in 
Korea the questionnaire responses 
submitted by the government of Korea, 
the Korean nail producers, and POSCO. 

Our notice of preliminary 
determination gave interested parties an 
opportunity to submit written and oral 
views, and on August 5,1982, we held a 
public hearing. 

An antidumping investigation 
involving this merchandise, which was 
initiated by the Department on July 2, 
1981 (46 FR 34615), has resulted in an 
antidumping order, with two nail 
producers excluded (47 FR 35266). 

Scope of the Investigation 

The merchandise covered by this 
investigation is nails of one piece 
construction, which are made of round 
steel wire and which are either less than 
1 inch in length and less than 0.065 inch 
in diameter, or 1 inch or more in length 
and 0.065 inch or more in diameter. Such 
nails are currently classified under items 
646.25 and 646.26 of the Tariff Schedules 
of the United States, respectively. 

The period covered by our 
investigation is 1981. In addition to 
receiving a questionnaire response from 
the government of Korea, we have also 
received questionnaire responses from 
the following fourteen Korean 
producers: 

Ah Ju Steel Co., Ltd. (Ah Ju) 

Dae-A Steel Wire Ind., Co., Ltd. (Dae-A) 
Gaya Metal Ind., Co., Ltd. (Gaya) 

Han Duk Ind., Co., Ltd. (Han Duk) 

Han Kuk Ind., Co., Ltd. (Han Kuk) 

Hyung Jin Ind., Co., Ltd. (Hyung Jin) 

Je II Steel Co.. Ltd. (J II) 


Jin Heung Iron and Steel Co., Ltd. (Jin 
Heung) 

Kabul Ltd. (Kabul-trading for Dong-A 
Nail Mfg., Co., Ltd. (Dong-A)) 

Kuk Dong Metal Ind., Co., Ltd. (Kuk 
Dong) 

New Korea Nails Ind., Co., Ltd. (New 
Korea) 

Samchok Ind., Co., Ltd. (Samchok) 

The Tan’s Metal Ind., Co., Ltd. (Tan’s 
Co.) 

Young Sin Metal Ind., Co.. Ltd. (Young 
Sin) 

Of the firms listed above, only Hyung 
Jin was not included in our recent 
antidumping investigation involving 
nails from Korea. Two other firms 
involved in the antidumping 
investigation, Korea Ill Dong Co., Ltd., 
and Korea Nippon Seisen Co., Ltd., are 
no longer in business. 

Analysis of Programs 

The following programs were alleged 
in the petition to confer subsidies: (1) 
Preferential export financing; (2) 
preferential tax incentives; (3) special 
benefits for manufacturers located in the 
Masan Free Export Zone; (4) subsidized 
or preferential wire rod rates; (5) 
preferential utility rates; (6) tariff 
incentives; and (7) favorable foreign 
currency exchange rates. Based on our 
experience in other Korean cases, we 
also included in our investigation the 
Foreign Capital Inducement Law, which 
provides benefits to companies which 
are wholly or partially foreign-owned. 

In their responses, the government of 
Korea and the fourteen Korean nail 
producers provided data for the 
applicable period. Based upon our 
analysis of the petition and responses to 
our questionnaires, our verification, and 
oral and written comments from 
interested parties, we have determined 
the following. 

Programs Determined to Confer Benefits 

We have determined that benefits are 
being provided under the programs 
listed below to manufacturers, 
producers, or exporters in Korea of 
certain steel wire nails. However, the 
aggregate amount of the net benefits is 
de minimis. 

Preferential Export Financing 

Under the “Regulations for Export 
Financing,’’ promulgated by the Korean 
government on Februay 25,1972, short¬ 
term financing of up to 90 days is 
provided to exporters at interest rates 
which are less than the generally 
available commercial rates. During 1981, 
the interest rate for short-term export 
financing was 12 percent (27 percent if 
late payment is made), as opposed to 
normal commercial rates for loans of up 


to one year, which ranged between 15- 
20 percent for most of 1981. This rate 
also varies depending on the credit 
rating of the borrower. Medium- and 
long-term loans are not available to 
exporters at preferential interest rates. 

The government's response states that 
financing is provided by individual 
private foreign exchange banks and not 
by the Korean government. The 
response states that the banks act 
autonomously in conformance with the 
regulations cited above. However, the 
preferential financing is the direct result 
of a government policy. 

Export financing is available for 
production expenses and for the 
purchase of raw materials for export 
production. A loan ceiling for short-term 
loans is established based upon the 
value of a company’s total exports in a 
preceding period. 

All firms investigated, with the 
exception of Young Sin, took advantage 
of this program. In order to calculate the 
amount of the benefit to each nail 
producer, we computed the total 
difference between the amount of 
interest paid on all export loans which 
were transacted in 1981, and the amount 
of interest that the firm would have had 
to pay on a comparably timed and sized 
loan under normal commercial 
financing. The amount of the toal benefit 
received under this program was 
divided by the value of export sales for 
1981 to determine the ad valorem 
subsidy. On an overall basis we found 
that the net benefit to the Korean nail 
industry attributable to this program 
was 0.32 percent of the f.o.b. value of the 
exported merchandise. 

Preferential Tax Incentives 

Article 51 of the Korean Enforcement 
Decree to the Corporate Tax Law 
permits a firm earning more than 50 
percent of its total proceeds from foreign 
exchange to increase its normal 
depreciation by 30 percent. In addition, 
Article 12 of the Corporate Tax Law 
provides for the deduction from taxable 
income of a number of different reserves 
relating to export activities. 

Although none of the individual nail 
producers under investigation reported 
using the accelerated depreciation 
provision based upon export exchange 
earnings, several firms did report using 
reserve funds for export losses and 
overseas market exploration expenses. 

Under the program governing export 
losses, a corporation engaged in export 
or tourist activities may establish a 
reserve amounting to one percent of 
foreign exchange earnings, or 50 percent 
of net income in the applicable period, 
whichever is smaller. If certain export 
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losses occur, they are offset from the 
reserve funds. Under the program 
governing overseas market exploration 
expenses, a corporation engaged in 
export activities may establish a reserve 
fund amounting to one percent of its 
foreign exchange earnings in the export 
business for the respective business 
year. Expenses incurred in exploring 
overseas markets are offset from the 
reserve fund. 

The balance in both reserve funds is 
credited to income and taxed, after a 
one-year grace period, ov^r a three-year 
period. Although all moneys in the 
reserve funds are eventually reported as 
income and subject to corporate tax 
(either by means of offsetting export 
losses or by the expiration of the one- 
year grace period), both programs 
provide benefits which are in effect 
interest-free loans to the dorporation 
with principal equal to the amount of the 
taxes deferred. Accordingly, we have 
quantified the benefits from these 
reserve funds to each applicable nail 
producer by calculating the amount of 
taxes that normally would be due on 
these funds under Korean law, and 
applying a rate of interest which the firm 
would have had to pay on a comparably 
timed and sized loan under normal 
commercial financing. The amount of 
the total benefit received under this 
program was divided by that firm’s total 
value of export sales for 1981 to 
determine the ad valorem subsidy to 
that firm. Of the firms investigated, only 
Han Kuk, Kabul, and Samchok reported 
using either or both reserve funds. 
However, during the verification 
process, the Department determined that 
Jin Heung, Kuk Dong, Tan’s Co., and 
Young Sin also received some benefits 
from export reserve funds. These export 
reserve fund programs resulted in a total 
subsidy to the nail industry of 0.11 
percent of the f.o.b. value of the 
exported merchandise. 

Mason Free Export Zone 

The government’s response indicates 
that the benefits granted to firms located 
in the Masan Free Export Zone are 
f ssentially tax incentives of a temporary 
nature. Of the fourteen nail firms 
investigated, only Ah Ju. Gaya, Han Duk 
and Je II are located in the Masan Free 
Export Zone. We verified that only Han 
Duk received a benefit by reason of its 
location in Masan. The value of the tax 
exemption is equal to 0.0005 percent of 
the f.o.b. value of the exported 
merchandise. 

Programs Determined Not to Confer 

Subsidies 

We have determined that subsidies 
are not being provided to manufacturers, 


producers, or exporters in Korea of 
certain steel wire nails under the 
programs listed below. 

Subsidized or Preferential Wire Rod 
Rates 

Petitioners alleged that steel wire nail 
exports are being stimulated through a 
preferential export pricing system in 
which POSCO charges a lower price for 
rod to be used to fabricate an export 
product, as opposed to rod to be used to 
fabricate a product sold domestically. 

POSCO is an integrated steel 
producer which is largely government 
owned. The responses indicate that 
POSCO has a dual pricing system. Rod 
is purchased on a cash or local letter of 
credit basis. The letter of credit price is 
stated in U.S. dollars but paid for in 
Korean won at the official Bank of 
Korea exchange rate prevailing on the 
date of delivery. All cash purchases are 
made in Korean won. Wire rod 
purchased on the basis of a local letter 
of credit must be used to produce an 
export product, and POSCO requires 
evidence that such rod is destined for 
export use. Rod purchased on a cash 
basis can be used for both domestic or 
export sales. The letter of credit price is 
generally lower than the cash price, 
although there are exceptions. The result 
is a dual pricing system, one for rod 
used in nails which must be exported, 
the other for rod in nails for either 
domestic or export use. 

In our preliminary determination 
notice, we stated the following: “It 
appears that this dual pricing system as 
implemented by POSCO could 
constitute a subsidy on the merchandise 
under investigation. This issue, 
however, involves interrelated questions 
of ownership, control, market structure 
and pricing policy. We must seek further 
clarification regarding this matter.” 

Based on further information which has 
been received and verified since our 
preliminary determination, we have 
determined that POSCO’s dual pricing 
system does not confer a subsidy within 
the meaning of section 701 of the Act. 

The government of Korea attributes 
the differences in prices in b.oth markets 
to Korea’s import duties. The Korean 
domestic market for wire rod is 
protected by a tariff. The market for 
wire rod used for export production, 
however, is unprotected as a result of a 
duty drawback system which generally 
results in a more competitive market for 
inputs destined for re-export. 

Imported steel in Korea is subject to 
normal customs duties. As is commonly 
the practice, these duties are refunded if 
the steel is re-exported, whether or not 
further processing occurs. This is known 
as duty drawback, and does not confer a 


subsidy within the meaning of the 
countervailing duty law. However, this 
practice can create a dual pricing 
structure with respect to imported 
inputs, because the price for imported 
inputs used for products destined for the 
domestic market will include customs 
duty, while that duty will not be 
included in the price of imported inputs 
used in products destined for export 
Since a domestic producer of the inputs 
acts to maximize revenues, his price to 
producers for the domestic market will 
be increased by an amount equal to the 
effective protection afforded by the 
tariff. The domestic producer will not 
include that amount in his price to 
exporters since no effective protection is 
afforded where duty drawback applies. 
Were he to do otherwise, the exporters 
would turn to foreign sources for their 
inputs. We have therefore determined 
that the different prices for purchasers 
do not arise from a scheme to subsidize 
exports, but rather are a commercial 
response to a segmented market, one 
segment being protected and the other 
fully open to foreign competition. 

Verified information indicates that 
POSCO faces competition from 
producers of wire rod in Australia, 
japan, and Taiwan who sell in the 
Korean market. Furthermore, two 
privately owned steel producers in 
Korea sell wire rod to nail producers 
and the pricing pattern for these firms is 
identical to that of POSCO reaffirming 
the view that this dual pricing system 
reflects strictly economic motivations 
rather than a desire of the government 
of Korea (the owners of POSCO) to 
subsidize nail exports. 

Our conclusion that POSCO’s dual rod 
pricing system does not confer any 
countervailable benefit, is consistent 
with the Illustrative List of Export 
Subsidies (the List), annexed to the 
Agreement on Interpretation and 
Application of Articles VI XVI and 
XXIII of the General Agreement on 
Tariffs and Trade . Under item (d) of the 
List, price preferences for inputs to be 
used in the production of export goods 
constitute a subsidy only if the 
preference lowers the price of that input 
below that which the input purchaser 
would pay on world markets. See the 
List, item (d). Although this item applies 
specifically to subsidies provided by 
governments or their agencies, the 
principle contained in item (d) applies 
with equal force to these circumstances. 
We verified that Korean producers of 
nails for export had access to wire rod 
from foreign as well as domestic sources 
at prices comparable to POSCO’s letter 
of credit prices. 
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Detitioners also alleged that POSCO 
itself is being subsidized and that these 
subsidies are being passed on to nail 
producers in the form of lower rod 
prices. 

Based upon the facts of this 
investigation, it is not relevant whether 
POSCO has received subsidies or sells 
wire rod at less than its cost of 
production. With regard to the allegation 
that subsidies to POSCO (assuming 
arguendo that subsidies have been 
conferred) are being passed through to 
nail producers in the form of lower 
prices for steel wire rod, we believe that 
benefits bestowed upon the 
manufacturer of an input do not flow 
down to the purchaser of that input if 
the sale is transacted at arm’s length. In 
an arm’s-length transaction the seller 
generally attempts to maximize its total 
revenue by charging as high a price and 
selling as large a volume as the market 
will bear. Information developed in the 
course of this investigation indicates 
that, although there is government 
equity participation in POSCO, POSCO 
is incorporated as a commercial 
company under Korea’s commercial 
code (rather than as a government 
company under special law), and has 
full control over pricing, marketing, and 
other aspects of its operations. In the 
absence of any ownership relationship 
between POSCO and the nail producers, 
or of any evidence of government 
direction with respect to transactions 
between them, we conclude that their 
sales transactions are conducted at 
arm's length, and therefore that no 
subsidies to POSCO (if any) are passed 
through to nail producers. 

Petitioners assert that POSCO allows 
the “rod users” industry to purchase rod 
at below the full commercial cost of 
production, and that the Department’s 
decision not to investigate POSCO’s 
cost of production is not consistent with 
our preliminary determination in Certain 
Steel Products from France , (47 FR 26315 
(1982)), in which we preliminarily 
determined that export insurance 
covering commercial, political, exchange 
rate fluctuation, and inflation risks is 
provided to French steel makers by 
COFACE, a French government 
corporation, at prices which confer 
countervail able benefits. In order to 
make that determination, the 
Department compared the premiums 
COFACE charges steel producers for 
export insurance with COFACE's long¬ 
term operating costs and losses for its 
insurance program, and preliminarily 
concluded that the insurance premiums 
do not cover the full cost of the program 
to COFACE. Petitioners claim the same 
comparison should be made for POSCO. 


We again find that this question is not 
relevant to this investigation. The sole 
issue is whether an upstream supplier 
has conferred a benefit by virtue of 
preferential pricing and/or the pass 
through of a subsidy to a downstream 
purchaser. Our conclusion that possible 
Bales below the cost of production do 
not convey a countervailable benefit is 
not inconsistent with the preliminary 
determination made in Certain Steel 
Products from Francei In that case, we 
were investigating the alleged existence 
of a particular practice enumerated In 
the List. Item (j) of the List, which 
addresses the problem of subsidies 
provided through export insurance, 
specifically states that such insurance 
confers an export subsidy if the 
premiums charged are manifestly 
inadequate to cover the long-term 
operating costs and losses of the 
particular insurance program. Therefore, 
below cost premiums are relevant only 
to determine whether an item (j) 
practice exists, and our methodological 
approach to COFACE is neither 
analogous to nor controlling of the issue 
presented here. 

Finally, petitioners alleged that 
producers of steel wire nails purchase 
rod from POSCO at lower prices than 
other wire rod users in Korea, and that 
such preferential prices constitute a 
subsidy on the production of steel wire 
nails. 

We found no evidence that POSCO 
offers prices which are preferential to 
nail producers as compared to other 
Korean users of steel wire rod. 
Therefore, we need not address whether 
this type of differential pricing (i.e., 
differential pricing unrelated to export 
performance) does or could produce a 
subsidy. 

Tariff Incentives 

Article 29 of the Korean Foreign Trade 
Enforcement Ordinance authorizes duty 
drawback in an amount sufficient to 
cover wastage on imported rod and 
other raw materials to be manufactured 
into export items. Petitioners alleged 
that these “wastage allowances” are 
being claimed which are higher than the 
actual wastage levels. 

As discussed above, duty drawback is 
normally not countervailable unless the 
drawback is excessive. Only one of the 
Korean nail producers imported small 
quantities of raw materials during the 
investigatory period, and we have found 
no evidence of excessive drawback 
attributable to wastage for this firm. 

Favorable Foreign Currency Exchange 
Rates 

The petitioners allege that foreign 
currency is loaned to or purchased by 


Korean nail producers for the purchase 
of imported raw materials and 
equipment at fixed rates of exchange 
that are more favorable than official or 
actual exchange rates. 

Based on our investigation, we have 
found no evidence of the existence of 
such a program. 

Programs Determined No To Be Used 

We have determined that the 
following programs are not used'by the 
manufacturers, producers, or exporters 
in Korea of certain steel wire nails. 

Preferential Utility Rates 

Petitioners alleged that Korean steel 
wire nail producers are eligible for 
reduced rates for utilities and related 
services as “designated companies” 
under the Iron and steel Industry 
Rehabilitation Order (Presidential 
Decree No. 10,002, August 23,1980). It is 
further alleged that nail producers 
qualify for a deferred payment plan with 
the Korea Electric Company. 

Available information indicates that 
Korean nail manufacturers or exporters 
do not qualify for preferential utility 
rates and have not used this program. 

Foreign Capital Inducement Law 

The Foreign Capital Inducement Law 
provides benefits to Korean companies 
which are wholly or partially foreign 
owned. These benefits take various 
forms. 

No korean nail manufacturers or 
exporters used this program. 

Verification 

We verified information used in 
making this final determination. We 
were granted access to the books and 
records of the thirteen foreign 
manufacturers, POSCO, and the 
government of Korea. One Korean nail 
producer, Gaya, was in the process of 
dissolving its operations and could not 
undergo verification. We used standard 
verification procedures, including on¬ 
site inspection of the manufacturers' 
operations and examination of 
accounting records and randomly 
selected documents. 

Results of Investigation 

Based on our investigation, we have 
detemined that no benefit which 
constitutes a subsidy within the 
meaning of section 701 of the Act is 
being provided directly or indirectly to 
the manufacturers, producers, or 
exporters in Korea of nails. Although the 
Korean nail industry did received 
benefits under several programs, the 
aggregate net benefit received amounted 
to o.43 percent of the Lab. value of the 
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imported merchandise, which is de 

minimis . 

Issues 

The major issues raised at our public 
hearing of August 5, 1982, and in the 
written comments submitted, and not 
discussed above, are as follows. 

Issue 

Petitioners assert that trigger price 
information should be used as a basis 
for determining the world price in 
determining whether nail producers are 
subsidized as a result of POSCO’s dual 
pricing system. 

DOC Position 

We do not believe that prices 
established under the Department’s 
Trigger Price Mechanism (TPM) (45 F.R. 
66833 (1980)), which has been suspended 
since January 11.1982 (47 F.R. 2392), are 
indicative of the market price for wire 
rod. The price levels established under 
the TPM were based upon the cost of 
production of comparable steel products 
produced in Japan, which was 
considered to be an average of the 
world’s most efficient steel producer. 
They cannot be regarded as in any way 
establishing a market price. 

Issue 

Petitioners dispute the Department's 
use of normal commercial loan rates to 
calculate the value of subsidies 
attributable to the preferential export 
financing and perferential tax incentive 
programs. Petitioners contend that due 
to the strict rationing of credit by the 
Korean government to the country's 
commercial banks, Korean nail 
manufacaturers would normally not 
have access to commerical bank loans 
and would have to rely on a private or 
curb" market loan in which interest 
rates would be substantially higher. 

DOC Position 

The Department’s investigation 
indicates that the government of Korea 
does not require that commercial banks 
make available credit to certain 
borrowers. Lending decisions are left to 
individual banks, which decide whether 
to grant each loan on the overall 
perceived credit-worthiness of each loan 
application. Also, the government of 
Korea does not control the amount of 
funds an individual bank allocates to 
export loans and normal commercial 
loans. This decision is also left to 
individual banks. Although banks do 
give perferences to Korea's production 
industries and export industries, these 
preferences do not result from 
government direction but from each 
bank’s own evaluation of how its loan 


funds can best be secured and 
effectively used. 

Our investigation further indicates 
that the *‘curb’’market has serviced in 
the past those high risk borrowers that 
are normally excluded from Korea’s 
primary and secondary sources of 
credit. Recently the Korean government 
has restricted the activities of the "curb" 
market and taken steps to permit 
borrowers to obtain loans through 
authorized Korean financial institutions. 

With respect to the nail industry, we 
find that all producers had either 
actually used or had access to normal 
commercial loans and had never used 
"curb" market loans. Since commercial 
loans were the nail industry’s alternate 
source of credit to export loans, and 
these loans were freely administered by 
commercial banks, we feel that the rates 
on these loans were properly used to 
quantify the amount of subsidies 
received from the preferential export 
financing and preferential tax incentive 
programs. 

Issue 

Respondents assert that benefits 
derived from export loss and overseas 
market development reserve programs 
benefit a corporation's export and 
domestic sales equally and should be 
allocated over total sales, not just 
export sales. 

DOC Position 

Since a firm must export to be eligible 
for benefits under the export loss and 
overseas market development reserve 
programs, the benefits received from 
these programs are export subsidies. It 
is the Department's policy to allocate 
benefits received under export subsidy 
programs over a firm’s total export 
sales. 

ITC Notification 

In accordance with section 705(d) of 
the Act, we will notify the ITC of this 
action and make available to it all 
nonprivileged and nonconfidential 
information. We will also allow the ITC 
access to all privileged and confidential 
information in our files, provided it 
confirms that it will not disclose such 
information either publicly or under any 
administrative protective order without 
the written consent of the Deputy 
Assistant Secretary for Import 
Administration. 

Administrative Procedures 

The Department has afforded 
interested parties an opportunity to 
present oral views in accordance with 
section 355.35 of the Commerce 
Regulations (19 CFR 355.35). A request 
for a public hearing was made by 


petitioners and a hearing was held on 
August 5,1982. Petitioners and 
respondents have provided written 
views in accordance with § 355.34(a) of 
the Department of Commerce 
Regulations (19 CFR 355.34(a)). 

The order issued June 24,1982, to 
suspend liquidation on all entries of 
nails produced by Jin Heung and 
Samchok is hereby terminated. Due to 
the antidumping order covering this 
merchandise, liquidation will continue 
to be suspended on all other such 
entries of this merchandise. 

As of the date of publication of this 
notice, importers are no longer required 
to post a cash deposit, bond, or other 
security for countervailing duty 
purposes. However, security 
requirements resulting from the 
antidumping case are still in effect. Any 
cash deposits or other security posted 
by importers to cover potential 
countervailing duty liability on previous 
entries of this merchandise will be 
refunded. 

This notice is published pursuant to 
section 705 of the Act and § 353.33 of the 
De partm ent of Commerce Regulations 
(19 CFR 355.33). 

William T. Archey, 

Acting Assistant Secretary for Trade 
Administration. 

September 1,1982. 

[FR Doc 82-24638 Filed 0-7-82 8:46 am) 

BILLING CODE 3810-25-4* 


President’s Export Council, 
Subcommittee on Export 
Administration; Closed Meeting 

agency: International Trade 
Administration, Commerce. 

summary: In accordance with Section 
10(a)(2) of the Federal Advisory 
Committee Act, 5 U.S.C. App. (1976), 
notice is hereby given, that a meeting of 
the Subcommittee on Export 
Administration of the President’s Export 
Council will be held on Wednesday, 
September 22,1982. 

The Subcommittee on Export 
Administration waB initially established 
on June 1 , 1976. Executive Order 12258 
of December 31,1980, continued the 
Subcommittee until December 31,1982. 

The Subcommittee provides advice on 
matters pertinent to those portions of 
the Export Administration Act of 1979 
that deal with United States policies of 
encouraging trade with all countries 
with which the United States has 
diplomatic or trading relations, and of 
controlling trade for national security 
and foreign policy reasons. 

Time and place: The meeting will take 
place from 9:00 a.m. to 4:00 pjn.. 









39554 


Federal Register / Vol. 47, No. 174 / Wednesday, September 8, 1982 / Notices 


September 22,1982, at the Main 
Commerce Building, Room 6802,14th 
Street and Constitution Avenue NW., 
Washington. D.C. 

Agenda: Executive Session. 

Discussion of matters properly classified 
under Executive Order 12065, dealing 
with U.S. export control program 
developments and their related strategic 
criteria. 

SUPPLEMENTARY INFORMATION: The 

Assistant Secretary of Commerce for 
Administration, with the concurrence of 
the delegate of the General Counsel, 
formally determined on January 8,1982, 
pursuant to Section 10(d) of the Federal 
Advisory Committee Act, as amended 
by Section 5(c) of the Government in the 
Sunshine Act, Pub. L. 94-409, that the 
matters to be discussed in Executive 
Session should be exempt from the 
provisions of the Federal Advisory 
Committee Act relating to open meetings 
and public participation therein, 
because the Executive Session will be 
concerned with matters listed in 5 U.S.G, 
522b(c)(l) and properly classified under 
Executive Order 12065. 

A copy of the Notice of Determination 
to close the Subcommittee’s meetings or 
portions thereof is available for public 
inspection and copying in the Central 
Reference and Records Inspection 
Facility, Room 5317, U.S. Department of 
Commerce, telephone: (202) 377-4217. 
FOR FURTHER INFORMATION CONTACT: 

Ms. Debbie Kappler, Office of the 
Assistant Secretary for Trade 
Administration. International Trade 
Administration. U.S. Department of 
Commerce, Washington, D.C. 20230 
(202/377-1455) or Ms. Elizabeth 
Maatsch, President’s Export Council, 
Room 3213 (202/377-1125). 

Dated: September 2.1982. 

Lawrence J. Brady, 

Assistant Secretary for Trade Administration. 

(FR Doc 62-24613 R)«d 9-7-62; fc45 am| 

BILLING COOC 3510-25-41 


National Bureau of Standards 

Membership of General and Limited 
Performance Review Boards 

In a notice published in the Federal 
Register on September 2.1981 (46 FR 
44026), the National Bureau of Standards 
(NBS) announced the full membership, 
terms, and purposes of the General 
Performance Review Board (GPRB) and 
the Limited Performance Review Board 
(LPRB). Notices published in the Federal 
Register on January 4,1982 (47 FR 68) 
and January 26,1982 (47 FR 3580), 
announced changes in the membership 
and their terms for the GPRB. 


This notice announces the extension 
of and appointment to new terms of the 
following members of the GPRB and 
LPRB to the dates shown. 

GPRB 

Dr. Howard E. Sorrows, Chair, 
Technology Adviser to the Director, 
National Bureau of Standards, 
Washington, D.C. 20234, Appointed to 
new term ending December 31,1984 
Dr. Arthur O. McCoubrey, Associate 
Director for Measurement Services. 
National Measurement Laboratory, 
National Bureau of Standards, 
Washington, D.C. 20234, Term 
extended to December 31,1982 
Mr. Bascom W. Birmingham, Director, 
Boulder Laboratories, National Bureau 
of Standards, Boulder, CO 80303, 

Term extended to December 31,1982 

LPRB 

Dr. Edward L Brady, Chair, Associate 
Director for International Affairs. 
National Bureau of Standards, 
Washington, D.C. 20234, Appointed to 
new term ending December 31,1984 
Persons desiring any further 
information about the GPRB. the LPRB, 
or the membership of either, may 
contact Mrs. Elizabeth W. Stroud, Chief. 
Personnel Division, National Bureau of 
Standards, Washington, D.C. 20234, 

(301) 921-3555. 

Dated: Steptember 1,1982. 

Ernest Ambler, 

Director. 

(FR Doc 82-24615 Filed 9-7-82; 8:45 am) 

BILLING COOE 3519-13-41 


[Docket No. 2812-153] 

Proposed Federal Information 
Processing Standards for Magnetic 
Media 

Under the provisions of Pub. L 89-306 
and Executive Order 11717, the 
Secretary of Commerce is authorized to 
establish uniform Federal automatic 
data processing (ADP) standards. Five 
proposed standards for magnetic media 
are being recommended for Federal use. 
They represent Federal adoption of 
voluntary standards developed under 
the auspices of the International 
Organization for Standardization (ISO). 

Prior to the submission of this 
proposal to the Secretary of Commerce 
for review and approval, it is essential 
to assure that consideration is given to 
the views of manufacturers, the public, 
and State and local governments. The 
purpose of this notice is to solicit such 
views. 

These proposed Federal Information 
Processing Standards (FIPS) contain two 


sections: (1) An announcement section 
which provides information concerning 
the applicability, implementation, and 
maintenance of the standard; and (2) a 
specification section which deals with 
the technical requirements of the 
standard. Only the announcement 
sections of these proposals are provided 
in this notice. 

Through arrangements with ISO. 
interested parties may obtain copies of 
the technical specifications from and 
submit comments in writing to the 
Director, Institute for Computer Sciences 
and Technology, National Bureau of 
Standards, Washington, D.C. 20234, 
Attention: Proposed FIPS for Magnetic 
Media. To be considered, comments on 
these proposed standards must be 
received on or before December 7,1982. 

Written comments received in 
response to this notice plus written 
comments obtained from Federal 
departments and independent agencies 
will be made part of the public record 
and will be available for inspection and 
copying in the Central Reference and 
Records Inspection Facility, Room 6628, 
Main Commerce Building, 14th Street 
between Constitution Avenue and E 
Street, NW., Washington, D.C. 20230. 

Persons desiring further information 
about these proposed FIPS for Magnetic 
Media may contact Mr. Michael D. 
Hogan, System Components Division, 
Center for Computer Systems 
Engineering, Institute for Computer 
Sciences and Technology, National 
Bureau of Standards, Washington, D.C. 
20234, telephone: 301/921-3723. 

Dated: September 1,1982. 

Ernest Ambler, 

Director. 

Federal Information Processing Standards 
Publication- 

Date:-. 

Announcing the Standard for 200 mm (8 in) 
Flexible Disk Cartridge Track Format Using 
Two-Frequency Recording at 6631 bprad on 
One Side — 1.9 tpmm (48 tpi) for Information 
Interchange 

Federal Information Processing Standards 
Publications are issued by the National 
Bureau of Standards pursuant to section 
111(f)(2) of the Federal Property and 
Administrative Services Act of 1949, as 
amended. Public Law 89-306 (79 Stat. 1127), 
Executive Order 11717 (36 FR 12315, dated 
May 11,1973) and Part 6 of Title 15 Code of 
Federal Regulations (CFR). 

Name of Standard 

200 mm (8 in) Flexible Disk Cartridge Track 
Format Using Two-Frequency Recording at 
6631 bprad on One Side—1.9 tpmm (48 tpi) for 
Information Interchange (FIPS PUB —). 
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Category of Standard 

Hardware Standard. Interchange Codes 
and Media. 

Explanation 

This standard specifies the recorded 
characteristics for a 200 mm (8 in) flexible 
disk cartridge in order to provide for digital 
data interchange between information 
processing systems. The flexible disk 
cartridge has the following characteristics: 
two-frequency recording at 6631 bits per 
radian (bprad) on one side, and 77 tracks at a 
track density of 1.9 tracks per millimeter 
(tpmm) (46 tracks per inch (tpi)). 

Approving Authority 

Secretary of Commerce. 

Maintenance Agency 

Department of Commerce, National Bureau 
of Standards (Institute for Computer Sciences 
and Technology). 

Cross Index 

Internationa) Organi 2 ation for 
Standardization (ISO) 5654/2, Data 
Interchange on 200 mm (8 in) Flexible Disk 
Cartridge Using Two-Frequency Recording at 
13262 ftprad on One Side—Part 2: Track 
Format. 

Related Documents 

a. American National Standard Code for 
Information Interchange (ASCII), X3.4-1977, 
FIPS PUB 1-1 and 7. 

b. American National Standard Code 
Extension Techniques for Use with the 7-Bit 
Coded Character Set of American National 
Standard Code (ASCII) for Information 
Interchange, X3.41-1974, FIPS PUB 35. 

c. American National Standard Additional 
Controls for Use with American Standard 
Code for Information Interchange. X3.64- 
1979. FIPS PUB 86. 

d. American National Standard for Single- 
Sided Unformatted Flexible Disk Cartridge 
(for 6631-BPR Use). X3.73-1980. 

Applicability 

This standard is applicable to the 
acquisition and use of all recording and 
reproducing equipment employing 200 mm (8 
in) flexible disk cartridges with the following 
characteristics: two-frequency recording at 
6631 bprad on one side, and 77 tracks at a 
track density of 1.9 tpmm (48 tpi). Federal 
information processing systems employing 
such equipment, including associated 
software, shall provide the capability to 
accept and generate recorded flexible disk 
cartridges in compliance with the 
requirements set forth in this standard. 

Specifications 

This standard incorporates by reference 
(with qualifications as noted) the technical 
specifications of ISO 5654/2, Data 
Interchange on 200 mm (8 in) Flexible Disk 
Cartridge Using Two-Frequency Recording at 
13262 ftprad on One Side—Part 2: Track 
Format. 

Qualifications 

a. ISO 5654/2 specifies the use of ISO 646 
7-Bit Coded Character Set for Information 
Processing Interchange, ISO 2022 Code 


Extensions Techniques for Use with the ISO 
7-Bit Coded Character, and ISO 4873 
Information Processing—8-Bit Coded 
Character Set for Information Interchange. 

For the purposes of this standard. American 
National Standard Code for Information 
Interchange. X3.4-1977 (defined in FIPS PUBS 
1-1 and 7). American National Standard 
Code Extension Technique for Use with the 7- 
Bit Coded Character Set of American 
National Standard Code (ASCII) for 
Information Interchange. X3.41-1974 (defined 
in FIPS PUB 35), and American National 
Standard Additional Controls for Use with 
American Standard Code for Information 
Interchange. X3.84-1979 (defined in FIPS PUB 
86) replace all references to ISO 646, 2022, 
and 4873. 

b. After the first sentence in section 5.2.21 
Track Address (T), of ISO 5654/2, add the 
following sentence: All tracks shall be 
recorded in the natural order (i.e., 00.01. 

02,. . ., 75, 76). 

c. In ISO 5654/2, replace section 52.2.3 
Sector Number (S) with the following section: 

52.2.3 Sector Number (S). The third byte 
shall represent in binary notation the sector 
address from 01 for the first sector to 26 for 
the last sector. All sectors shall be recorded 

in the natural order (i.e., 01.02, 03.25. 

26). 

Implementation Schedule 

All applicable equipment ordered on or 
after the date of this FIPS PUB must be in 
conformance with this standard unless a 
waiver has been obtained in accordance with 
the procedure described below. Exceptions to 
this standard are made in the following 
cases: 

a. For equipment installed or on order prior 
to the date of this FIPS PUB. 

b. Where procurement actions are into the 
solicitation phase (i.e., Request for Proposals 
or Invitation for Bids has been issued) on the 
date of this FIPS PUB. 

Waivers 

Heads of agencies may request that the , 
requirements of this standard be waived in 
instances where it can be clearly 
demonstrated that there are appreciable 
performance or cost advantages to be gained 
and that the overall interests of the Federal 
Government are best served by granting the 
requested waiver. Such waiver requests will 
be reviewed by and are subject to the 
approval of the Secretary of Commerce. The 
waiver request must address the criteria 
stated above as the justification for the 
waiver. 

Forty-five days should be allowed for 
review and response by the Secretary of 
Commerce. Waiver requests shall be 
submitted to the Secretary of Commerce, 
Washington. D.C. 20230, and labeled as a 
Request for a Waiver to a Federal 
Information Processing Standard. No agency 
shall take any action to deviate from the 
standard prior to the receipt of a waiver 
approval from the Secretary of Commerce. 

No agency shall begin any process of 
implementation or acquisition of non¬ 
conforming equipment unless it has already 
obtained such approval. 


Special Information 

Federal standards and/or specifications for 
unrecorded 200 mm (8 in) flexible disk 
cartridge will be developed and issued by the 
General Services Administration. Until such 
time as these are available. American 
National Standard X3.73-1980, Single-Sided 
Unformatted Flexible Disk Cartridge (for 
6631-BPR Use), should be cited in Federal 
procurements. 

Where To Obtain Copies 

Copies of this publication are for sale by 
the National Technical Information Service, 
U.S. Department of Commerce, Springfield, 
Virginia 22161. When ordering, refer to 
Federal Information Processing Standards 
Publication—(NBS-FIPS —), and title. 
Payment may be made by check, money 
order, or deposit account. 

Federal Information Processing Standards 
Publication- 

Date:-. 

Announcing the Standard for 200 mm (8 in) 
Flexible Disk Cartridge Track Format Using 
Modified Frequency Modulation Recording 
at 13262 bprad on Two Sides — IS tpmm (48 
tpi) for Information Interchange 

Federal Information Processing Standards 
Publications are issued by the National 
Bureau of Standards pursuant to section 
111(f)(2) of the Federal Property and 
Administrative Services Act of 1949. as 
emended. Public Law 89-306 (79 Stat 1127), 
Executive Order 11717 (38 FR 12315, dated 
May 11,1973) and Part 6 of Title 15 Code of 
Federal Regulations (CFR). 

Name of Standard 

200 mm (8 in) Flexible Disk Cartridge Track 
Format Using Modified Frequency 
Modulation Recording at 13262 bprad on Two 
Sides—1.9 tpmm (48 tpi) for Information 
Interchange (FIPS PUB —). 

Category of Standard. 

Hardware Standard. Interchange Codes 
and Media. 

Explanation 

This standard specifies the recorded 
characteristics for a 200 mm (8 in) flexible 
disk cartridge in order to provide for digital 
data interchange between information 
processing systems. The flexible disk 
cartridge has the following characteristics: 
modified frequency modulation recording at 
13262 bits per radian (bprad) on two sides, 
and 77 tracks at a track density of 1.9 tracks 
per millimeter (tpmm) (48 tracks per inch 
(tpi)). 

Approving Authority 
Secretary of Commerce. 

Maintenance Agency 

Department of Commerce, National Bureau 
of Standards (Institute for Computer Sciences 
and Technology). 

Cross Index 

International Organization for 
Standardization (ISO) Draft International 
Standard (DIS) 7065/2, Data Interchange on 
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200 mm (8 in) Flexible Disk Cartridge Using 
Modified Frequency Modulation Recording at 
13282 ftprad on Two Sides—Part 2: Track 
Format. 

Related Documents 

a. American National Standard Code for 
Information Interchange (ASCII). X3.4-1977, 
FIPS PUB 1-1 and 7. 

b. American National Standard Code 
Extension Techniques for Use with the 7-Bit 
Coded Character Set of American National 
Standard Code (ASCII) for Information 
Interchange. X3.41-1974. FIPS PUB 35. 

c. American National Standard Additional 
Controls for Use with American Standard 
Code for Information Interchange. X3.64- 
1979. FIPS PUB 86. 

Applicability 

This standard is applicable to the 
acquisition and use of all recording and 
reproducing equipment employing 200 mm (8 
In) flexible disk cartridges with the following 
characteristics: modified frequency 
modulation recording at 13262 bprad on two 
sides, and 77 tracks at a track density of 1.9 
tpmm (48 tpi). Federal information processing 
systems employing such equipment, including 
associated software, shall provide the 
capability to accept and generate recorded 
flexible disk cartridges in compliance with 
the requirements set forth in this standard. 

Specifications 

This standard incorporates by reference 
(with qualifications as noted) the technical 
specifications of ISO 7065/2, Data 
Interchange on 200 mm (8 in) Flexible Disk 
Cartridge Using Modified Frequency 
Modulation Recording at 13282 ftprad on Two 
Sides—-Part 2: Track Format 

Qualifications 

a. ISO DIS 7065/2 specifies the use of ISO 
646 7-Bit Coded Character Set for Information 
Processing Interchange. ISO 2022 Code 
Extension Techniques for Use with the ISO 7- 
Bit Coded Character, and ISO 4873 
Information Processing—8-Bit Coded 
Character Set for Information Interchange. 
For the purposes of this standard. American 
National Standard Code for Information 
Interchange, X3.4-1977 (defined in FIPS PUBS 
1-1 and 7), American National Standard 
Code Extension Techniques for Use with the 
7-Bit Coded character Set of American 
National Standard Code (ASCII) for 
Information Interchange, X3.41-1974 (defined 
in FIPS PUB 35). and American National 
Standard Additional Controls for Use with 
American Standard Code for Information 
Interchange, X3.64-1979 (defined in FIPS PUB 
86) replace all references to ISO 646, 2022, 
and 4873. 

b. The following additional qualifications 
are to be applied to ISO DIS 7065/2: 

1. Delete section 1.2, Conformance. 

2. Replace section 3.8, Sector, with the 
following section: 3.8 Sector 

All tracks of the flexible disk cartridge 
shall be divided into 26 sectors. 

3. Replace section 3.11, Data Capacity of a 
Track, with the following section: 


3.11 Data Capacity of a Track . 

The data capacity of track 00. side 0 shall 
be 3328 bytes. The data capacity of all other 
tracks shall be 6656 bytes. 

4. In section 5, Detailed Description of 
Track Layout after the First Initialization for 
all Tracks Excluding Track 00, Side 0, the first 
sentence and the note are deleted. 

5. In section 5.2.2.1, Track Address, add the 
following sentence under the subheading 
“Cylinder Address (C):“ All cylinders shrill be 
recorded in the natural order (i.e., 00, 01,02, 

. . .. 75, 76). 

6. In section 5.2.2.1, Track Address, add the 
following sentence under the subheading 
“Side Number (Side):" The sides shall be 
recorded in the natural order (i.e., 00, 01). 

7. Replace section 5.2.2.2, Sector Number 
(S), with the following section: 

5.2.2.2 Sector Number (S). 

The third byte shall specify in binary 
notation the sector number from 01 for the 
first sector to 26 for the last sector. 

The sectors shall be recorded in the natural 
order (i.e., 01. 02, 03. 25. 26). 

8. Replace section 5.2.2.3. Sector Length 
(SL). with the following section: 

5.2.2.3 Sector Length (SL). 

This field shall be (01) which defines the 
number of bytes of the data field to be 256 
and consequently determines the number of 
sectors of the track to be 28. 

9. Replace section 5.5, Data Block Gap, 
with the following section: 

5.5 Data Block Gap 

This field shall comprise 54 initially 
recorded (4E)-bytes. It is recorded after each 
data block and it precedes the following 
sector identifier. After the last Data Block, it 
precedes the Track Gap. 

10. Replace Section 5.6, Track Gap. with 
the following section: 

5.6 Track Gap. 

This field shall follow the Data Block Gap 
of the last sector. It shall comprise 598 
Initially recorded (4E) bytes. Writing of the 
Track Gap takes place until the Index Hole is 
detected, unless it has been detected during 
writing of the last Data Block Gap, in which 
case there will be no Track Gap. 

Implementation Schedule 

All applicable equipment ordered on or 
after the date of this FIPS PUB must be in 
conformance with this standard unless a 
waiver has been obtained in accordance with 
the procedure described below. Exceptions to 
this standard are made in the following 
cases: 

a. For equipment installed or on order prior 
to the date of this FIPS PUB. 

b. Where procurement actions are info the 
solicitation phase (i.e.. Request for Proposals 
or Invitation for Bids has been issued) on the 
data of this FIPS PUB. 

Waivers 

Heads of agencies may request that the 
requirements of this standard be waived in 
instances where it can be clearly 
demonstrated that there are appreciable 
performance or cost advantages to be gained 
and that the overall interests of the Federal 


Government are best served by granting the 
requested waiver. Such waiver requests will 
be reviewed by and are subject to the 
approval of the Secretary of Commerce. The 
waiver request must address the criteria 
stated above as the justification for the 
waiver. 

Forty-five days should be allowed for 
review and response by the Secretary of 
Commerce. Waiver requests shall be 
submitted to the Secretary of Commerce. 
Washington. D.C. 20230. and labeled as a 
Request for a Waiver to a Federal 
Information Processing Standard. No agency 
shall take any action to deviate from the 
standard prior to the receipt of a waiver 
approval from the Secretary of Commerce. 

No agency shall begin any process of 
implementation or acquisition of non- 
conforming equipment unless it has already 
obtained such approval. 

Special Information 

Federal standards and/or specifications for 
unrecorded 200 mm (8 in) flexible disk 
cartridge will be developed and issued by the 
General Services Administration. 

Where To Obtain Copies 

Copies of this publication are for sale by 
the National Technical Information Service, 
U.S. Department of Commerce. Springfield, 
Virginia 22161. When ordering, refer to 
Federal Information Processing Standards 
Publication—{NBS-FIPS—). and title. 
Payment may be made by check, money 
order, or deposit account 

Federal Information Processing Standard 
Publication- 

Date:-. 

Announcing the Standard for 30 mm (5.25 in) 
Flexible Disk Cartridge Track Format Using 
Two-Frequency Recording at 3979 bprad on 
One Side—1.9 tpmm (48 tpi) for Information 
Interchange 

Federal Information Processing Standards 
Publications are issued by the National 
Bureau of Standard pursuant to section 
111(f)(2) of the Federal Property and 
Administrative Service Act of 1949, as 
amended. Public Law 89-306 (79 Stat. 1127), 
Executive Order 11717 (38 FR12315, dated 
May 11,1973) and Part 8 of Title 15 Code of 
Federal Regulations (CFR). 

Name of Standard 

130 mm (5.25 in) Flexible Disk Cartidge 
Track Format Using Two-Frequency 
Recording at 3979 bprad on One Side—1.9 
tpmm (48 tpi) for Information Interchange 
(FIPS PUB-). 

Category of Standard 

Hardware Standard. Interchange Codes 
and Media. 

Explanation 

This standard specifies the recorded 
characteristics for a 130 mm (5.25 in) flexible 
disk cartridge. The flexible disk cartridge has 
the following characteristics: two-frequency 
recording at 3979 bits per radian (bprad) on 
one side, and 35 tracks at a track density of 
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1.9 tracks per millimeter (tpram) (48 tracks 
per inch (tpi)). 

Approving Authority 

Secretary of Commerce. 

Maintenance Agency 

Department of Commerce. National Bureau 
of Standards (Institute for Computer Sciences 
and Technology). 

Cross Index 

International Organization for 
Standardization (ISO) Draft International 
Standard (D1S) 6596/2, Data Interchange on 
130 mm (5.25 in) Flexible Disk Cartridge 
Using Two-Frequency Recording at 7958 
ftprad on One Side—Part 2: Track Format 

Related Documents 

a. American National Standard Code for 
Information Interchange (ASCII). X3.4-1977, 
FIPS PUB 1-1 and 7. 

b. American National Standard Code 
extension Techniques for Use with the 7-Bit 
Coded Character Set of American National 
Standard Code (ASCII) for Information 
Interchange, X3.41-1974, FIPS PUB 35. 

c. American National Standard Additional 
Controls for Use with American Standard 
Code for Information Interchange, X3.64- 
1979. FIPS PUB 86. 

d. American National Standard for Single 
Sided Unformatted Flexible Disk Cartridge 
(for 3979-BPR Use). X3.82-1980. 

Applicability 

This standard is applicable to the 
acquisition and use of all recording and 
reproducing equipment employing 130 mm 
(5.25 in) flexible disk cartridges with the 
following characteristics: two-frequency 
recording at 3979 bprad on one side, and 35 
tracks at a track density of 1.9 tpmm (48 tpi). 
Federal information processing systems 
employing such equipment, including 
associated software, shall provide the 
capability to accept and generate recorded 
flexible disk cartridges in compliance with 
the requirements set forth in this standard. 

Specifications 

This standard incorporates by reference 
(with qualifications as noted) the technical 
specifications of ISO DIS 6596/2, Data 
Interchange on 130 mm (5.25 in) Flexible Disk 
Cartridge Using Two-Frequency Recording at 
7958 ftprad on One Side—Part 2: Track 
Format. 

Qualifications 

a. ISO DIS 6596/2 specifies the use of ISO 
646 7-Bit Coded Character Set for Information 
Processing Interchange, ISO 2022 Code 
Kxtension Techniques for Use with the ISO 7- 
Bit Coded Character, and ISO 4873 
Information Processing—8-Bit Coded 
Character Set for Information Interchange. 

For the purposes of this standard, American 
National Standard Code for Information 
Interchange. X3.4-1977 (defined in FIPS PUBS 
1-1 and 7), American National Standard 
Code Extension Techniques for Use with the 
7-Bit Coded Character Set of American 
National Standard Code (ASCII) for 
Information Interchange. X3.41-1974 (defined 
in FIPS PUB 35), and American National 


Standard Additional Controls for Use with 
American Standard Code for Information 
Interchange, X3.64-1979 (defined in FIPS PUB 
86) replace all references to ISO 648, 2022, 
and 4873. 

b. After the first sentence in section 
3.4.3.2.2.1, Track Address (T), of ISO DIS 
6596/2, add the following sentence: All tracks 
shall be recorded in the natural order (i.e. t 00, 
01, 02...., 33. 34). 

Implementation Schedule 

All applicable equipment ordered on or 
after the date of this FIPS PUB must be in 
conformance with this standard unless a 
waiver has been obtained in accordance with 
the procedures described below. Exceptions 
to this standard are made in the following 
cases: 

a. For equipment installed or on order prior 
to the date of this FIPS PUB. 

b. Where procurement actions are into the 
solicitation phase (i.e.. Request for Proposals 
or Invitation for Bids has been issued) on the 
date of this FIPS PUB. 

Waivers 

Heads of agencies may request that the 
requirements of this standard be waived in 
instances where it can be clearly 
demonstrated that there are appreciable 
performance or cost advantages to be gained 
and that the overall interests of the Federal 
Government are best served by granting the 
requested waiver. Such waiver requests will 
be reviewed by and are subject to the 
approval of the Secretary of Commerce. The 
waiver request must address the criteria 
stated above as the justification for the 
waiver. 

Forty-five days should be allowed for 
review and response by the Secretary of 
Commerce. Waiver requests shall be 
submitted to the Secretary of Commerce, 
Washington, D.C. 20230, and labeled as a 
Request for a Waiver to a Federal 
Information Processing Standard. No agency 
shall take any action to deviate from the 
standard prior to the receipt of a waiver 
approval from the Secretary of Commerce. 

No agency shall begin any process of 
implementation or acquisition of non- 
conforming equipment unless it has already 
obtained such approval. 

Special Information 

Federal standards and/or specifications for 
unrecorded 130 mm (5.25 in) flexible disk 
cartridges will be developed and issued by 
the General Services Administration. Until 
such time as these are available. American 
National Standard X3.82-1980. Single-Sided 
Unformatted Flexible Disk Cartridge (for 
3979-BPR Use), should be cited in Federal 
procurements. 

Where To Obtain Copies 

Copies of this publication are for sale by 
the National Technical Information Service, 
U.S. Department of Commerce, Springfield, 
Virginia 22161. When ordering, refer to 
Federal Information Processing Standards 
Publication—(NBS-FIPS —), and title. 
Payment may be made by check, money 
order, or deposit account. 


Federal Information Processing Standards 
Publication- 

Date:- 

Announcing the Standard for 130 mm (5.25 in) 
Flexible Disk Cartridge Track Format Using 
Modified Frequency Modulation Recording 
at 7956 bprad on Two Sides — 1.9 tpmm (46 
tpi) for Information Interchange 

Federal Information Processing Standards 
Publications are issued by the National 
Bureau of Standards pursuant to section 
111(f)(2) of the Federal Property and 
Administrative Services Act of 1949, as 
amended. Public Law 89-306 (79 Stat. 1127), 
Executive Order 11717 (38 FR 12315, dated 
May 11,1973) and Part 6 of Title 15 Code of 
Federal Regulations (CFR). 

Name of Standard 

130 mm (5.25 in) Flexible Disk Cartridge 
Track Format Using Modified Frequency 
Modulation Recording at 7958 bprad on Two 
Sides—1.9 tpmm (48 tpi) for Information 
(FIBS PUB—). 

Category of Standard 

Hardware Standard, Interchange Codes 
and Media. 

Explanation 

This standard specifies the recorded 
characteristics for a 130 mm (5.25 in) flexible 
disk cartridge. The flexible disk cartridge has 
the following characteristics: modified 
frequency modulation recording at 7958 bits 
per radian (bprad) on two sides, and 40 
tracks at a track density of 1.9 tracks per 
millimeter (tpmm) (48 tracks per inch (tpi)). 

Approving Authority 
Secretary of Commerce. 

Maintenance Agency 

Department of Commerce, National Bureau 
of Standards (Institute for Computer Sciences 
and Technology). 

Cross Index 

International Organization for 
Standardization (ISO) Draft International 
Standard (DIS) 7487/2, Data Interchange on 
130 mm (5.25 in) Flexible Disk Cartridge 
Using Modified Frequency Modulation 
Recording at 7958 ftprad on Two Sides—Part 
2: Track Format. 

Related Documents 

a. American National Standard Code for 
Information Interchange (ASCII), X3.4-1977, 
FIPS PUB 1-1 and 7. 

b. American National Standard Code 
Extension Techniques for Use with the 7-Bit 
Coded Character Set of American National 
Standard Code (ASCII) for Information 
Interchange, X3.41-1974, FIPS PUB 35. 

c. American National Standard Additional 
Controls for Use with American Standard 
Code for Information Interchange, X3.64- 
1979, FIPS PUB 86. 

Applicability 

This standard is applicable to the 
acquisition and use of all recording and 
reproducing equipment employing 130 mm 
(5.25 in) flexible disk cartridges with the 
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following characteristics: modified frequency 
modulation recording at 7958 bprad on two 
sides, and 40 tracks at a track density of 1.9 
tpmm (48 tpi). Federal information processing 
systems employing such equipment, including 
associated software, shall provide the 
capability to accept and generate recorded 
flexible disk cartridges in compliance with 
the requirements set forth in this standard. 

Specifications 

This standard incorporates by reference 
(with qualifications as noted] the technical 
specifications of ISO DIS 7487/2, Data 
Interchange on 130 mm (5.25 in) Flexible Disk 
Cartridge Using Modified Frequency 
Modulation Recording at 7958 ftprad on Two 
Sides—Part 2: Track Format 

Qualifications 

a. ISO DIS 7487/2 specifies the use of ISO 
648 7-Bit Coded Character Set for Information 
Processing Interchange. ISO 2022 Code 
Extension Techniques for Use with the ISO 7- 
Bit Coded Character, and ISO 4873 
Information Processing—8-Bit Coded 
Character Set for Information Interchange. 

For the purposes of this standard. American 
National Standard Code for Information 
Interchange, X3.4-1977 (defined in FIPS PUBS 
1-1 and 7), American National Standard 
Code Extension Techniques for Use with the 
7-Bit Coded Character Set of American 
National Standard Code (ASCII) for 
Information Interchange, X3.41-1974 (defined 
in FIPS PUB 35), and American National 
Standard Additional Controls for Use with 

'American Standard Code for Information 
Interchange. X3.64-1979 (defined in FIPS PUB 
86) replace all references to ISO 646. 2022, 
and 4873. 

b. The following additional qualifications 
are to be applied to ISO DIS 7487/2: 

1. Delete section 3.1.1.1. Track 00, side 00. 
in its entirety. 

2. Replace the section title of section 3.1.1 Z 
All tracks other than track 00, side 0, with the 
following section title: 

3.1.13 All tracks. 

3. Replace the last sentence in section 

3.1.4.1 with the following sentence: The 
nominal bit cell length for all tracks is 125,5 
microradians. 

4 . Delete section 3.1.5.1, Flux transition 
spacing for track 00. side 0, in its entirety. 

5.5. Replace the section title of section 
3.1.5.2, Flux transition spacing for all tracks 
other than track 00, side 0, with the following 
section title: 

3.1.5.2 Flux transition spacing for all tracks. 

a Replace section 3.1.11, Data capacity of a 
track, with the following section: 

3.1.11 Data capacity of a track. . 

The data capacity of all tracks shall be 
4096 bytes. 

7. Delete section 3.2. Detailed Description 
of Track Layout after First Initialization for 
Track 00. Side 0, in its entirety. 

8. Remove all references to section 3.2, 
Detailed Description of Track Layout after 
First Initialization for Track 00. Side 0. and 
any subparts thereof. 

9. Replace the section title of section 3.3, 
Detailed Description of Track Layout after 


the First Initialization for all Tracks other 
than Track 00, Side 0. with the following 
section title: 

3.3 Detailed Description of Track Layout 
after the First Initialization for all Tracks. 

10. Replace section 3.4.4.2.4.1, Data Mark, 
with the following section: 

3.4.4.2.4.1 Data Mark. 

For all tracks, this field shall comprise: 12 
(00)—bytes; 3 (Al)*—bytes; 1 byte. 

The 15th byte shall be: 

(FB) indicating that the data is valid and 
that the whole Data Field can be read. 

(F8) indicating that the first byte of the 
Data Field shall be interpreted according to 
Standard ISO ... (on labelling). 

11. Replace the last sentence in section 
3.4.4.2.4.2. Data Field, with the following 
sentence: The first 128 bytes of the Data 
Fields in cylinder 00 are reserved for 
operating system use, including labelling. 

Implementation Schedule 

All applicable equipment ordered on or 
after the date of this FIPS PUB must be in 
conformance with this standard unless a 
waiver has been obtained in accordance with 
the procedure described below. Exceptions to 
this standard are made in the following 
cases: 

a. For equipment installed or on order prior 
to the date of this FIPS PUB. 

b. Where procurement actions are into the 
solicitation phase (i.e.. Request for Proposals 
or Invitation for Bids has been issued) on the 
date of this FIPS PUB. 

Waivers 

Heads of agencies may request that the 
requirements of this standard be waived in 
instances where it can be clearly 
demonstrated that there are appreciable 
performance or cost advantages to be gained 
and that the overall interests of the Federal 
Government are best served by granting the 
requested waiver. Such waiver requests will 
be reviewed by and are subject to the 
approval of the Secretary of Commerce. The 
waiver request must address the criteria 
stated above as the justification for the 
waiver. 

Forty-five days should be allowed for 
review and response by the Secretary of 
Commerce. Waiver requests shall be 
submitted to the Secretary of Commerce, 
Washington. D.C. 20230, and labeled as a 
Request for a Waiver to a Federal 
Information Processing Standard. No agency 
shall take any action to deviate from the 
standard prior to the receipt of a waiver 
approval from the Secretary of Commerce. 

No agency shall begin any process of 
implementation or acquisition of non- 
conforming equipment unless it has already 
obtained such approval. 

Special Information 

Federal standards and/or specifications for 
unrecorded 130mm (5.25 in) flexible disk 
cartridges will be developed and issued by 
the General Services Administration. 

Where To Obtain Copies 

Copies of this publication are for sale by 
the National Technical Information Service, 


U.S. Department of Commerce. Springfield, 
Virginia 22181. When ordering, refer to 
Federal Information Processing Standards 
Publication—(NBS-FIPS—). and title. 

Payment may be made by check, money 
order, or deposit account. 

Federal Information Processing Standards 
Publication- 

Date:-. 

Announcing the Standard for Flexible Disk 
Cartridge Labelling and File Structure for 
Information Interchange 

Federal Information Processing Standards 
Publications are issued by the National 
Bureau of Standards pursuant to section 
111(f)(2) of the Federal Property and 
Administrative Services Act of 1949, as 
amended. Public Law 89-306 (79 Stat. 1127), 
Executive Order 11717 (38 FR12315, dated 
May 11,1973) and Part 6 of Title 15 Code of 
Federal Regulations (CFR). 

Name of Standard 

Flexible Disk Cartridge Labelling and File 
Structure for Information Interchange (FIPS 
PUB-). 

Category of Standard 
Software Standard, Operating Procedure. 
Explanation 

This standard specifies the labelling and 
file structure characteristics for flexible disk 
cartridges described in the following track 
format standards: 

130 mm (5.25 in) Flexible Disk Cartridge 
Track Format Using Two-Frequency 
Recording at 3979 bprad on One Side—1.9 
tpmm (48 tpi) for Information Interchange 
(FIPS PUB—). 

130 mm (5.25 in) Flexible Disk Cartridge 
Track Format Using Modified Frequency 
Modulation Recording at 7958 bprad on Two 
Sides—1.9 tpmm (48 tpi) for Information 
Interchange (FIPS PUB—). 

200 mm (8 in) Flexible Disk Cartridge Track 
Format Using Two-Frequency Recording at 
6631 bprad on One Side—1.9 tpmm (48 tpi) for 
Information Interchange (FIPS PUB—), and 
200 mm (8 in) Flexible Disk Cartridge Track 
Format Using Modified Frequency 
Modulation Recording at 13262 bprad on Two 
Sides—1.9 tpmm (48 tpi) for Information 
Interchange (FIPS PUB—). 

Approving Authority 
Secretary of Commerce. 

Maintenance Agency 

Department of Commerce, National Bureau 
of Standards (Institute for Computer Sciences 
and Technology). 

Cross Index 

International Organization of 
Standardization (ISO) Draft International 
Standard (DIS) 7665. Information 
Processing—Flexible Disk Cartridge Labelling 
and File Structure for Information 
Interchange—Specifics tion. 
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Related Documents 

a. American National Standard Code for 
Information Interchange (ASCII), X3.4-1977, 
FIPS PUB 1-1 and 7. 

b. American National Standard Code 
Extension Techniques for Use with the 7-Bit 
Coded Character Set of American National 
Standard Code (ASCII) for Information 
Interchange, X3.41-1974, FIPS PUB 35. 

c. American National Standard Additional 
Controls for Use with American Standard 
Code for Information Interchange, X3.64- 
1979, FIPS PUB 86. 

d. American National Standard for Single- 
Sided Unformatted Flexible Disk Cartridge 
(for 6631-BPR Use), X3.73-1980. 

e. American National Standard for Single- 
Sided Unformatted Flexible Disk Cartridge 
(for 3979-BPR Use). X3.82-1980. 

f. ISO 5654/2—Data Interchange on 200 mm 
(8 in) Flexible Disk Cartridge Using Two- 
Frequency Recording at 13262 ftprad on One 
Side—Part 2: Track Format. 

g. ISO DIS 6596/2—Data Interchange on 
130 mm (5.25 in) Flexible Disk Cartridges 
Using Two-Frequency Recording at 7958 
ftprad on One Side. 

h. ISO DIS 7065/2—Data Interchange on 
200 mm (8 in) Flexible Disk Cartridges Using 
Modified Frequency Modulation Recording at 
13262 ftprad (13262 bprad) on Two Sides— 
Part 2: Track Format. 

L ISO DIS 7487/2—Data Interchange on 130 
mm (5.25 in) Flexible Disk Cartridge Using 
Modified Frequency Modulation Recording at 
7958 ftprad on Two Sides—Part 2: Track 

Format 

Applicability 

This standard is applicable to the 
acquisition and use of all recording and 
reproducing equipment employing flexible 
disk cartridges described in the following 
track format standards: 

130 mm (5.25 in) Flexible Disk Cartridge 
Track Format Using Two-Frequnecy 
Recording at 3979 bprad on One Side—1.9 
tpmm (48 tpi) for/or Information Interchange 
(FIPS PUB—), 

130 mm (5.25 in) Flexible Disk Cartridge 
Track Format Using Modified Frequency 
Modulation Recording at 7958 bprad on Two 
Sides—1.9 tpmm (48 tpi) for Information 
Interchange (FIPS PUB—), 

200 mm (8 in) Flexible Disk Cartridge Track 
Format Using Two-Frequency Recording at 
6631 bprad on One Side—1.9 tpmm (48 tpi for 
Information Interchange (FIPS PUB—), and 

200 mm (8 in) Flexible Disk Cartridge Track 
Format Using Modified Frequency 
Modulation Recording at 13262 bprad on Two 
Sides—1.9 tpmm (48 tpi) for Information 
Interchange (FIPS PUB—). 

Federal information processing systems 
employing such equipment, including 
associated software, shall provide the 
capability to accept and generate recorded 
flexible disk cartridges in compliance with 
the requirements set forth In this standard. 

Specifications 

This standard incorporates by reference 
(with qualifications as noted) the technical 
specifications of ISO DIS 7665, Information 
Processing—Flexible Disk Cartridge Labelling 
and File Structure for Information 
Interchange—Specification. 


Qualifications 

ISO DIS 7665 specifies three nested levels 
of interchange. For the purposes of this 
standard, the level called “basic interchange’* 
is required for conformance to this standard. 
The levels of interchange called “extended 
interchange level 1” and “extended 
interchange level 2“ are optional. 

b. ISO DIS 7665 specifies the use of ISO 646 
7-Bit Coded Character Set for Information 
Processing Interchange, ISO 2022 Code 
Extension Techniques for Use with the ISO 7- 
Bit Coded Character, and ISO 4873 
Information Processing—8-Bit Coded 
Character Set for Information Interchange. 

For the purposes of this standard, American 
National Standard Code for Information 
Interchange, X3.4-1977 (defined in FIPS PUBS 
1-1 and 7), American National Standard 
Code Extension Techniques for Use with the 
7-Bit Coded Character Set of American 
National Standard Code (ASCII) for 
Information Interchange, X3.41-1974 (defined 
in FIPS PUB 35), and American National 
Standard Additional Controls for Use with 
American Standard Code for Information 
Interchange, X3.64-1979 (defined in FIPS PUB 
86) replace all references to ISO 646, 2022, 
and 4873. All labels and data will be 
recorded in the character code defined in 
FIPS PUB 1-1, 7, 35. and 86. 

c. The following additional qualifications 
are to be applied to ISO DIS 7665: 

1. Delete section 2, CONFORMANCE. 

2. Add the following definition to section 4, 
DEFINITIONS: natural order. An ascending 
sequence starting with the lowest allowed 
value and proceeding, in increments of one, 
to the highest allowed value. 

3. In Table 2 under 130 mm Cartridge, 
Standard Ref., ISO 7487, replace the value 
“32” with the value “37.” 

4. Delete parameter values 15 and 8 from 
line 6 in Table 2. 

5. Delete parameter values 512 and 1024 
from line 7 in Table 2. 

6. Delete Note 2 in section 6.1, Applicability 
of This Standard to Identified Types of 
Flexible Disk Cartridge. 

7. Delete “or 7680 or 8192” from line 3 in 
Table 3. 

8. Replace section 7.4.1 with the following 
section: 

7.4.1 The file organization shall be 
sequential (i.e., cylinders, sides, tracks, and 
sectors shall be recorded in the natural 
order). 

9. Replace section 8.4.8, Physical Record 
Length Identifier (CP 76), with the following 
section: 

8.4.8 Physical Record Length Identifier (CP 
76). 

This field shall specify the length of all 
physical records on all cylinders other than 
cylinder 00. 

The characters in this field shall be SPACE 
or a digit. 

SPACE—shall mean that the length of all 
physical records is 128 bytes; 

1—shall mean that the length of all 
physical records is 256 bytes. 

10. Replace section 8.4.9, Sector Sequence 
Indicator (CP 77 to 78), with the following 
section: 


8.4.9 Sector Sequence Indicator (CO 77 to 
78). 

This field shall specify the sequence of the 
sectors on the tracks. 

The characters in this field shall be SPACE 
and digits. 

SPACE’S or 01 shall each mean that the 
sectors are in the natural order. 

Implementation Schedule 

All applicable equipment ordered on or 
after the date of this FIPS PUB must be in 
conformance with this standard unless a 
waiver has been obtained in accordance with 
the procedure described below. Exceptions to 
this standard are made in the following 
cases: 

a. For equipment installed on or order prior 
to the date of this FIPS PUB. 

b. Where procurement actions are into the 
solicitation phase (i.e., Request for Proposals 
or Invitation for Bids has been issued) on the 
date of this FIPS PUB. 

Waivers 

Heads of agencies may request that the 
requirements of this standard be waived in 
instances where it can be clearly 
demonstrated that there are appreciable 
performance or cost advantages to be gained 
and that the overall interests of the Federal 
Government are best served by granting the 
requested waiver. Such waiver requests will 
be reviewed by and are subject to the 
approval of the Secretary of Commerce. The 
waiver request must address the criteria 
stated above as the justification for the 
waiver. 

Forty-five days should be allowed for 
review and response by the Secretary of 
Commerce. Waiver requests shall be 
submitted to the Secretary of Commerce, 
Washington, D.C. 20230, and labeled as a 
Request for a Waiver to a Federal 
Information Processing Standard. No agency 
shall take any action to deviate from the 
standard prior to the receipt of a waiver 
approval from the Secretary of Commerce. 

No agency shall begin any process of 
implementation or acquisition of non- 
conforming equipment unless it has already 
obtained such approval. 

Where To Obtain Copies 

Copies of this publication are for sale by 
the National Technical Information Service, 
U.S. Department of Commerce, Springfield, 
Virginia 22161. When ordering, refer to 
Federal Information Processing Standards 
Publication—(NBS-FIPS—). and title. 

Payment may be made by check, money 
order, or deposit account. 

(FR Doc. 82-24614 Filed 9-7-82; 8:45 am] 

BILLING CODE S510-CN-M 


National Oceanic and Atmospheric 
Administration 

Receipt of Application for Permit 

Notice is hereby given that an 
Applicant has applied in due form for a 
Permit to take marine mammals as 
authorized by the Marine Mammal 
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Protection Act of 1972 (16 U.S.C. 1361- 
1407). and the Regulations Governing 
the Taking and Importing of Marine 
Mammals (50 CFR Part 216). 

1. Applicant: 

a. Name: Marineland Amusements 
Corporation (P301A). 

b. Address: P.O. Box 937, 6610 Palos 
Verdes Drive South, Rancho Palos 
Verdes, California 90274. 

2. Type of Permit: Public Display. 

3. Name and Number of Animals: 
Atlantic bottlenose dolphins (Tursiops 
truncatus)—6. 

4. Type of Take: Live capture. 

5. Location of Activity: West Coast of 
Florida. 

6. Period of Activity: 3 years. 

The arrangements and facilities for 
transporting and maintaining the marine 
mammals requested in the above 
described application have been 
inspected by a licensed veterinarian, 
who has certified that such 
arrangements and facilities are 
adequate to provide for the well-being of 
the marine mammals involved. 

Concurrent with the publication of 
this notice in the Federal Register, the 
Secretary of Commerce is forwarding 
copies of this application to the Marine 
Mammal Commission and the 
Committee of Scientific Advisors. 

Written data or views, or requests for 
a public hearing on this application 
should be submitted to the Assistant 
Administrator for Fisheries, National 
Marine Fisheries Service. U.S. 
Department of Commerce. Washington. 
D.C. 20235, within 30 days of the 
publication of this notice. Those 
individuals requesting a hearing should 
set forth the specific reasons why a 
hearing on this particular application 
would be appropriate. The holding of 
such hearing is at the descretion of the 
Assistant Administrator for Fisheries. 

All statements and opinions contained 
in this application are summaries of 
those of the Applicant and do not 
necessarily reflect the views of the 
National Marine Fisheries Service. 

Documents submitted in connection 
with the above application are available 
for review in the following offices: 

Assistant Administrator for Fisheries, 
National Marine Fisheries Service. 3300 
Whitehaven Street. NW.. Washington, 
D.C.; 

Regional Director. National Marine 
Fisheries Service, Southwest Region, 300 
South Ferry Street, Terminal Island, 
California 90731; and 

Regional Director, National Marine 
Fisheries Service, Southeast Region, 

9450 Koger Boulevard, St Petersburg, 
Florida 33702. 


Dated: September 1,1982. 

Richard B. Roe, 

Acting Director, Office of Marine Mammals 
and Endangered Species, National Marine 
Fisheries Service. 

(FR Doc. 82-24648 Filed *-7-82: 8*5 «m| 

BILLING COO€ 3510-22-M 


DEPARTMENT OF DEFENSE 

Department of the Air Force 

Performance Review Boards; List of 
Members 

Below is a listing of Additional 
individuals who are eligible to serve on 
the Performance Review Boards for the 
Department of the Air Force in 
accordance with the Air Force Senior 
Executive Appraisal and Award System. 

Secretariat 

Major General Kenneth L Peek. Jr. 

Air Staff 

Brigadier General Henry J. Sechler 
Winnibel F. Holmes, 

Air Force Federal Register Liaison Officer. 

(FR Doc. 82-24500 Piled 8-7-82. 8:45 am| 

BILUNG COOt 3910-01-M 


Department of the Army 

United States Army Medical Research 
and Development Advisory 
Committee, Medicinal Chemistry 
Subcommittee; Partially Closed 
Meeting 

In accordance with Section 10(a)(2) of 
the Federal Advisory Committee Act 
(Pub. L. 92-483), announcement is made 
of the following Subcommittee meeting: 

Name of committee: United States Army 
Medical Research and Development 
Advisory Committee. Subcommittee on 
Medicinal Chemistry 
Date of meeting: 7-6 October 1982. 

Time & place: 0830 hrs. Room 3092, Walter 
Reed Army Institute of Research. 
Washington. DC 

Proposed agenda: This meeting will be open 
to the public from 0830 to 1330 hrs on 7 
October for the administrative review and 
discussion of the scientific research 
program of the Medicinal Chemistry 
Branch. Walter Reed Army Institute of 
Research. Attendance by the public at open 
sessions will be limited to space available. 

In accordance with the provisions set 
forth in Section 552b(c)(6). US Code, 

Title 5 and Section 10(d) of Pub. L 92- 
463, the meeting will be closed to the 
public from 1330 to 1730 hrs on 7 
October and from 0900 to adjournment 
on 8 October for the review, discussion 
and evaluation of inividual programs 
and projects conducted by the U.S. 


Army Medical Research and 
Development Command, including 
consideration of personnel 
qualifications and performance, the 
competence of individual Investigators, 
medical files of individual research 
subjects, and similar items, the 
disclosure of which would constitute a 
clearly unwarranted invasion of 
personal privacy. 

Dr. Howard Noyes. Associate Director 
for Research Management, Walter Reed 
Army Institute of Research, Bldg. 40, 
Room 1111, Walter Reed Army Medical 
Center. Washington. DC 20012 (202/576- 
2436) will furnish summary mintues, 
roster of Subcommittee members and 
substantive program information. 

Harry G. Dangerfield 

Colonel, MC, Deputy Commander. 

(FK Doc 82-24555 Filed 9-7-82:8:46 am] 

BILLING COOC 3710-08-41 


Public Information Collection 
Requirement Submitted to OMB for 
Review 

The Department of Defense has 
submitted to OMB for review the 
following proposal for the collection of 
information under the provisions of the 
Paperwork Reduction Act (44 U.S.C. 
Chapter 35). Each entry contains the 
following information: (1) Type of 
Submission; (2) Title of Information 
Collection and Form Number if 
applicable; (3) Abstract statement of the 
need for and the uses to be made of the 
information collected; (4) Type of 
Respondent: (5) An estimate of the 
number of responses: (6) An estimate of 
the total number of hours needed to 
provide the information; (7) To whom 
comments regarding the information 
collection are to be forwarded; (8) The 
point of contact from whom a copy of 
the information proposal may be 
obtained. 

New 

A. Health-Related Survey. Individual 

Facility Report 

B. Special Education Survey—Individual 

School Report 

Collecting information to satisfy legal 
requirement for health-related and 
education services to handicapped 
dependents. 

State, local, private and nonprofit 
health-related and education facilities: 
4,120 responses; 2,747 hours. 

Forward comments to Edward 
Springer, OMB Desk Officer, Room 3235, 
NEOB, Washington, D.C. 20503, and 
John V. Wenderoth, DOD Clearance 
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Officer. OASD(C), DIRMS. IRAD. Room 
1A658, Pentagon, Washington, D.C. 
20301, telehone (202) 697-1195. 

A copy of the information collection 
proposal may be obtained from David 
O. Cochran, DAAG-OP1, Room 1D667, 
Pentagon, Washington, DC. 20310, 
telephone (202) 695-5111. 

September 1,1982. 

M. S. HeaJy, 

OSD Federal Register Liaison Officer ; 
Department of Defense . 

|FR Doc. 62-24G33 Rlod 8:45 sn| 

BKJJNG COO€ 3710-08-41 


Corps of Engineers, 

Department of the Army 

Intent To Prepare a Draft 
Environmental Impact Statement 
(DEIS) for Hilo Area Comprehensive 
Study Small Craft Navigation 
Improvements 

agency: US Army Corps of Engineers, 
DOD. 

action: Notice of intent to prepare draft 
environmental impact statement. 

summary: 1 . The US Army Engineer 
District, Honolulu, is studying the 
feasibility of constructing a small boat 
harbor on the east coast of the island of 
Hawaii. 

Z The study is investigating the 
possibility of siting the harbor at one of 
two locations, Kumukahi Point Site 1 or 

Site 2. 

3. The Corps held a workshop in 
February 1981 in Hilo and participated 
with the State of Hawaii, Harbors 
Division, in another workshop held on 
March 18,1981 at Pahoa. Since then, 
several informal workshops have been 
held. Local interest groups, private 
organizations and parties, and Federal, 
State and County of Hawaii agencies 
will again be contacted during the 
course of the study. At this time, the 
DEIS will address the effects of the 
harbor on fish and wildlife resources, 
historic sites, water resources, parks 
and social considerations identified by 
local residents at the public workshops. 
The US Fi9h and Wildlife Service will 
provide their opinion of the project 
effects on fish and wildlife resources for 
inclusion in the DEIS. Consultation with 
the US Advisory Council on Historic 
Preservation, National Park Service, 
State Historic Preservation Officer, 

State Department of Health. US 
Environmental Protection Agency, 
National Marine Fisheries Service. State 
Harbor Division, and State Department 
of Parks, County Department of Parks 


and Recreation will be completed during 
the study as appropriate. 

4. A scoping meeting i9 not planned at 
this time. 

5. The DEIS will be made available for 
public review about December 1982. 

Address: Questions about the 
proposed action and DEIS can be 
answered by: Mr. Eugene Dashiell, 
Project Manager, US Army Engineering 
District, Honolulu, Building T-l, Fort 
Shafter. HI 9685a Telephone: (808) 438- 
2240. 

Dated: August 23,1982. 

Kenneth E. Sprague, 

LL Col, Corps of Engineers. District Engineer. 

|FR Doc. 62-2*517 filed 9-7-82; 6:45 am) 

BILLING COOC 3710-NN-M 


Office of the Secretary 

Privacy Act of 1974; Amendments and 
Deletion of System Notices 

agency: Defense Department. 
action: Notice of amendments and 
deletion of system notices. 

summary: The Office of the Secretary of 
Defense proposes to delete the notice for 
one system of records and to amend the 
system notices for seven other systems 
of records subject to the Privacy Act of 
1974. The system to be deleted is 
identified below followed by the specific 
amendments to the amended system 
notices. All of the amended system 
notices as amended are set forth below 
as well. 

dates: This shall be effective without 
further notice on October 8,1982 unless 
comments are received which would 
result in a contrary determination. 
addresses: Send all comments to the 
system manager identified in the system 
notice. 

FOR FURTHER INFORMATION CONTACT: 

Norma Cook, Privacy Act Officer, 
ODASD(A), Rm: 5C-315, The Pentagon, 
Washington, D.C. 20301, Telephone: 202/ 
695-0970. 

SUPPLEMENTARY INFORMATION: The 

Office of the Secretary of Defense (OSD) 
system notices for system of records 
subject to the Privacy Act of 1974, Title 5 
United States Code, Section 552a (Pub. 

L 93-579; 44 Stat. 1896 el seq.) have 
been published in the Federal Register 
at: 

FR Doc. 82-674 (47 FR 2544) |anuary 18.1982 
FR Doc 82-3758 (47 FR 6462) February 12. 

1982 

FR Doc. 82-21537 (47 FR 34441) August 9,1982 

The proposed amendments are not 
within the purview of the provisions of 5 
U.S.C. 552a(o) of the Act which requires 


the submission of an altered system 
report. 

M. S. Healy, 

OSD Federal Register Liaison Officer, 
Department of Defense . 

September 2,1982. 

DELETIONS 
DOCHA 06 

System name: 

Policy and Precedent Piles. 

Reoson: 

Records are maintained subjectively 
and not by individual's names or 
personal identifier. 

Amendments 
DOCHA 01 

System name: 

Health Benefits Files (47 FR 2544, 
January 18,1982). 

Changes: 

System location: 

Delete entry under above heading and 
insert: 

"Primary System—Beneficiary and 
Provider Relations Division (BR), 
OCHAMPUS, DoD, Aurora, Colorado 
80045. 

Decentralized Segment—Office of 
Appeals and Hearings fDCA), 
OCHAMPUS, Aurora, Colorado 80045." 

Categories of records in the system: 

In line four, change "contractors" to 
"fiscal intermediaries." 

Policies and practices for storing, 
retrieving, accessing, retaining, and 
disposing of records in the system: 

Storage: 

Add the following as second sentence: 
"Automated records are maintained 
on magnetic tape and disc." 

Retention and disposal: 

Delete entry under above heading and 
insert: 

"Automated indexes are permanent. 
Hardcopy records are closed out at the 
end of the calendar year in which paid, 
or voided, as applicable; held 1 
additional year at OCHAMPUS: and 
transferred to the Federal Records 
Center. The Federal Records Center will 
destroy the records after an additional 4 
years retention." 

System manage ifs) and address: 

Delete entry under above heading and 
insert: 

"Chief. Beneficiary and Provider 
Relations Division (BR), OCHAMPUS, 
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DoD. Aurora, Colorado 80045. 

Telephone: 303-361-8220.” 

System name: 

Medical Care Inquiry Files (47 FR 
2544, January 18,1982). 

Changes: 

System location: 

Delete entry under above heading and 
insert: 

“Executive Office (DE), OCHAMPUS, 
DoD, Aurora, Colorado 80045. 

Decentralized Segment—Office of 
Appeals and Hearings (DCA), 
OCHAMPUS. Aurora, Colorado 80045.“ 

System manager(s) and address: 

Delete entry under above heading and 
Insert: 

“Chief, Beneficiary and Provider 
Relations Division (BR), OCHAMPUS, 
DoD, Aurora, Colorado 80045. 

Telephone: 303-361-8220.“ 

DOCHA 03 

System name: 

Health Benefits Preapproval Files (47 
FR 2544, January 18,1982). 

Changes: 

System location: 

Delete entery under above heading 
and insert: 

“Primary System—Information 
Systems Division (IS), OCHAMPUS, 
DoD, Aurora, Colorado 80045.” 

Routine uses (disclosure) of records 
maintained in the system, including 
categories of users, uses, and purposes 
of such uses: 

Internal users, uses, and purposes: 

First paragraph, first line, delete 
“Program Operations Division (0),“ 
insert “Beneficiary and Provider 
Relations Division (BR).“ 

Third paragraph, last line, delete 
“covered by the system.” 

System manager(s) and address: 

Delete entry under above heading and 
insert: 

“Chief. Information Systems Division 
(IS). OCHAMPUS, DoD. Aurora. 
Colorado 80045. Telephone: 303-361- 
8088. 

DOCHA 04 

System name: 

Legal Opinion Files (47 FR 2544. 
January 18,1982.) 

Changes: 

System managers) and address: 

Delete entry under above heading and 
insert: 


“General Counsel (DC), OCHAMPUS, 
DoD. Aurora, Colorado 80045. 

Telephone: 303-361-8506.” 

DOCHA 05 

System name: 

Health Facilities Files (47 FR 2544, 
January 18,1982). 

Changes: 

System location: 

Delete entry under above heading and 
insert: 

“Beneficiary and Provider Relations 
Division (BR), OCHAMPUS, DoD, 
Aurora, Colorado 80045.” 

Routine uses (disclosure) of records 
maintained in the system, including 
categories of users, uses, and purposes 
of such uses: 

Internal users, uses, and purposes: 

Line one, delete “Program Operations 
Division” and insert “Beneficiary and 
Provider Relations Division.” 

Retention and disposal: 

Delete entry under above heading and 
insert: 

“Close out at the end of the calendar 
year after completion of the final action 
and transfer to the Federal Records 
Center. The Federal Records Center will 
destroy after an additional 5 years 
retention.” 

System managers) and address: 

Delete entry under above heading and 
insert: 

“Chief, Beneficiary and Provider 
Relations Division (BR), OCHAMPUS, 
DoD, Aurora. Colorado 80045. 
Telephone: 303-361-8220.” 

Record access procedures: 

Delete second paragraph and insert: 
“Written requests for information 
should include the correct name of the 
institution, street address, city, state, 
and full name of the requestor, 
requestor’s current address and 
telephone number.” 

DOCHA 07 

System name: 

Medical Claim History Files (47 FR 
2544. January 18,1982). 

Changes: 

System location: 

Delete entry under above heading and 
insert: 

“Primary System—Information 
Systems Division (IS), OCHAMPUS, 
DoD, Aurora, Colorado 80045. 

Decentralized Segment—Office of 
Appeals and Heaings (H). OCHAMPUS, 


DoD. Aurora. Colorado 80045: Office of 
Civilian Health and Medical Program of 
the Uniformed Services—Europe 
(OCHAMPUSEUR), APO New York 
09102, Fiscal Intermediaries/Contractors 
under contract to OCHAMPUS. Each 
company listed below maintains claim 
files on beneficiaries in their respective 
geographical areas. 

Mutual of Omaha Insurance 
Company, Mutual of Omaha Plaza, 
Omaha NE 68175. 

Blue Shield of California, P.O. Box 
85240, 5353 Mission Center Road, San 
Diego CA 92108. 

Blue Shield of California, P.O. Box 
85240, 5353 Mission Center Road, San 
Diego CA 92108. (Dental). 

Hawaii Medical Service Association, 
P.O. Box 860, Honolulu HI 96808. 

Blue Cross of Washington-Alaska, 

P.O. Box 77084, Seattle WA 98177. 

Blue Cross of Rhode Island, One 
Weybosset Hill, Providence RI 02901. 

Blue Cross/Blue Shield of Tennessee, 
730 Chestnut Street, Chattanooga TN 
37402. 

Wisconsin Physicians Service, P.O. 
Box 7927. Madison WI 53707. 

Blue Cross/Blue Shield of South 
Carolina, P.O. Box 6119, Columbia SC 
29260.” 

Categories or records in the system: 

Add to the last line, ”, enrollment 
forms and screening cards required to 
conduct a demonstration of the cost 
effectiveness of prepaid health benefits 
plans as an alternative to the existing 
CHAMPUS program.” 

Routine uses (disclosure) of records 
maintained in the system, including 
categories of users, uses, and purposes 
of such uses: 

Internal users, uses, and purposes: 

Add to the end of the last sentence, 

“to conduct audits of fiscal intermediary 
processed claims to determine payment 
and occurrence accuracy of the fiscal 
intermediary’s adjudication process: 
implementation of a prepaid health 
benefit demonstration to assess the 
relative advantages and disadvantages 
of offering a choice of health benefit 
plans to person currently eligible for 
CHAMPUS.” 

Policies and practices for storing, 
retrieving, accessing, retaining, and 
disposing of records in the system: 

Storage: 

Delete “family history.” 

Retention and disposal: 

Delete entry under above heading and 
insert: 
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“Records maintained on magnetic 
tape are individual annual files and are 
permanent. Paper records comprising 
the decentralized segment of files are 
closed out at the calendar year end in 
which paid, or voided, as applicable, 
held for 1 additional year and 
transferred to the Federal Records 
Center. Federal Records Centers will 
destroy after an additional 4 years 
retention. 

Systems managers) and address: 

Chief, Information Systems Division 
(IS), OCHAMPUS. DoD, Aurora, 
Colorado 80045. Telephone: 303-361- 
8088. 

DOCHA 09 

System name: 

Grievance Records (47 FR 2544, 
January 18,1982). 

Changes: 

System managerfs) and address: 

Change telephone number of “303- 
361-8800.“ 

DOCHA 01 

SYSTEM name: 

Health Benefits Files. 

system location: 

Primary System—Beneficiary and 
Provider Relations Division (BR), 
OCHAMPUS, DoD, Aurora, Colorado 
80045. 

Decentralized Segment—Office of 
Appeals and Hearings (DCA), 
OCHAMPUS, DoD, Aurora, Colorado 
80045. 

CATEGORIES OF INDIVIDUALS COVERED BY THE 
SYSTEM: 

All individuals who seek health care 
under the Program for the Handicapped 
as CHAMPUS beneficiaries and/or 
extended hospitalization under the basic 
program as CHAMPUS/CHAMPVA 
beneficiaries. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Orignial correspondence with 
individuals, medical statements. 
Congressional inquiries, medical 
treatment records, authorizations for 
care, case status sheets, memos for 
record, follow-up reports justifying 
extended care, correspondence with 
fiscal intermediaries and work-up sheets 
maintained by case workers, and 
appeals and hearings case files 
consisting of transcript and/or other 
documentation pertaining to 
reconsiderations or appeals of adverse 
determinations affecting an individual's 
benefits under CHAMPUS/CHAMPVA. 


AUTHORITY FOR MAINTENANCE OF THE 
SYSTEM: 

Title 44, United States Code, Section 
3101; Title 41, Code of Federal 
Regulations, Parts 101-11.000 et seq.; 
Chapter 55, Title 10, United States Code; 
Section 613, Chapter 17, Title 38, United 
States Code; Title 32, Code of Federal 
Regulations, Part 199. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDING CATEGORIES OF 
USERS, AND THE PURPOSES OF SUCH USES: 

INTERNAL USERS, USES, AND PURPOSES: 

The Office of the Civilian Health and 
Medical Program of the Uniformed 
Services (OCHAMPUS) uses the 
information to determine the eligibility 
of an individual for health care under 
CHAMPUS/CHAMPVA; to authorize 
payment of health care claims by 
CHAMPUS/CHAMPVA beneficiaries; to 
respond to inquiries from Congressional 
offices made at the request of the 
individual covered by the system. 

EXTERNAL USERS, USES, AND PURPOSES: 

Referral to the Department of Justice 
and/or foreign law enforcement 
agencies for possible criminal 
prosecution; and referral to the 
Secretary of the Department of Health 
and Human Services and/or the 
Administrator of the Veterans' 
Administration consistent with their 
statutory administration responsibilities 
under CHAMPUS/CHAMPVA pursuant 
to Chapter 55, Title 10, United States 
Code and Section 013, Chapter 17, Title 
38, United States Code. 

POLICIES AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE: 

Hardcopy records in file folders. 
Automated records are maintained on 
magnetic tape and disc. 

retrievability: 

Retrievable numerically by case 
number (sponsor's Social Security 
Number), then alphabetically by letter 
assigned to each individual family 
member. Records are also retrievable by 
sponsor or beneficiary name. These 
records are also accessible through an 
automated index. 

SAFEGUARDS: 

Automated index is accessible only 
by authorized persons possessing user 
identification codes. Hardcopy records 
are maintained in areas accessible only 
to authorized personnel who are 
properly screened, cleared and trained. 
Building is protected by Fitzsimons 
Army Medical Center (FAMC) security 
force. 


RETENTION AND DISPOSAL: 

Automated indexes are permanent. 
Hardcopy records are closed out at the 
end of the calendar year in which paid, 
or voided, as applicable; held 1 
additional year at OCHAMPUS; and 
transferred to the Federal Records 
Center. The Federal Records Center will 
destroy the records after an additional 4 
years retention. 

SYSTEM MANAGER(S) AND AODRESS: 

Chief, Beneficiary and Provider 
Relations Division (BR), OCHAMPUS, 
DoD, Aurora, Colorado 80045. 
Telephone: 303-361-8220. 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
System Manager. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to the 
System Manager. 

Written requests for information 
should include the full name of the 
beneficiary, the full name of the sponsor, 
current address and telephone number. 
Should it be determined that the release 
of medical information to the requestor 
could have an adverse effect upon the 
individual’s physical or mental health, 
the requestor will be required to provide 
the name and address of a physician 
who would be willing to receive the 
medical record and, at the physician's 
discretion, inform the individual covered 
by the system of the contents of that 
record. 

For personal visits to examine 
records, the individual should provide 
some acceptable identification such as a 
driver's license or other form of picture 
identification. 

CONTESTING RECORD PROCEDURES: 

The Agency’s rules for access to 
records and for contesting contents and 
appealing initial determinations by the 
individual concerned are contained in 32 
CFR Part 286b, and OSD Administrative 
Instruction No. 81. 

RECORD 80URCE CATEGORIES: 

Records of Fiscal Intermediaries (FI), 
contractors. CHAMPUS advisors, all 
branches of the Uniformed Service, 
Congressional inquiries, private 
physicians, consultants, applicants and 
inquiries made by individuals. 

SYSTEMS EXEMPTED FROM CERTAIN PROVISION 
OF THE ACT. 

None. 

DOCHA 03 
SYSTEM NAME: 

Health Benefits Preapproval Files. 
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SYSTEM LOCATION: 

Primary System—Information 
Systems Division (IS), OCHAMPUS, 
DoD, Aurora, Colorado 80045. 

CATEGORIES OF INDIVIDUALS COVERED BY THE 
SYSTEM: 

Eligible beneficiaries of the Civil 
Health and Medical Program of the 
Uniformed Services (CHAMPUS) who 
have been approved for medical care 
under the program for the handicapped 
and/or eligible beneficiaries of the 
Civilian Health and Medical Program- 
Veterans’ Administration (CHAMPVA)/ 
Civilian Health and Medical Program of 
the Uniformed Services (CHAMPUS) 
who have been approved for extended 
hospital care. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

File contains an assigned case 
number, sponsor’s name. Social Security 
Number, current address, military grade 
or rank and pay status, military branch 
of service and status; beneficiaries 
name, address, date of birth, sex, 
relationship to sponsor, the medical 
diagnosis code and the approved 
medical treatment code, the approved 
period of time, the number of units 
approved and the estimated unit of cost, 
providers of care codes and/or name 
and address of multi-providers, and 
appeals and hearing case files consisting 
of hearing transcripts and/or other 
documentation pertaining to 
reconsiderations and appeals of adverse 
determinations affecting an individual’s 
benefits under CHAMPUS/CHAMPVA. 

AUTHORITY FOR MAINTENANCE OF THE 
SYSTEM: 

Title 44, United States Code, Section 
3101; Title 41, Code of Federal 
Regulations; Parts 101-11.000 et seq.; 
Chapter 55, Title 10, United States Code; 
Section 613, Chapter 17, Title 38, United 
States Code; Title 32, Code of Federal 
Regulations, Part 199. 

ROUTINE USES OF RECOROS MAINTAINED IN 
THE SYSTEM, INCLUOINQ CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

INTERNAL USERS, USES, AND PURPOSES: 

OCHAMPUS Beneficiary and Provider 
Relations Division (BR)—For approval 
of medical care under the provisions of 
the Program for the Handicapped of 
CHAMPUS and/or approval for 
extended hsipitalization; to control and 
review health care management plans 
for CHAMPUS/CHAMPVA 
beneficiaries approved for medical care 
by providers of service. 

OCHAMPUS Program Evaluation 
Division (E)—For control and 
accomplishment of reviews of 
approvals; to coordinate subject matter 


clearances for Congressional 
committees and auditors. 

The Office of the Civilian Health and 
Medical Program of the Uniformed 
Services (OCHAMPUS) uses the 
information for approval of health care 
under the Program for the Handicapped; 
for approval of extended hispital care;^ 
to control and review health care 
management plans of providers of 
services for individuals approved for 
health care under CHAMPUS/ 
CHAMPVA to respond to inquiries from 
Congressional offices made at the 
request of the individual. 

EXTERNAL USERS, USES, AND PURPOSES: 

Referral to the Secretary of the 
Department of Health and Human 
Services and/or Administrator of the 
Veterans’ Administration consistent 
with their statutory administrative 
responsibilities under CHAMPUS/ 
CHAMPVA pursuant to Chapter 55, 

Title 10, United States Code, and 
Section 613, Chapter 17, Title 38, United 
States Code; and referral to the 
Department of Justice and/or foreign 
law enforcement agencies for possible 
criminal prosecution. 

POLICIES AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

Records are maintained on magnetic 
tape and disc. 

retriev ability: 

Information is retrieved by assigned 
case number, sponsor’s Social Security 
Number, sponsor’s or beneficiary’s 
name, classification of medical 
diagnosis or medical treatment codes or 
provider of service code or approval 
dates or geographical location. 

SAFEGUARDS: 

Records are maintained in areas 
which are manned 24 hours daily and 
are accessible to authorized personnel 
who are properly screened, cleared and 
trained. Records are maintained on 
magnetic tape and are accessible only 
through the medium of OCHAMPUS 
prepared computer programs resulting in 
a print-out of the data. Military police 
provide 24-hour security. 

retention and disposal: 

Records are permanent. They are 
maintained on magnetic tape as 
individual annual files. 

system manager(s) and address: 

Chief, Information Systems Division 
(IS). OCHAMPUS, DoD, Aurora. 
Colorado 80045. Telephone: 303-361- 
8088. 


notification procedure: 

Information may be obtained from the 
System Manager. 

RECORO ACCESS PROCEDURES: 

Requests should be addressed to the 
System Manager. 

Written requests for information 
should include the full name of the 
beneficiary, the full name of the sponsor, 
current address and telephone number. 
Should it be determined that the release 
of medical information to the requestor 
could have an adverse effect upon the 
individual's physical or mental health, 
the requestor will be required to provide 
the name and address of a physician 
who would be willing to receive the 
medical record and, at the physician's 
discretion, inform the individual covered 
by the system of the contents of that 
record. 

For personal visits to examine 
records, the individual should provide 
some acceptable identification such as a 
driver’s license or other form of picture 
identification. 

CONTESTING RECORO PROCEDURES: 

The Agency’s rules for access to 
records and for contesting contents and 
appealing initial determinations by the 
individual concerned are contained in 32 
CFR Part 286b, and OSD Administrative 
Instruction No. 81. 

RECORD SOURCE CATEGORIES: 

Sponsor's/beneficiary’s application, 
provider of medical care documentation. 

SYSTEMS EXEMPTED FROM CERT AM PROVISION 
OF THE ACT: 

None. 

DOCHA 04 

SYSTEM NAME: 

Legal Opinion Files. 

system location: 

Office of General Counsel, 
OCHAMPUS, DoD, Aurora, Colorado 
80045. 

CATEGORIES OF INDIVIDUALS COVERED BY THE 

system: 

Individuals who are the subject of 
inquiries from the individual himself 
(herself), attorneys, fiscal 
administrators, hospital contractors, 
other Government agencies, divisions 
and offices OCHAMPUS and 
Congressional offices. Such inquiries 
involve such matters as medical 
treatment, eligibility for medical care 
under CHAMPUS/CHAMPVA. approval 
or termination of medical treatment, and 
similar or related matters. 








Federal Register / Vol. 47, No. 174 / Wednesday, September 8, 1982 / Notices 


39565 


CATEGORIES OF RECOROS M THE SYSTEM: 

Inquiries received from private 
individuals, attorneys, fiscal 
administrators, hospital contractors, 
other Government agencies, divisions 
and offices of OCHAMPUS and 
Congress for nonprivileged information 
on such matters as medical treatment 
received, eligibility for medical care 
under CHAMPUS. Included are 
notifications to individuals for approval 
or termination of treatment and similar 
or related documents. 

Files contain legal opinions; 
correspondence between (1) Fiscal 
Intermediaries, (2) CHAMPUS/ 
CHAMPVA beneficiaries, (3) sponsors, 
(4) attorneys, (5) divisions and offices of 
OCHAMPUS, (6) other agencies, 
memoranda for the record and similar 
documents. 

AUTHORITY FOR MAINTENANCE OF THE 

SYSTEM: 

Title 44, United States Code, Section 
3101; Title 41, Code of Federal 
Regulations, Parts 101-11.000 et seq 
Chapter 55, Title 10, United States Code; 
Section 613, Chapter 17, Title 38, United 
States Code; Title 32, Code of Federal 
Regulations, Part 199. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM INCLUDING CATEGORIES OF USERS 
AND THE PURPOSES OF SUCH USES: 

Internal users, uses, and purposes: 

Office of General Counsel maintains 
files of legal opinions rendered for use 
as precedent and for record purposes. 
These include responses to requests for 
legal opinion originating within the 
Office of General Counsel, other 
divisions and offices, OCHAMPUS, and 
other agencies of the Federal 
Government. Such records are 
maintained for research, precedent and 
historical purposes. 

External users, uses, and purposes: 

Referral to the Secretary of the 
Department of Health and Human 
Services and/or the Administrator of the 
Veterans' Administration consistent 
with their statutory administrative 
responsibilities under CHAMPUS/ 
CHAMPVA pursuant to Chapter 55, 

Title 10, United States Code, and 
Section 613, Chapter 17, Title 38, United 
States Code; and referral to the 
Department of Justice and/or foreign 
law enforcement agencies for possible 
criminal prosecution. 

POLICIES AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

storage: 

Paper records in file folders. 


RETRIEV ABILITY: 

Filed alphabetically by subject matter. 

SAFEGUARDS: 

Buildings are protected by military 
security guards. Records are maintained 
in areas accessible only to authorized 
personnel who are properly screened, 
cleared, and trained. 

RETENTION AND DISPOSAL: 

Records are permanent. Transfer to 
WNRC when superseded or obsolete. 

SYSTEM MANAGER(S) AND ADORESS: 

General Counsel (DC). OCHAMPUS. 
DoD, Aurora, Colorado 80045. 

Telephone: 303-361-8506. 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
System Manager. 

RECORO ACCESS PROCEDURES: 

Requests should be addressed to the 
System Manager. 

Written requests for information 
should include the full name of the 
beneficiary, the full name of the sponsor, 
current address and telephone number. 
Should it be determined that the release 
of medical information to the requestor 
could have an adverse effect upon the 
individual’s physical or mental health, 
the requestor will be required to provide 
the name and address of a physician 
who would be willing to receive the 
medical record and, at the physician's 
discretion, inform the individual covered 
by the system of the contents of that 
record. 

For personal visits to examine 
records, the individual should be able to 
provide some acceptable identification 
such as a driver’s license or other form 
of picture identification. 

CONTESTING RECORD PROCEDURES: 

The Agency’s rules for access to 
records and for contesting contents and 
appealing initial determinations by the 
individual concerned are contained in 32 
CFR Part 286b, and OSD Administrative 
Instruction No. 81. 

RECORD SOURCE CATEGORIES: 

Correspondence from persons, 
agencies and sources listed in 
Categories of Records and oral and 
written requests initiated by Office of 
General Counsel. 

SYSTEMS EXEMPTED FROM CERTAIN PROVISION 
OF THE ACT 

None. 

DOCHA 05 
SYSTEM NAME: 

Health Facilities Files. 


SYSTEM LOCATION: 

Beneficiary and Provider Relations 
Division (BR), OCHAMPUS, DoD, 
Aurora, Colorado 80045. 

CATEGORIES OF INDIVIDUALS COVERED BY THE 
SYSTEM: 

All facilities who seek a provider 
number for payment for services or 
supplies provided to CHAMPUS 
beneficiaries. Beneficiaries who are the 
subject of policy or precedent decisions 
concerning administration of 
CHAMPUS/CHAMPVA. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

Original correspondence with an 
individual facility, state authorities and 
professional consultants; various 
evaluations, approvals and memos for 
the record, facility identification, and 
appeals and hearing case files consisting 
of hearing transcripts and/or other 
documentation pertaining to 
reconsideration or appeal of adverse 
determination of facility approval. 

AUTHORITY FOR MAINTENANCE OF THE 
SYSTEM: 

Title 44, United States Code, Section 
3101; Title 41, Code of Federal 
Regulations, Part 101-11.000 et. seq.: 
Chapter 55, Title 10, United States Code; 
Section 613, Chapter 17, Title 38, United 
States Code; Title 32, Code of Federal 
Regulations, Part 199. 

ROUTINE USES OF RECOROS MAINTAINED IN 
THE SYSTEM, INCLUDING CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

Internal users, uses, and purposes: 

Beneficiary and Provider Relations 
Division to determine the eligibility of a 
facility as a source of care for 
CHAMPUS/CHAMPVA beneficiaries. 

External users, uses, and purposes: 

Referral to the Secretary of the 
Department of Health and Human 
Services and/or the Administrator of the 
Veterans’ Administration consistent 
with their statutory administrative 
responsibilities under CHAMPUS/ 
CHAMPVA pursuant to Title 10, United 
States Code, Chapter 55, and Title 38, 
United States Code, Section 613; and 
referral to the Department of Justice 
and/or foreign law enforcement 
agencies for possible criminal 
prosecution. 

POLICIES AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING, AND 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE: 

Paper records in file folders. 
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retriev ability: 

Filed numerically by state, then 
numerically by facility. 

safeguards: 

Buildings are protected by military 
police security force. Records are 
maintained in areas accessible only to 
authorized personnel who are properly 
cleared, screened and trained. 

RETENTION AND DISPOSAL: 

Close out at the end of the calendar 
year after completion of the final action 
and transfer to the Federal Records 
Center. The Federal Records Center will 
destroy after an additional 5 years 
retention. 

SYSTEM MANAGER(S) AND ADDRESS: 

Chief, Beneficiary and Provider 
Relations Division (BR), OCHAMPUS, 
DoD, Aurora, Colorado 80045. 

Telephone: 303-361—8220. 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
System Manager. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to the 
System Manager. 

Written requests for information 
should include the correct name of the 
institution, street address, city, state, the 
full name of the requestor, requestor's 
current address and telephone number. 

For personal visits to examine 
records, the individual should provide 
some acceptable identification such as 
driver's license or other form of picture 
identification. 

CONTESTING RECORD PROCEDURES: 

The Agency’s rules for access to 
records and for contesting contents and 
appealing initial determinations by the 
individual concerned are contained in 32 
CFR Part 286b, and OSD Administrative 
Instruction No. 81. 

RECORD SOURCE CATEGORIES: 

Records of Fiscal Intermediaries (FI), 
contractors, CHAMPUS advisors, all 
branches of the Uniformed Service, 
Congressional inquiries, private 
physicians, consultants, facilities and 
research concerning the replies to 
inquiries made by individuals. 

SYSTEMS EXEMPTED FROM CERTAIN PROVISION 
OF THE ACT: 

None. 

OOCHA 07 
SYSTEM name: 

Medical Claim History Files. 


SYSTEM LOCATION: 

Primary System—Information 
Systems Division (IS), OCHAMPUS, 
DoD, Aurora, Colorado 80045. 

Decentralized Segment—Office of 
Appeals and Hearings (H), 

OCHAMPUS, DoD, Aurora. Colorado 
80045; Office of Civilian Health and 
Medical Program of the Uniformed 
Services—Europe (OCHAMPUSEUR), 
APO New York 09102; Fiscal 
Intermediaries/Contractors under 
contract to OCHAMPUS. Each company 
listed below maintains claim files on 
beneficiaries in their respective 
geographical areas. 

Mutual of Omaha Insurance 
Company, Mutual of Omaha Plaza, 
Omaha, NE 68175 

Blue Shield of California. P.O. Box 
85240, 5353 Mission Center Road, San 
Diego, CA 92108 

Blue Shield of California, P.O. Box 
85240, 5353 Mission Center Road, San 
Diego, CA 92108 (Dental) 

Hawaii Medical Service Association, 
P.O. Box 860, Honolulu. HI 96808 

Blue Cross of Washington-Alaska, 

P.O. Box 77084, Seattle, WA 98177 

Blue Cross of Rhode Island, One 
Weybosset Hill. Providence, RI 02901 

Blue Cross/Blue Shield of Tennessee, 
730 Chestnut Street, Chattanooga, TN 
37402 

Blue Cross/Blue Shield of South 
Carolina, P.O. Box 6119, Columbia, SC 
29260 

Wisconsin Physicians Service, P.O. 
Box 7927. Madison, WI 53707 

CATEGORIES OF INDIVIDUALS COVERED BY THE 
SYSTEM: 

Eligible beneficiaries of the Civilian 
Health and Medical Program of the 
Uniformed Services (dependents of 
active duty members of the Uniformed 
Services, retired members of the 
Uniformed Services and dependents of 
retired or deceased members of the 
Uniformed Services), eligible 
beneficiaries of the Civilian Health and 
Medical Program of the Veterans' 
Administration (spouse or child of a 
veteran who has a total disability, 
permanent in nature, resulting from a 
service-connected disability or surviving 
spouse or child of a veteran who has 
died as a result of a service-connected 
disability) who received benefits under 
the provisions of the program. 

All individuals who seek health care 
under the Civilian Health and Medical 
Program of the Uniformed Services 
(CHAMPUS) and the Civilian Health 
and Medical Program-Veterans’ 
Administration (CHAMPVA). 


CATEGORIES OF RECORDS IN THE SYSTEM: 

File contains sponsor’s Social Security 
Number, branch of service, status 
(active duty, retired or deceased), 
beneficiary’s last name, initials, age, 
sex. relationship to sponsor, type of 
costs and date of medical care provided, 
provider of care identification, any 
record of claims, billings for medical, 
hospital or related services, application 
or approval forms which reflect 
diagnosis, treatment of medical 
conditions, family history files, or any 
other correspondence, memorandum or 
report reflecting these data with respect 
to any individual, which are acquired or 
utilized in the development and 
processing of CHAMPUS/CHAMPVA 
claims, and appeals and hearing case 
files consisting of hearing transcripts 
and/or other documentation to 
reconsiderations or appeals of adverse 
determinations of benefits under 
CHAMPUS/CHAMPVA, enrollment 
forms and screening cards required to 
conduct a demonstration of the cost 
effectiveness of prepaid health benefits 
plans as an alternative to the existing 
CHAMPUS program. 

AUTHORITY FOR MAINTENANCE OF THE 
8YSTEM; 

Title 44. United States Code. Section 
3101; Title 41, Code of Federal 
Regulations, Parts 101-11.000 et seq.; 
Chapter 55, Title 10, United States Code; 
Section 613, Chapter 17, Title 38, United 
States Code; Title 32, Code of Federal 
Regulations. Part 199. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDING CATEGORIES OF 
USERS AND THE PURPOSES OF SUCH USES: 

Interna! users, uses, and purposes: 

Th® Office of the Civilian Health and 
Medical Program of the Uniformed 
Services and CHAMPUS Fiscal 
Intermediaries use the information to 
control and process medical claims for 
payment; for control and approval of 
medical treatments and interface with 
providers of health care; to control and 
accomplish reviews of utilization; for 
review of claims related to possible 
third party liability cases and initiation 
of recovery actions; for referral to Peer 
Review Committees or similar 
professional review organizations to 
control and review providers of health 
care; for disclosure to third party 
contacts without the consent of the 
individual to whom the information 
pertains in situations where the party to 
be contacted has, or is expected to have, 
information necessary to establish the 
validity of evidence or to verify the 
accuracy of information presented by 
the individual concerning the 
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individuals entitlement to benefits 
under CHAMPUS/CHAMPVA, the 
amount of benefit payments, any review 
of suspected abuse or fraud, or any 
concern for program integrity or quality 
appraisal; for the issuance of deductible 
certificates, to respond to inquiries from 
Congressional offices made at the 
request of the individual covered by the 
system to conduct audits of fiscal 
intermediary processed claims to 
determine payment and occurrence 
accuracy of the fiscal intermediary’s 
adjudication process; implementation of 
a prepaid health benefit demonstration 
to assess the relative advantages and 
disadvantages of offering a choice of 
health benefit plans to persons currently 
eligible for CHAMPUS. 

External users, uses, and purposes: 

Referral to the Secretary of the 
Department of Health and Human 
Services and/or Administrator of the 
Veterans’ Adiministration consistent 
with their statutory administrative 
responsibilities under CHAMPUS/ 
CHAMPVA pursuant to Title 10, United 
States Code, Chapter 55, and Title 38, 
United States Code, Section 613, and 
referral to the Department of Justice 
and/or foreign law enforcement 
agencies for possible criminal 
prosecution; and, referral to the 
Department of Justice for representation 
of the Secretary of Defense in civil 
actions. 

POLICIES AND PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING, AND 
DISPOSING OF RECORD8 IN THE SYSTEM: 

storage: 

Automated claim records are 
maintained on magnetic tape and disc. 
Manual claim support records (paper or 
microfiche) are maintained in files. 

RETRIEV ABILITY: 

Information is retrieved by sponsor’s 
Social Security Number (SSN), 
beneficiary’s last name, classification of 
medical diagnosis or procedure codes or 
geographical location of care provided 
and selected utilization limits. 

safeguards: 

Records are maintained in areas 
accessible only to authorized personnel 
who are properly screened, cleared and 
trained. Decentralized automated 
segments within Fiscal Intermediary 
operations are accessible on line only to 
authorized persons possessing user 
identification codes. The automated 
portion of the Primary System is 
accessible only through the medium of 
OCHAMPUS prepared computer 
programs resulting in a printout of the 
data. OCHAMPUS buildings are 


protected by military police security 
force. 

RETENTION AND DISPOSAL: 

Records maintained on magnetic tape 
are individual annual files and are 
permanent. Paper records comprising 
the decentralized segment of the files 
are closed out at the calendar year end 
in which paid, or voided, as applicable, 
held for 1 additional year and 
transferred to the Federal Records 
Center. Federal Records Centers will 
destroy after an additional 4 years 
retention. 

SYSTEM MANAGER(S) AND ADDRESS: 

Chief, Information Systems Division 
(IS). OCHAMPUS. DoD, Aurora. 
Colorado 80045. Telephone: 303-361- 
8088. 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
System Manager. 

RECORD ACCESS PROCEDURES: 

Requests should be addressed to the 
System Manager. 

Written requests for information 
should include the full name of the 
beneficiary, the full name of the sponsor, 
current address and telephone number. 
Should it be determined that the release 
of medical information to the requestor 
could have an adverse effect upon the 
individual’s physical or mental health, 
the requestor will be required to provide 
the name and address of a physician 
who would be willing to receive the 
medical record and, at the physician's 
discretion, inform the individual covered 
by the system of the contents of that 
record. 

For personal visits to examine 
records, the individual should provide 
some acceptable identification such as 
driver's license or other form of picture 
identification. 

CONTESTING RECORD PROCEDURES: 

The Agency’s rules for access to 
records and for contesting contents and 
appealing initial determinations by the 
individual concerned are contained in 32 
CFR Part 286b, and OSD Administrative 
Instruction No. 81. 

RECORD SOURCE CATEGORIES: 

CHAMPUS Medical Claims Forms, 
private physicians, hospitals, and other 
sources of care, individual beneficiaries, 
third party contacts verifying claims 
information, and consultants. 

SYSTEMS EXEMPTED FROM CERTAIN PROVISION 
OF THE ACT: 

None. 


DOCHA 09 
SYSTEM NAME: 

Grievance records 

8YSTEM LOCATION: 

Personnel Office, Office of Civilian 
Health and Medical Program of the 
Uniformed Services (OCHAMPUS). 
Department of Defense, Fitzsimmons 
Army Medical Center, Aurora, Colorado 
80045. 

CATEGORIES OF INDIVIDUALS COVERED BY THE 

system: 

Current or former Federal employees 
who have submitted grievances in 
accordance with 5 U.S.C. 2302, and 5 
U.S.C. 7121, or a negotiated procedure. 

CATEGORIES OF RECORDS IN THE SYSTEM: 

The system contains records relating 
to grievances filed by Office of 
CHAMPUS employees under 5 U.S.C. 
2302, and 5 U.S.C. 7121. These case files 
contain all documents related to the 
grievances, including statements of 
witnesses, reports of interviews and 
hearings, examiner’s findings and 
recommendations, a copy of the original 
and final decision, and related 
correspondence and exhibits. This 
system includes files and records of 
internal grievance and arbitration 
systems that OCHAMPUS may establish 
through negotiations with recognized 
labor organizations. 

AUTHORITY FOR MAINTENANCE OF THE 
SYSTEM: 

5 U.S.C. 2302, and 5 U.S.C. 7121. 

ROUTINE USES OF RECORDS MAINTAINED IN 
THE SYSTEM, INCLUDING THE CATEGORIES OF 
USERS AND THE PURPOSE OF SUCH USES: 

Internal users, and purposes: 

This information is used by the Office 
of CHAMPUS in the creation and 
maintenance of records of summary 
descriptive statistics and analytical 
studies in support of the function for 
which the records are collected and 
maintained, or for related work force 
studies. While published statistics and 
studies do not contain individual 
identifiers, in some instances the 
selection of elements of data included in 
the study may be structured in such a 
way as to make the data individually 
identifiable by reference. 

External users, uses, and purposes: 

These records and information in 
these records are used: 

a. To disclose pertinent information to 
the appropriate Federal, state, or local 
agency responsible for investigating, 
prosecuting, enforcing, or implementing 
a statute, rule, regulation, or order, 
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where the disclosing agency becomes 
aware of an indication of a violation or 
potential violation of civil or criminal 
law or regulation. 

b. To disclose information to any 
source from which additional 
information is requested in the course of 
processing a grievance, to the extent 
necessary to identify the individual, 
inform the source of the purpose(s) of 
the request, and identify the type of 
information requested. 

c. To disclose information to a Federal 
agency, in response to its request, in 
connection with the hiring or retention 
of an employee; the issuance of a 
security clearance; the conducting of a 
security or suitability investigation of an 
individual; the classifying of jobs; the 
letting of a contract, or the issuance of a 
license, grant, or other benefit by the 
requesting agency, to the extent that the 
information is relevant and necessary to 
requesting the Agency's decision on the 
matter. 

d. To provide information to a 
congressional office from the record of 
an individual, in response to an inquiry 
from that congressional office, made at 
the request of that individual. 

e. To disclose information to another 
Federal agency or to a court when the 
Government is party to a judicial 
proceeding before the court. 

f. By the National Archives and 
Records Service (General Services 
Administration) in records management 
inspections conducted under authority 
of 44 U.S.C. 2906. 

g. To disclose information to officials 
of the Merit Systems Protection Board, 
including the Office of the Special 
Counsel; the Federal Labor Relations 
Authority and its General Counsel; or 
the Equal Employment Opportunity 
Commission, when requested in 
performance of their authorized duties. 

h. To disclose in response to a request 
for discovery or for appearance of a 
witness, information that is relevant to 
the subject matter involved in a pending 
judicial or administrative proceeding. 

i. To provide information to officials 
of labor organizations reorganized under 
the Civil Service Reform Act when 
relevant and necessary to their duties, 
exclusive representation concerning 
personnel policies, practices, and 
matters affecting work conditions. 

POLICIES ANO PRACTICES FOR STORING, 
RETRIEVING, ACCESSING, RETAINING, ANO 
DISPOSING OF RECORDS IN THE SYSTEM: 

STORAGE: 

Paper records maintained in file 
folders. • 


RETRIEV ABILITY: 

These records are retrieved by the 
names of the individuals on whom the 
records are maintained. 

SAFEGUARDS: 

These records are maintained in 
locked metal file cabinets, with access 
only to authorized OCHAMPUS 
Personnel Office employees. 

RETENTION AND DISPOSAL: 

These records are disposed of three 
years after closing of the case. Disposal 
is by shredding or burning. 

SYSTEM MANAGER(S) AND ADDRESS: 

Mr. James D. Netterfield, Personnel 
Office. Office of Civilian Health and 
Medical Program of the Uniformed 
Services. Department of Defense. 

Aurora. Colorado 80045, telephone: 303- 
361-8800. 

NOTIFICATION PROCEDURE: 

Information may be obtained from the 
System Manager. 

RECORD ACCESS PROCEDURES: 

Request for access to records may be 
obtained from the System Manager. 

CONTESTING RECORD PROCEDURES: 

The Agency’s rules for access to 
records and for contesting contents and 
appealing initial determinations by the 
individual concerned are contained in 32 
CFR Part 286b and OSD Administrative 
Instruction No. 81. 

RECORD SOURCE CATEGORIES: 

Information in this system of records 
is provided: 

a. *By the individual on whom the 
record is maintained. 

b. By testimony of witnesses. 

c. By Agency officials. 

d. From related correspondence from 
organizations or persons. 

SYSTEMS EXEMPTED FROM CERTAIN PROVISION 
OF THE ACT: 

None. 

(KR Doc. 82 -24630 Hied R-7-B2; 8 45 am| 

BILLING CODE MtO-Ol-M 


DEPARTMENT OF EDUCATION 

Office of Management 

Performance Review Board; 
Membership 

AGENCY: Education Department. 

ACTION: Notice of membership of the 
Performance Review Board. 

summary: Notice is hereby given of the 
names of members of the Education 
Department Performance Review Board, 


and the schedule for awarding SES 
bonuses. 

FOR FURTHER INFORMATION CONTACT: 

Martha C. Brooks. Director, Executive 
Resources Division, Office of Personnel 
Resource Management Services. Office 
of Management. Department of 
Education, (Room 1085. FOB-6). 400 
Maryland Avenue, SW., Washington, 
D.C.. 20202, Telephone: (202) 472-3567. 

SUPPLEMENTARY INFORMATION: Section 
4314(c) (1) through (5) of Title 5. U.S.C, 
requires each agency to establish, in 
accordance with regulations prescribed 
by the Office of Personnel Management, 
one or more SES performance review 
boards. The board shall review and 
evaluate the initial appraisal of a senior 
executive’s performance by the 
supervisor, along with any 
recommendations to the appointing 
authority relative to the performance of 
the senior executive. 

Membership 

The following Senior Executive 
Service members have been selected to 
serve on the Performance Review Board 
of the Department of Education: Thomas 
C. Anderson. Chairman; Ralph Olmo. 
George Rios. John Wu. Joan Standlee. 
Robert Sweet, Jean Benish, William 
Smith. Laurabeth Hicks, Antonio Califa, 
Shirley Jackson, James Moore. William 
McLaughlin, Herman Goldberg, Emerson 
Elliott, Theodore Sky. 

Schedule for Awarding Senior Executive 
Service Bonuses 

The Department of Education’s 
performance appraisal period for the 
Senior Executive Service ended on June 
30,1982. The appraisal process will be 
completed by September 15.1982. 
Recommendations will be sent to the 
Secretary and Under Secretary and 
decisions will be made on performance 
awards by September 30.1982. 

Dated: September 1. 1982. 

Charles L. Heatherly, 

Acting Deputy Under Secretory for 
Management. 

(FR Doc. 82-24598 Filed 8-7-82; 8:45 urn) 

BILLING CODE 4000-01-M 

DEPARTMENT OF ENERGY 

Federal Energy Regulatory 
Commission 

l Project No. 6559-0001 

Carolina Hydro Corp.; Exemption From 
Licensing 

September 2. 1982. 

A notice of exemption from licensing 
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of a small hydroelectric project known 
as Cox Lake Dam Hydroelectric Project 
No. 6559, was filed on July 28,1982, by 
% Carolina Hydro Corporation. The 
proposed hydroelectric project would 
have an installed capacity of 300 kW 
and would be located on the Deep River 
in Randolph County. North Carolina. 

Pursuant to § § 4.109(c) and 375.308{ss) 
of the Commission's regulations, and 
subject to the terms and conditions set 
forth in § 4.111 of the Commission’s 
regulations, the Director, Office of 
Electric Power Regulation, issues this 
notification that the above project is 
exempted from licensing as of August 
25.1982. 

Lawrence R. Anderson, 

Director, Office of Electric Power Regulation. 

jFR Doc. 82-24509 Filed 9-7-B2; &43 araj 

BILLING CODE 6717-01-41 


I Docket Nos. RP82-81-000 and RP82-104- 

0001 

Inter-City Minnesota Pipelines Ltd., 

Inc.; Informal Settlement Conference 

September 2.1982. 

Take notice that an informal 
settlement conference in the above- 
captioned docket will commence at 
10:00 a.m., on September 16,1982. The 
conference will be held at the Federal 
Energy Regulatory Commission. 825 
North Capitol Street. NE.. Washington. 
D.C. 20426. 

Customers and other interested 
persons will be permitted to attend but 
if such persons have not previously been 
permitted to intervene by order of the 
Commission, attendance will not be 
deemed to authorize intervention as a 
party in this proceeding. 

Kenneth F, Plumb. 

Secretary. 

|VR Doc. 82-24570 Filed 8:45 uni) 

BILLING CODE 6717-01-44 


Project No. 2430-000 J 

Lake Superior District Power Co.; 
Exemption From Licensing 

September 2,1982. 

A notice of exemption from licensing 
of a small hydroelectric project known 
as Ladysmith Hydro Project. Project No. 
2430, was filed on July 12,1982, by Lake 
Superior District Power Company. The 
proposed hydroelectric project would 
have an installed capacity of 3,150 kW 
and would be located on the Flambeau 
River, in Rusk County, Wisconsin. 
Pursuant to § 4.109(c) and 375.308(ss) 


of the Commission's regulations, and 
subject to the terms and conditions set 
forth in § 4.111 of the Commission’s 
regulations, the Director, Office of 
Electric Power Regulation, issues this 
notification that the above project is 
exempted from licensing as of August 
11,1982. 

Lawrence R. Anderson. 

Director, Office of Electric Power Regulation. 

[FR Doc. 82-24571 Filed 9-7-82; 8:45 am| 

BILLING COOE 6717-01-44 


(Docket No. CP82-470-000] 

Tennessee Gas Pipeline Company, a 
Division of Tenneco Inc.; Application 

September 2.1982. 

Take notice that on August 8,1982, 
Tennessee Gas Pipeline Company, a 
Division of Tenneco Inc. (Applicant), 
P.O. Box 2511, Houston. Texas 77001, 
filed in Docket No. CP82-470-000 an 
application pursuant to Section 3 of the 
Natural Gas Act for authorization to 
import up to 309,000 Mcf of natural gas 
per day from Canada into the United 
States in accordance with three gas 
purchase contracts, all as more fully set 
forth in the application which is on file 
with the Commission and open to public 
inspection. 

It is submitted that Canadian- 
Montana Pipeline Company (Canadian- 
Montana). KannGaz Producers Ltd. 
(KannGaz), and Ocelot Industries Ltd. 
(Ocelot) have entered into separate gas 
purchase contracts with Applicant. It is 
stated that Canadian-Montana would 
deliver up to 84,000 Mcf of natural gas 
per day, with an annual contract 
quantity of 25,550,000 Mcf of gas, at the 
interconnection of facilities of 
TransCanada Pipelines Limited 
(TransCanada) and Applicant near 
Niagara Falls, New York, or. upon 
Applicant’s request, at the 
interconnection of facilities of 
TransCanada and Midwestern Gas 
Transmission Company’s system near 
Emerson. Manitoba. Applicant would 
take or pay for a minimum annual 
quantity of 83 percent of the lesser of the 
annual contract quantity or the average 
maximum daily volume made available 
during such contract year times the 
number of days in the year minus the 
total quantity of gas requested by 
Applicant which Canadian-Montana 
would not have available for Applicant 
and/or the total quantity of gas refused 
by Applicant because the gas did not 
meet specific quality standards. It is 
stated that the national Energy Board of 


Canada (NEB) amended certain existing 
licenses to export natural gas held by 
Canadian-Montana which would allow 
Canadian-Montana to make the 
proposed sale during the early years of 
the contract with Applicant. It is 
explained that the natural gas proposed 
to be imported would be purchased at 
the export price prescribed by the 
government of Canada. 

It is stated that KannGaz would 
deliver up to 125,000 Mcf of natural gas 
per day at the interconnection of 
facilities of TransCanada and Applicant 
on the border near Niagara Falls, New 
York. Applicant would take or pay for a 
minimum annual quantity of 75 percent 
of the maximum daily quantity times the 
number of days in the year minus the 
total quantity requested by applicant 
each day up to the maximum daily 
quantity which was requested by 
Applicant and not made available by 
KannGaz and/or the total quantity of 
gas refused by Applicant as not meeting 
agreed upon quality standards. 

Applicant asserts KannGaz has filed an 
export application with the NEB for a 
license to export volumes for sale to 
Applicant. It is explained that the 
natural gas proposed to be imported 
would be purchased at the export price 
prescribed by the government of 
Canada. 

It is stated that Ocelot would deliver 
up to 25,000 Mcf of natural gas per day 
during the first contract year and up to 
100,000 Mcf of natural gas per day 
during subsequent years at the 
interconnection of facilities of 
TransCanada and Applicant on the 
international border near Niagara Falls. 
New York. Applicant would take or pay 
for a minimum annual quantity of 75 
percent of the maximum daily quantity 
times the number of days in the year 
minus the total quantity requested by 
Applicant each day up to the maximum 
daily quantity which was not made 
available by Ocelot and/or the total 
quantity of gas refused by Applicant as 
not meeting agreed upon quality 
standards. Ocelot has filed an export 
application with the NEB for a license to 
export volumes for sale to Applicant. It 
is explained that the natural gas 
proposed to be imported would be 
purchased at the export price prescribed 
by the government of Canada. 

Applicant forecasts a significant 
decline in gas from conventional sources 
and a decline of projected reserve 
acquisitions. It is asserted that the 
proposed importation of gas is one effort 
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by Applicant to make up for declining 
sources of natural gas. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before 
September 24,1982, file with the Federal 
Energy Regulatory Commission. 
Washington. D.C. 20426, a motion to 
intervene or a protest in accordance 
with the requirements of the 
Commission’s Rules of Practice and 
Procedure (18 CFR 385.214 or 385.211). 
All protests filed with the Commission 
will be considered by it in determining 
the appropriate action to be taken but 
will not serve to make the protestants 
parties to the proceeding. Any person . 
wishing to become a party to a 
proceeding or to participate as a party in 
any hearing therein must file a motion to 
intervene in accordance with the 
Commission’s Rules. 

Kenneth F. Plumb, 

Secretary. 

[FR Doc 82-24572 Filed 9-7-82; 8:45 «m| 

BILUNG CODE 6717-01-M 
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The above notices of determination 
were received from the indicated 
jurisdictional agencies by the Federal 
Energy Regulatory Commission pursuant 
to the Natural Gas Policy Act of 1978 
and CFR 274.104. Negative 
determinations are indicated by a "D" 
before the section code. Estimated 
annual production (PROD) is in million 
cubic feet (MMCF). An (*) before the 
Control (JD) number denotes additional 
purchasers listed at the end of the 
notice. 

The applications for determination are 
available for inspection except to the 
extent such material is confidential 


under 18 CFR 275.205, at the 
Commission's Division of Public 
Information, Room 1000, 825 North 
Capitol St., Washington, D.C. Persons 
objecting to any of these determinations 
may, in accordance with 18 CFR 275.203 
and 275.204, file a protest with the 
Commission on or before September 23, 
1962. 

Categories within each NGPA section 
are indicated by the following codes: 

Section 102-1: New OCS lease 
102-2: New well (2.3 mile rule) 

102-3: New well (1000 ft rule) 

102-4: New onshore reservoir 
102-4: New reservoir on old OCS lease 


Section 107-DP: 15,000 feet or deeper 
107-CB: Ceopressured brina 
107-CS: Coal seams 
107-DV: Devonian shale 
107-PE: Production enhancement 
107-TF: New tight formation 

107- RT: Recomplation tight formation 
Section 108: Stripper well 

106-Sa: Seasonally affected 

108- ER: Enhanced recovery 
108-PB: Pressure buildup 

Kenneth F. Plumb, 

Secretary. 

[FR Doc. 82-24574 Filed 9-7-82; 8:45 am) 

MLUNG COO€ 8717-01-41 
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The above notices of determination 
were received from the indicated 
jurisdictional agencies by the Federal 
Energy Regulatory Commission pursuant 
to the Natural Gas Policy Act of 1978 
and CFR 274.104. Negative 
determinations are indicated by a "D" 
before the section code. Estimated 
annual production (PROD) is in million 
cubic feet (MMCF). An (*) before the 
Control (JD) number denotes additional 
purchasers listed at the end of the 
notice. 

The applications for determination are 
available for inspection except to the 
extent such material is confidential 
under 18 CFR 275.206. at the 
Commission's Division of Public 
Information. Room 1000, 825 North 
Capitol St., Washington, D.C. Persons 
objecting to any of these determinations 
may, in accordance with 18 CFR 275.204 
and 275.204, file a protest with the 
Commission on or before September 23, 
1982. 

Categories within each NGPA section 
are indicated by the following codes: 

Section 102-1: New OCS lease 
102-2: New well (2.5 mile rule) 

102-3: New well (1000 ft rule) 

102-4: New onshore reservoir 
102-4: New reservoir on old OCS lease 
Section 107-DP. 15.000 feet or deeper 
107-CB: Ceopressured brins 
107-CS: Coal seams 
107-DV: Devonian shale 
107-PE: Production enhancement 
107-TF: New tight formation 

107- RT: Recomplation tight formation 
Section 108: Stripper well 

108- Sa: Seasonally affected 
108-ER: Enhanced recovery 
108-PB: Pressure buildup 

Kenneth F. Plumb, 

Secretary. 

[FR Doc 82-24576 Filed 9-7-82; 8:45 am) 

BILLING CODE 8717-01-51 


Western Area Power Administration 

Proposed General Consolidated Power 
Marketing Criteria or Regulations for 
Boulder City Area Projects; Revision 

Correction 

In FR Doc. 82-23163. appearing on 
page 36946 in the issue of Tuesday, 
August 24.1982, make the following 

correction: 

On page 36952, first and second 
columns, the table entitled “Additional 
Parker-Davis Project Power Available 
for Allocation" contained erroneous 
headings. As corrected, the table should 
have appeared as set forth below: 


Additional Parker-Davis Project Power 
Available for Allocation 


Season 

kW 

MkWh 

kWh/ 

kW 

_ 

20,250 

70 

3.441 

Withdrawable summer_ 

9,750 

34 

3.441 

NonwithdrawaWe winter .. 

20.250 

34 

1.703 

Withdrawable winter. 

6,080 

10 

1.703 


BILUNG CODE 1505-01-14 


ENVIRONMENTAL PROTECTION 
AGENCY 

[OPP 42054D; PH-FRL 2203-7] 

Commonwealth of Kentucky; 
Amendments to State Plan for 
Certification of Commercial and 
Private Applicators of Restricted Use 
Pesticides 

agency: Environmental Protection 
Agency (EPA). 
action: Notice. 

summary: EPA intends to grant certain 
proposed amendments to Kentucky’s 
State Plan for Certification of 
Commercial and Private Applicators of 
Restricted Use Pesticides. The Plan had 
been approved on August 27,1980, and 
notice of the approval appeared in the 
Federal Register of October 10.1980 (45 
FR 67452). Kentucky is proposing to 
establish additional commercial 
applicator subcategories to its Plan. EPA 
is soliciting comments on the proposed 
amendments. 

date: Comments must be received by 
October 8,1982. 

addresses: Send comments, identified 
by the control number OPP 42054D, to 
the attention of Kent Williams at: 
Pesticides and Toxic Substances 
Branch, U.S. Environmental Protection 
Agency. Region IV. 345 Courtland St.. 
NE., Atlanta, GA 30365. 

Copies of the Kentucky State Plan and 
the proposed amendments are available 
for review at the following locations: 

1. Document Control Office (TS-793). 
Office of Pesticides and Toxic 
Substances, Environmental Protection 
Agency, Rm. E-107, 401 M ST., SW., 
Washington, D.C. 20460. 

2. Pesticides and Toxic Substances 
Branch. U.S. Environmental Protection 
Agency, Region IV. 345 Courtland St., 
NE., Atlanta, GA 30365. 

3. Division of Pesticides, Kentucky 
Department of Agriculture, 1121 
Louisville Rd., Frankfort. KY 40601. 

FOR FURTHER INFORMATION CONTACT: 
Kent Williams (404-881-3222); or 
Michael Stivers. Director, Division of 
Pesticides, Kentucky Department of 


Agriculture, 1121 Louisville Rd.. 
Frankfort. KY 40601, (502-564-7274). 
SUPPLEMENTARY INFORMATION: The 

Kentucky State Plan for Certification of 
Commercial and Private Applicators of 
Restricted Use Pesticides was approved 
on August 27,1980. Kentucky is now 
requesting to amend its Plan by 
establishing additional commercial 
applicator subcategories. 

Kentucky proposes the addition of a 
third subcategory, entitled Fumigation— 
Agricultural-related—Non-residential, to 
the established Agricultural Pest Control 
category. At present, the Kentucky 
Agricultural Pest Consol category 
contains two subcategories, Plant and 
Animal, which w »uld remain 
unchanged. 

Kentucky al«o proposes to expand its 
established Ornamental and Turf Pest 
Control category into two separate 
subcategories, one, Ornamental Pest 
Control, and the other, Turf Pest 
Control. 

In the proposed amendment, Kentucky 
defines the proposed subcategories and 
prov’des specific standards of 
competency for each. Also provided is 
an estimate of the numbers to be 
certified in the proposed subcategories 
and sample test questions and training 
materials. 

Copies of the Plan and the proposed 
amendments are available at the 
addresses given above. EPA solicits 
comments on these amendments. 

Dated: August 2a 1982. 

Charles Jeter, 

Regional Administrator, Region IV, 

(FR Doc. 82-24596 Filed 9-7-82; 8:45 am] 

BILUNG CODE 6560-60-N 


(SA-FRL 2204-31 

Science Advisory Board; 
Environmental Health Committee; 
Open Meeting 

Under Pub. L 92-463, notice is hereby 
given that a two-day meeting of the 
Environmental Health Committee of the 
Science Advisory Board will be held on 
September 28 and 29.1982, in 
Conference Room 3906-3908, Waterside 
Mall, U.S. Environmental Protection 
Agency, 401 M Street, Southwest, 
Washington, D.C. The meeting will start 
at 9:00 a.m. on September 28 and 
adjourn not later than 4:30 p.m. on 
September 29,1982. 

A principal purpose of the meeting 
will be to review and comment on the 
scientific adequacy of three draft health 
assessment documents prepared by the 
Office of Health and Environmental 
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Assessment of EPA’s Office of Research 
and Development. The titles and 
publication numbers of the three 
documents are: 

Tide and EPA No. 

Health Assessment Document for 
Tetrachloroethylene 
(Perchloroethylene)—EPA-600/8-82- 
005, January 1982 

Health Assessment Document for 1,1,1- 
Trichloroethane (Methyl 
Chloroform}—EPA-600/8-82-003, 
January 1982 

Health Assessment Document for 
Dichloromethane (Methylene 
Chloride}—EPA-600/8-82-004, March 
1982 

For information on how to obtain 
copies of these documents please call or 
write the Center for Environmental 
Research Information. 20 West St. Clair, 
Cincinnati. Ohio 45268, (513) 684-7562. 

Another principal purpose of the 
meeting will be to review and comment 
on the scientific adequacy of a Draft 
Health Advisory on Aldicarb prepared 
by EPA’s Office of Drinking Water. For 
information on how to obtain copies of 
this document please call or write to the 
Office of Drinking Water, WH550, U.S. 
EPA, Washington. D.C. 20460, (202) 472- 
5016. 

The Agenda will also include a 
briefing on EPA’s new proposed lead in 
gasoline phasedown regulations and 
other brief reports and informational 
items of current interest to the members. 

The meeting will be open to the 
public. Any member of the public 
wishing to attend, participate, submit a 
paper, or wishing further information 
should contact the Executive Secretary, 
Environmental Health Committee, 
Science Advisory Board (A-101), U.S. 
Environmental Protection Agency, 
Washington. D.C. 20460 by c.o.b. 
September 22,1982. Please ask for Mrs. 
Patti Howard or Mr. Ernst Linde. The 
telephone number is (202) 382-2552. 

Dated: September 1,1982. 

Terry F. Yosie, 

Acting Staff Director, Science Advisory 
Board. 

(PR Doc. 82-24599 Filed 9-7-42; 8:45 un] 

BILLING CODE 6560-50-41 


[PP 2G2616/T386; PH-FRL 2203-8] 

Cypermethrin; Establishment of 
Temporary Tolerances 

agency: Evironmental Protection 
Agency (EPA). 
action: Notice. 

SUMMARY: EPA has established 
temporary tolerances for residues of the 


pesticide cypermethrin, in or on certain 
raw agricultural commodities. These 
temporary tolerances were requested by 
FMC Corporation. 
date: These temporary tolerances 
expire June 7,1983. 

FOR FURTHER INFORMATION CONTACT: 
Franklin Gee, Product Manager (PM) 17, 
Registration Division (TS-767C), Office 
of Pesticide Programs, Environmental 
Protection Agency, Rm. 207, CM#2,1921 
Jefferson Davis Highway. Arlington, VA 
22202 (703-557-2690) 

SUPPLEMENTARY INFORMATION: FMC 
CorporatiQn, 2000 Market street, 
Philadelphia, PA 19103, has requested, 
in pesticide petition PP 2G2616 the 
establishment of temporary tolerances 
for residues of the pesticide 
cypermethrin, (±) 2-cyano-(3- 
phenoxyphenyl)methyl (±) cis trans- 3- 
(2,2-dichloroethenyl)-2,2-demethyl- 
cyclopropane-carboxylate in or on the 
raw agricultural commodities 
cottonseed at 0.5 part per million (ppm); 
meat, fat and meat byproducts of cattle, 
goats, hogs, horses and sheep at 0.05 
ppm, and milk at 0.05 ppm. A related 
food additive regulation establishing a 
tolerance for cypermethrin in cottonseed 
oil at 5.0 ppm appears elsewhere in this 
issue of the Federal Register. 

These temporary tolerances will 
permit the marketing of the above raw 
agricultural commodities when treated 
in accordance with the provisions of the 
experimental use permit 279-EUP-88 
which is being issued under the Federal 
Insecticide. Fungicide, and Rodenticide 
Act (FIFRA) as amended, (92 Stat. 819; 7 
U.S.C. 136). 

The scientific data reported and other 
relevant material were evaluated, and it 
was determined that establishment of 
the temporary tolerances will protect the 
public health. Therefore, the temporary 
tolerances have been established on the 
condition that the pesticide be used in 
accordance with the experimental use 
permit and with the following 
provisions: 

1. The total amount of the active 
ingredient to be used must not exceed 
the quantity authorized by the 
experimental use permit. 

2. FMC Corp. must immediately notify 
the EPA of any findings from the 
experimental use that have a bearing on 
safety. The company must also keep 
records of production, distribution, and 
performance and on request make the 
records available to any authorized 
officer or employee of the EPA or the 
Food and Drug Administration. 

These tolerances expire June 7,1983. 
Residues not in excess of these amounts 
remaining in or on the raw agricultural 
commodities after this expiration date 


will not be considered actionable if the 
pesticide is legally applied during the 
term of, and in accordance with, the 
provisions of the experimental use 
permit and temporary tolerances. These 
tolerances may be revoked if the 
experimental use permit if revoked or if 
any experience or scientific data with 
this pesticide indicate that such 
revocation is necessary to protect the 
public health. 

The Office of Management and Budget 
has exempted this notice from the 
requirements of section 3 of Executive 
Order 12291. 

Pursuant to the requirements of the 
Regulatory Flexibility Act (Pub. L 96- 
534, 94 Stat. 1164, 5 U.S.C. 610-612), the 
Administrator has determined that 
regulations establishing new tolerances 
or raising tolerance levels or 
establishing exemptions from tolerance 
requirements do not have a significant 
economic impact on a substantial 
number of small entities. A certification 
statement to this effect was published in 
the Federal Register of May 4,1981 (46 
FR 24950). 

(Sec. 408(j). 68 Stat. 516, (21 U.S.C 346a(j))) 
Dated: August 25,1982. 

Douglas D. Campt. 

Director, Registration Division, Office of 
Pesticide Programs. 

|FR Doc. 82-24653 Filed 9-7-42; 8:45 am) 

BILUNG CODE 6560-50-41 


FEDERAL MARITIME COMMISSION 

Agreements Filed 

The Federal Maritime Commission 
hereby gives notice that the following 
agreements have been filed with the 
Commission for approval pursuant to 
section 15 of the Shipping Act, 1916, as 
amended (39 Stat. 733, 75 Stat. 763, 46 
U.S.C. 814). 

Interested parties may inspect and 
obtain a copy of each of the agreements 
and the justifications offered therefor at 
the Washington Office of the Federal 
Maritime Commission, 1100 L Street, 
NW., Room 10327; or may inspect the 
agreements at the Field Offices located 
at New York. N.Y.; New Orleans, 
Louisiana; San Francisco, California; 
Chicago, Illinois; and San Juan, Puerto 
Rico. Interested parties may submit 
comments on each agreement, including 
requests for hearing, to the Secretary, 
Federal Maritime Commission, 
Washington, D.C. 20573, on or before 
September 28,1982. Comments should 
include facts and arguments concerning 
the approval, modification, or 
disapproval of the proposed agreement. 
Comments shall discuss with 
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particularity allegations that the 
agreement is unjustly discriminatory or 
unfair as between carriers, shippers, 
exporters, importers, or ports, or 
between exporters from the United 
States and their foreign competitiors, or 
operates to the detriment of the 
commerce of the United States, or is 
contrary to the public interest, or is in 
violation of the Act. 

A copy of any comments should also 
be forwarded to the party filing the 
agreements and the statement should 
indicate that this has been done. 

Agreement No. T-3597-2. 

Filing party: Nestor D. Ramirez 
Cuebas, General Counsel, Puerto Rico 
Ports Authority, G.P.O. Box 2829, San 
Juan, Puerto Rico 00938. 

Summary: Agreement No. T-3597-2, 
between the Puerto Rico Ports Authority 
and Trailer Marine Transport Corp. 
(TMT), modifies the parties* basic 
agreement which provides for TMTs 
preferential use of berthing area and 
exclusive use of adjacent back-up land 
at Isla Grande, San Juan. The purpose of 
the amendment is to add approximately 
four hundred and three thousand 
(403,000) square feet of land to the 
leased area. 

Agreement No. T-4061. 

Filing party: Mr. Marion S. Moore, Jr., 
Traffic Manager, South Carolina State 
Ports Authority. P.O. Box 817, 

Charleston, South Carolina 29402. 

Summary: Agreement No. T-4061 
between the South Carolina State Ports 
Authority (Port) and Dart Containerline 
Company Limited (Dart), provides for 
the license by Port to Dart of a 4.02 acre 
site at Port’s Wando River Terminal to 
be used as a parking and assembly area 
for Dart's cargo, as well as certain office 
space. The agreement includes an option 
to add up to 4.02 additional acres to the 
premises and provides for Dart's 
preferential use of a berth and container 
crane at the terminal. The term of the 
agreement is for five years, with an 
additional five-year renewal option. 

.Agreement No. T-4062. 

Filing party: Mr. Carl S. Parker, Jr., 
Traffic Manager, Board of Trustees of 
the Galveston Wharves, P.O.Box 328, 
Galveston, Texas 77553. 

Summary: Agreement No. T-4062, 
between the Board of Trustees of the 
Galveston Wharves (GW) and 
Galveston Oil Terminal (GOT) provides 
for GOT s right to lay a pipeline from its 
premises to GW's deep water dock, 
known as Seabee Dock for the purpose 
of receiving cargo quantities of refined 
petroleum products. It also established 
24 (two cents) per barrel wharfage 
charge payable by GOT to GW for each 
use of said Dock and provides a first- 
call arrangement for GOTs use of the 


Dock. The term of the agreement is three 
(3) years with provision for renewal 
periods. 

Agreement No. T-4063. 

Filing party: Mr. John E. Nolan, 
Assistant Port Attorney, Port of 
Oakland, 66 Jack London Square, 
Oakland, California 94604. 

Summary: Agreement No. T-4063 
between the Board of Port 
Commissioners of the City of Oakland 
(Port) and Indies Terminal Company 
(ITCO) is an arrangement whereby Port 
assigns to ITCO the terminal operations 
at Berths H, I and J of the Port’s Howard 
Container TerminaL ITCO will utilize 
the areas and two cranes for the 
berthing of vessels, loading and 
discharging of cargoes and operations 
supplemental thereto. The term of the 
agreement is 10 years. All tariff 
revenues earned at the premises are 
payable to Port, except that ITCO 
retains 5 percent of wharfage and 
dockage for the 1st through 5th years 
and 2J4 percent for the 6th through 10th 
years of the term. ITCO may also retain 
an additional 10 percent of wharfage 
and dockage revenues for each line 
which states it will use the terminal as 
its regular Northern California port of 
call. ITCO can retain 5 percent of 
dockage and wharfage until December 
31,1983, to a maximum of $60,000 for 
operational costs during completion of 
constuction of remaining improvements 
at the terminal. If revenue tons handled 
do not amount to specified amount in 
any year, Port can cancel the agreement. 

Agreement No. 2840-52. 

Filing party: Anthony J. Ciccone, Jr., 
Esq., Billig, Sher & Jones, P.C., 2033 K 
Street, N.W.—Suite 300, Washington, 
D.C. 20006. 

Summary: Agreement No. 2840-52 
would amend Article 5 of the West 
Coast of Italy, Sicilian and Adriatic 
Ports/North Atlantic Range Conference 
basic agreement by deleting archaic 
language pertaining to service from the 
Island of Sardinia. 

Agreement No. 7680-45. 

Filing party: Dominick J. Manfredi, 
Chairman, American West African 
Freight Conference, 67 Broad Street, 

New York, New York 10004. 

Summary: Agreement No. 7680-45 
modifies the basic agreement of the 
American West African Freight 
Conference by raising the security 
deposit from $25,000 to $50,000 and 
providing for monetary and voting 
penalties for non-payment of assessed 
conference expenses. 

Agreement No. 9355-10. 

Filing party: Howard A. Levy, Esquire, 
Suite 727,17 Battery Place, New York, 
New York 10004. 


Summary: Agreement No. 9355-10 is a 
restatement of the Atlantic & Gulf • 
American-Flag Berth Operators 
Agreement, incorporating all previously 
approved amendments and including the 
renumbering and relettering of the 
Articles and certain sub-Articles 
thereof. 

By Order of the Federal Maritime 
Commission. 

Dated: September 1,1982. 

Francis C. Hurney, 

Secretary. 

(FR Doc 82-24622 Filed 8-7-62; 8.45 am) 

BILLING CODE 6730-01-11 


[Independent Ocean Freight Forwarder 
License No. 1318] 

Joseph Craig and Co.; Order of 
Revocation 

On August 27,1982, Joseph Craig and 
Company. 102 West Gaston Street, 
Savannah, GA 31493 surrended its 
Independent Ocean Freight Forwarder 
License No. 1318 for revocation. 

Therefore, by virtue of authority 
vested in me by the Federal Maritime 
Commission a9 set forth in Manual of 
Orders, Commission Order No. 1 
(Revised), Section 10.01(e) dated 
November 12,1981; 

It i9 ordered, that Independent Ocean 
Freight Forwarder License No. 1318 
issued to Joseph Craig and Company be 
revoked effective August 27,1982, 
without prejudice to reapplication for a 
license in the future. 

It is further ordered, that Independent 
Ocean Freight Forwarder License No. 
1318 issued to Joseph Craig and 
Company be returned to the 
Commission for cancellation. 

It is further ordered, that a copy of 
this Order be published in the Federal 
Register and served upon Joseph Craig 
and Company. 

Albert J. Klingel, Jr., 

Director Bureau of Certification and 
Licensing. 

(FR Doc 82-24624 FUed *-7-82: 8:45 are] 

BILLING CODE 6730-0L-y 


Lykes Bros. Steamship Co., Inc. 
Section 15 Agreements; Cancellation 

Filing Party: R. J. Finnan, Pricing, 
Lykes Bros. Steamship Co. Inc., 300 
Poydras Street, New Orleans. La. 70130. 

Summary: On August 20,1982, the 
Commission received notice from Lykes 
Bros. Steamship Co., to cancel a number 
of two party agreements to which it is a 
party. The agreement numbers together 
with the identity of the other paricipants 
are listed below. 
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Agreement No. and Participating Carrier 

8598^-Neptune 

8603—Neptune 

8004—Neptune 

8606—Neptune 

9402—Neptune 

9452—Delta 

10030—Farrell Lines 

10112—Baltic Shipping Co. 

10113—Baltic Shipping Co. 

10114—Black Sea Shipping Co. 

10115—Black Sea Shipping Co, 

10142—States Steamship Co. 

10237—States Steamship Co. 

10289—Tecomar S.A. 

10298—Panamericana 

Accordingly, the above listed 
agreements are cancelled effective 
August 20,1982, the date the notice of 
cancellation was received by the 
Commission. 

Manchester Liners limited and Irish 
Shipping Ltd. 

Notice of Cancellation 

Filing party: Mr. Jack J. Carson, 
Manchester Liners Limited, c/o Kerr 
Steamship Company, Inc., 9801 W. 
Higgins Road, Suite 600, Rosemont, 
Illinois 60018. 

Summary: On August 26.1982, the 
Commission received notice to cancel 
Agreement No. 9643, a9 amended, 
between Manchester Liners Ltd. and 
Irish Shipping Ltd. Therefore, the 
agreement has been terminated effective 
August 26,1982, the date the notice was 
received by the Commission. 

Delta Steamship Lines; Section 15 
Agreements 

Notice of Cancellation 

Filing party: Sean G. Burke, Secretary 
& General Counsel, Delta Steamship 
Lines, Inc., 1700 International Trade 
Mart, New Orleans, Louisiana 70150. 

Summary: On August 27,1982 the 
Commission received notice from Delta 
Steamship Lines that they no longer 
desired to maintain as active a number 
of two party agreements to which they 
are a party. The agreement numbers 
together with the identify of the other 
participants are listed below: 

Agreement No. and Participating Carrier 

10188—TM Mexicans Agency 

10302—Merritt Agency 

10303—Ramsey Agency 

10340—Ramsey Agency 

10344—U.S. Refrigerated Agency 

10362—Compagnie Maritime Zairoise 

Accordingly, the above listed 
agreements are cancelled effective 


August 27,1982, the date the notice was 
received from Deltas Lines. 

Farrell Lines Inc.; Section 15 Agreements 

Notice of Cancellation 

Filing Party: Martin Torbiak, Manager, 
Rates and Tariffs, Information 
Department, Farrell Lines, One 
Whitehall Street, New York, N.Y. 10004. 

Summary: On August 27,1982 the 
commission received notice from Farrell 
Lines (Farrell) to cancel Agreements 
Nos. 9577 and 10254, Farrell’s 
agreements with Hellenic Lines and Zim 
Israel Navigation Company, 
respectively, accordingly, the above 
named agreements are cancelled 
effective August 27,1982, the date the 
notice of cancellation was received by 
the Commmission. 

By Order of the Federal Maritime 
Commission. 

Dated: September 1,1982. 

Francis C. Humey, 

Secretary. 

[FR Doc. 82-24323 Filed 9-7-82; 11:48am) 

BILLING CODE 6730-01-41 


[ Independent Ocean Freight Forwarder 
License No. 2259] 

D. T. Maley Associates (Donald T. 
Maley, d.b.a.); Order of Revocation 

On August 27,1982, D. T. Maley 
Associates (Donald T. Maley, d.b.a.), 195 
Hempstead Avenue, Rockville Center, 
New York, NY 11570, surrendered his 
Independent Ocean Freight Forwarder 
License No. 2259 for revocation. 

Therefore, by virtue of authority 
vested in me by the Federal Maritime 
Commission as set forth in Manual of 
Orders, Commission Order No. 1 
(Revised). Section 10.01(e) dated 
November 12,1981; 

It is ordered, that Independent Ocean 
Freight Forwarder License No. 2259 
issued to D. T. Maley Associates 
(Donald T. Maley, d.b.a.) be revoked 
effective August 27,1982, without 
prejudice to reapplication for a license 
in the future. 

It is further ordered, that a copy of 
this Order be published in the Federal 
Register and served upon D. T. Maley 
Associates (Donald T. Maley, d.b.a.). 
Albert J. Kliugel, Jr., 

Director, Bureau of Certification and 
Licensing. 

pit Doc. 62-346M Flfad 6-7-62. *45 mm] 

MiJN00M«7IM14f 


[Independent Ocean Freight Forwarder 
License No. 1638] 

Transoceanic Cargo Services (Michael 
J. Abraham, d.b.a.); Order of 
Revocation 

On August 27.1982, Transoceanic 
Cargo Services (Michael J. Abraham, 
dba), P.O. Box 40-2784, Miami Beach. FL 
33140 requested the Commission to 
revoke his Independent Ocean Freight 
Forwarder License No. 1638. 

Therefore, by virtue of authority 
vested in me by the Federal Maritime 
Commission as set forth in Manual of 
Orders, Commission Order No. 1 
(Revised). § 10.01(e) dated November 12, 
1981; 

It is ordered, that Independent Ocean 
Freight Forwarder License No. 1638 
issued to Transoceanic Cargo Services 
(Michael J. Abraham, dba), be revoked 
effective August 27,1982 without 
prejudice to reapplication for a license 
in the future. 

It is further ordered, that Independent 
Ocean Freight Forwarder License No. 
1638 issued to Transoceanic Cargo 
Services (Michael J. Abraham, dba) be 
returned to the Commission for 
cancellation. 

It is further ordered, that a copy of 
this Order be published in the Federal 
Register and served upon Transoceanic 
Cargo Services (Michael J. Abraham, 
dba). 

Albert J. Klingel, Jr., 

Director, Bureau of Certification and 
Licensing. 

[FR Doc 82-24627 Filed 6-7-82: 8:45 am) 

BILLING CODE 8730-01-M 


[Independent Ocean Freight Forwarder 
License No. 1381R] 

United Dispatch Services, Inc.; Order 
of Revocation 

On August 6,1982, the Federal 
Maritime Commission received a letter 
from United Dispatch Services, Inc., 7323 
NW 79 Terrace, Miami, FL 33166, which 
advised the Commission that the 
licensee had closed its offices and that 
its license certificate was sent to its 
attorney to be turned over to the 
Commission for voluntary revocation. 
The firm’s Independent Ocean Freight 
Forwarder License No. 1381-R was 
received by the Commission on August 
14,1982. 

Therefore, by virtue of authority 
vested in me by the Federal Maritime 
Commission as set forth in Manual of 
Orders, Commission Order No. 201.1 
(Revised), section 5.01(c), dated August 
8,1977; 
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It is Ordered, that Independent Ocean 
Freight Forwarder License No. 1381-R 
issued to United Dispatch Services, Inc., 
be revoked effective August 6.1982. 

It is further ordered, that a copy of 
this Order be published in the Federal 
Register and served upon United 
Dispatch Services, Inc. 

Albert). KlingeL Jr.. 

Director , Bureau of Certification and 
Licensing. 

[FR Doc. 82-24626 Filed 9-7-82: 8:45 am) 

BILLING CODE 6730-01-N 


f Independent Ocean Freight Forwarder 
License No. 807-R] 

L A* Parish, Inc.; Order of Revocation 

On August 30,1982, L. A. Parish, Inc., 
61 Saint Joseph Street, Mobile, AL 
36601-0231 surrendered its Independent 
Ocean Freight Forwarder License No. 
807-R for revocation. 

Therefore, by virtue of authority 
vested in me by the Federal Maritime 
Commission as set forth in Manual of 
Orders, Commission Order No. 1 
(Revised), section 10.01(e) dated 
November 12,1981: 

It is ordered, that Independent Ocean 
Freight Forwarder License No. 807-R 
issued to L. A. Parish, Inc. be revoked 
effective August 30,1982, without 
prejudice to reapplication for a license 
in the future. 

It is further ordered, that a copy of 
this Order be published in the Federal 
Register and served upon L A. Parish, 

Inc. 

Albert J. Klingel, Jr. 

Bureau of Certification and Licensing 

fFR Doc 82-24625 Filed 9-7-82; 8:45 am) 

3IUJNG COO£ 6730-01-N 

FEDERAL RESERVE SYSTEM 
Agency Forms Under Review 

September 1.1982. 

Background 

When executive departments and 
agencies propose public use forms, 
reporting, or recordkeeping 
requirements, the Office of Management 
and Budget (OMB) reviews and acts on 
those requirements under the Paperwork 
Reduction Act (44 U.S.C. Chapter 35). 
Department and agencies use a number 
of techniques including public hearings 
to consult with the public on significant 
reporting requirements before seeking 
OMB approval. OMB in carrying out its 
responsibilities under the act also 
considers comments on the forms and 
recordkeeping requirements that will 
affect the public. Reporting or 
recordkeeping requirements that appear 
to raise no significant issues are 


approved promptly. OMB’s usual 
practice is not to take any action on 
proposed reporting requirements until at 
least ten working days after notice in 
the Federal Register, but occasionally 
the public interest requires more rapid 
action. 

List of Forms Under Review 

Immediately following the submission 
of a request by the Federal Reserve for 
OMB approval of a reporting or 
recordkeeping requirement, a 
description of the report is published in 
the Federal Register. This information 
contains the name and telephone 
number of the Federal Reserve Board 
clearance officer (from whom a copy of 
the form and supporting documents is 
available.) The entires are grouped by 
type of submission—i.e., new forms, 
revisions, extensions (burden change), 
extensions (no change), and 
reinstatements. 

Copies of the proposed forms and 
supporting documents may be obtained 
from the Federal Reserve Board 
clearance officer whose name, address, 
and telephone number appears below. 
The agency clearance officer will send 
you a copy of the proposed form, the 
request for clearance (SF 83), supporting 
statement, instructions, transmittal 
letters, and other documents that are 
submitted to.OMB for review. 

FOR FURTHER INFORMATION CONTACT. 
Federal Reserve Board Clearance 
Officer—Martha Bethea—Division of 
Research and Statistics, Board of 
Governors of the Federal Reserve 
System, Washington, D.C. 20551 (202- 
452-3181) 

OMB Reviewer—Richard Sheppard— 
Office of Information and Regulatory 
Affairs, Office of Management and 
Budget, New Executive Office 
Building, Room 3208, Washington. 

D.C. 20503 (202-395-6880) 

Request foe Extension Without Revision 

1. Report title: Report of Intercompany 
Transactions for Foreign Banking 
Organizations and their U.S. 

Subsidary Banks 
Agency form number: FR Y-8f 
Frequency: Quarterly 
Reporters: Foreign banking 
organizations that control a U.S. 
subsidiary bank 
SIC Code: 671 

Small businesses are not affected. 

General description of report: 
approximately 240 responses: 
approximately 4.824 hours needed to 
complete the form on an annual basis; 
average response time of 20.1 hours; 
respondent’s obligation to reply is 
mandatory (12 U.S.C. 1844); a pledge 
of confidentiality is promised: cost to 


the public is approximately $96,480 
annually; cost to the Federal 
Government is approximately $62,500 
annually; 1 form submitted for 
approval; the report is not being 
reviewed under Section 3504(h) of 
Pub. L 96-511. 

The report is filed quarterly by all 
foreign banking organizations that 
control a U.S. subsidiary bank(s) and 
has total world wide consolidated 
assets of $300 million or more. The 
report requires the foreign banking 
organizations to report transfer of funds 
and intercompany balances between the 
U.S. subsidiary bank and the foreign 
parent. The transactions are monitored 
for potentially unsafe or unsound 
banking practices. 

Board of Governors of the Federal Reserve 
System. September 1 , 1982 . 

Dolores S. Smith, 

Assistant Secretary of the Board. 

|FR Doc 82-24591 Filed 9-7-82; 8:45 am| 

BILLING CODE 8210-01-41 


Formation of Bank Holding Companies 

The companies listed in this notice 
have applied for the Board's approval 
under section 3(a)(1) of the Bank 
Holding Company Act (12 U.S.C. 
1842(a)(1)) to become bank holding 
companies by acquiring voting shares 
and/or assets of a bank. The factors that 
are considered in acting on the 
applications are set forth in section 3(c) 
of the Act (12 U.S.C. 1842(c)). 

Each application may be inspected at 
the offices of the Board of Governors, or 
at the Federal Reserve Bank indicated 
for that application. With respect to 
each application, interested persons 
may express their views in writing to the 
address indicated for that application. 
Any comment on an application that 
requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 

A. Federal Reserve Bank of Richmond 
(Lloyd W. Bostian, Jr„ Vice President) 

701 East Byrd Street, Richmond, Virginia 
23261: 

1. Peoples Bancorp (N.C.). Inc.. Rocky 
Mount North Carolina; to become a 
bank holding company by acquiring 100 
percent of the voting shares of Peoples 
Bank & Trust Company, Rocky Mount. 
North Carolina. Comments on this 
application must be received not later 
than September 30,1982. 

B. Federal Reserve Bank of Atlanta 
(Robert E. Heck, Vice President) 104 
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Marietta Street, N.W., Atlanta, Georgia 
30303: 

1 . BancSouth, Inc., Abbeville, 
Alabama; to become a bank holding 
company by acquiring 80 percent or 
more of the voting shares of the Bank of 
Abbeville, Abbeville, Alabama; and 
Bank of Cottonwood, Cottonwood, 
Alabama. Comments on this application 
must be received not later than 
September 30.1982. 

C. Federal Reserve Bank of Kansas 
City (Thomas M. Hoenig, Assistant Vice 
President) 925 Grand Avenue, Kansas 
City, Missouri 64198: 

1 . Neosho Bancshares, Inc., Neosho, 
Missouri; to become a bank holding 
company by acquiring 80 percent of the 
voting shares of Bank of Neosho, 
Neosho, Missouri. Comments on this 
application must be received not later 
than September 30,1982. 

Board of Governors of the Federal Reserve 
System, August 31.1982. 

Dolores S. Smith, 

Assistant Secretary of the Board. 

(FR Doc. 82-24586 Filed 9-7-82; 845 am) 

BILLING CODE 6210-01-II 


Bank Holding Co; Proposed de Novo 
Nonbank Activities 

The bank holding company listed in 
this notice has applied, pursuant to 
section 4(c)(8) of the Bank Holding 
Company Act (12 U.S.C. 1843(c)(8)) and 
§ 225.4(b)(1) of the Board’s Regulation Y 
(12 CFR 225.4(b)(1)), for permission to 
engage de novo (or continue to engage in 
an activity earlier commenced de novo), 
directly or indirectly, solely in the 
activities indicated, which have been 
determined by the Board of Governors 
to be closely related to banking. 

With respect to the application, 
interested persons may express their 
views on the question whether 
consummation of the proposal can 
"reasonabley be expected to produce 
benefits to the public, such as greater 
convenience, increased competition, or 
gains in efficiency, that outweigh 
possible adverse effects, such as undue 
concentration of resources, decreased or 
unfair competition, conflicts of interest, 
or unsound banking practices." Any 
comment on the application that 
requests a hearing must include a 
statement of the reasons a written 
presentation would not suffice in lieu of 
a hearing, identifying specifically any 
questions of fact that are in dispute, 
summarizing the evidence that would be 
presented at a hearing, and indicating 
how the party commenting would be 
aggrieved by approval of that proposal. 

The application may be inspected at 
the offices of the Board of Governors or 


at the Federal Reserve Bank indicated 
for the application. Comments and 
requests for hearings should identify 
clearly the specific application to which 
they relate, and should be submitted in 
writing and received by the appropriate 
Federal Reserve Bank not later than the 
date indicated. 

A. Federal Reserve Bank of Cleveland 
(Harry W. Huning, Vice President) 1455 
East Sixth Street, Cleveland, Ohio 44101: 

1 . The First National Pennsylvania 
Corporation , Meadville, Pennsylvania 
(commercial banking and credit 
insurance activities; Pennsylvania): to 
engage, through its subsidiary. First 
Penncorp Life Insurance Company, in 
underwriting, as reinsurer, life and 
disability insurance which is directly 
related to extensions of credit by 
applicant's bank holding company 
system. These activities would be 
conducted from offices located in 
Phoenix, Arizona, serving Crawford 
County, Pennsylvania and counties bi- 
contiguous thereto. 

Board of Governors of the Federal Reserve 
System, August 31,1982. 

Dolores S. Smith, 

Assistant Secretary of the Board. 

[FR Doc 82-24587 Filed 9-7-82: 8*5 am] 

BILLING CODE 621<M>1-M 


Acquisition of Bank Shares by Bank 
Holding Companies 

The companies listed in this notice 
have applied for the Board’s approval 
under section 3(a)(3) of the Bank 
Holding Company Act (12 U.S.C. 
1842(a)(3)) to acquire voting shares or 
assets of a bank. The factors that are 
considered in acting on the application 
are set forth in section 3(c) of the Act (12 
U.S.C. 1842(c)). 

Each application may be inspected at 
the offices of the Board of Governors, or 
at the Federal Reserve Bank indicated 
for that application. With respect to 
each application, interested persons 
may express their views in writing to the 
address indicated for that application. 
Any comment on an application that 
requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 

A. Federal Reserve Bank of Chicago 
(Franklin D. Dreyer, Vice President) 230 
South LaSalle Street, Chicago. Illinois 
60690: 

1 . Clare Bancorporation Inc., 
Platteville, Wisconsin; to acquire 81 
percent of the voting shares or assets of 
Farmers and Merchants Bank, 


Shullsburg, Wisconsin. Comments on 
this application must be received not 
later than October 1,1982. 

B. Federal Reserve Bank of Dallas 
(Anthony J. Montelaro, Assistant Vice 
President) 400 South Akard Street, 
Dallas, Texas 75222: 

1 . Summit Bancshares, Fort Worth, 
Texas; to acquire 100 percent of the 
voting shares or assets of the successor 
by merger to Alta Mesa National Bank, 
Fort Worth, Texas. Comments on this 
application must be received not later 
than October 1,1982. 

C. Secretary, Board of Governors of 
the Federal Reserve System, 
Washington, D.C. 20551: 

1 . Bates County Bancshares, Inc., Rich 
Hill, Missouri; to acquire 94.53 percent 
or more of the voting shares or assets of 
Security Bank of Auxvasse, Auxvasse, 
Missouri. The application may be 
inspected at the Federal Reserve Bank 
of Kansas City. Comments on this 
application must be received no later 
than October 1,1982. 

Board of Governors of the Federal Reserve 
System. September 1,1982. 

Dolores S. Smith, 

Assistant Secretary of the Board. 

(FR Doc. 82-24588 Filed 9-7-82; 8:45 am) 

BILLING CODE 6210-01-41 


Formation of Bank Holding Companies 

The companies listed in this notice 
have applied for the Board's approval 
under section 3(a)(1) of the Bank 
Holding Company Act (12 U.S.C. 
1842(a)(1)) to become bank holding 
companies by acquiring voting shares 
and/or assets of a bank. The factors that 
are considered in acting on the 
applications are set forth in section 3(c) 
of the Act (12 U.S.C. 1842(c)). 

Each application may be inspected at 
the offices of the Board of Governors, or 
at the Federal Reserve Bank indicated 
for that application. With respect to 
each application, interested persons 
may express their views in writing to the 
address indicated for that application. 
Any comment on an application that 
requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 

A. Federal Reserve Bank of Richmond 
(Lloyd W. Bostian, Jr., Vice President) 

701 East Byrd Street, Richmond, Virginia 
23261: 

1 . Financial Future Corporation, 
Ceredo, West Virginia; to become a 
bank holding company by acquiring 100 
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percent of the voting shares of the 
successor by merger to First Bank of 
Ceredo, Ceredo. West Virginia. 
Comments on this application must be 
received not later than October 1,1982. 

B. Federal Bank of Atlanta (Robert E. 
Heck. Vice President) 104 Merietta 
Street, N.W., Atlanta, Georgia 30303: 

1. Mountcrop Bancshares, Inc., 
Jamestown, Tennessee, to become a 
bank holding company by acquiring 80 
percent or more of the voting shares of 
Fentress County Bank Jamestown. 
Tennessee. Comments on this 
application must be received not later 
than September 30.1982. 

2. NBWC Corporation, Monroe. 
Georgia; to become a bank holding 
company by acquiring 100 percent of the 
voting shares of The National Bank of 
Walton County, Monroe, Georgia. 
Comments on this application must be 
received not later than October 1,1982. 

C Federal Reserve Bank of Dallas 
(Anthony J. Montelaro, Assistant Vice 
President) 400 South Akard Street, 
Dallas, Texas 75222: 

1. Peoples Holding Corporation, 
Minden, Louisiana: to become a bank 
holding company by acquiring at least 
80 percent of the voting shares of 
Peoples Bank and Trust Company, 
Minden, Louisiana. Comments on this 
application must be received not later 
than October 1,1982. 

2. Wimberley Bancshares , Inc., 
Wimberley, Texas; to become a bank 
holding company by acquiring 80 
percent of the voting shares of The 
Wimberley Bank, Wimberley, Texas. 
Comments on this application must be 
received not late than October 1,1982. 

D. Federal Reserve.Bank of San 
Frandsco (Harry W. Green, Vice 
President) 400 Sansome Street, San 
Franciso. California 94120: 

1. Redmond Bancorp, Redmond. 
Washington; to become a bank holding 
company by acquiring 100 percent of the 
voting shares of Bank of Redmond, 
Redmond, Washington. Comments on 
this application must be received not 
later than September 29,1982. 

E. Secretary, Board of Governors of 
the Federal Reserve System, 

Washington. D.C. 20651: 

1. First Pacific Investments Limited, 
Monrovia, Republic of Liberia, through 
its subsidiaries, First Pacific Holdings 
Limited, Hong Kong; FPC Holding. N.V., 
Curacao, Netherlands Antilles; First 
Pacific (Netherlands) B.V., Amsterdam, 
The Netherlands; and First Pacific 
Corporation, Wilmington, Delaware; to 
become a bank holding company by 
acquiring 100 percent of the voting 
shares of Hibernia Bancshares 
Corporation, San Francisco, California, 
and indirectly, The Hibernia Bank, San 


Francisco, California. The application 
may be inspected at the Federal Reserve 
Bank of San Francisco. Comments on 
this application must be received not 
later than September 30,1982. 

Board of Governors of the Federal Reserve 
System, September 1,1982. 

Dolores S. Smith. 

Assistant Secretary of the Board. 

[FR Doc 82-24589 Filed 9-7-42; &45 am) 

BILUNG COO€ 6210-01-SI 


Post-octi Kreditbanken, Pkbanken; 
Establishment of a Finance Company 

Post-och Kreditbanken, Pkbanken, 
Stockholm, Sweden, has applied, 
pursuant to section 4(c)(8) of the Bank 
Holding Company Act (12 U.S.C. 
1843(c)(8)) and } 225.4(b)(2) of the 
Board's Regulation Y (12 CFR 
225.4(b)(2)), to engage de novo through 
its indirect subsidiary PKfinans 
International Corporation. New York, 
New York, in making or acquiring for its 
own account or for the account of 
others, commercial loans and other 
extensions of credit as would be made 
by a commercial finance, equipment 
finance, or factoring company, including 
inter alia equipment; inventory and 
accounts receivable financing; making 
leases of real and personal property that 
are the functional equivalent of 
extensions of credit; acting as agent, 
broker or advisor with respect to such 
financing and leasing activities; and 
servicing loans and other extensions of 
credit. These activities would be 
performed from offices of Applicant's 
subsidiary in New York. New York, and 
the geographic areas to be served are 
the entire United States, its territories 
and possessions, and foreign counties. 
Such activities have been specified by 
the Board in § 225.4(a) of Regulation Y 
as permissible for bank holding 
companies, subject to Board approval of 
individual proposals in accordance with 
the procedures of §225.4(b). 

Interested persons may express their 
views on the question whether 
consummation of the proposal can 
“reasonable be expected to produce 
benefits to the public, such as greater 
convenience, increased competition, or 
gains in efficiency, that outweigh 
possible adverse effects, such as undue 
concentration of resources, decreased or 
unfair competition, conflicts of interests, 
or unsound banking practices." Any 
request for a hearing on this question 
must be accompanied by a statement of 
the reasons a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute, summarizing the 
evidence that would be presented at a 


hearing, and indicating how the party 
commenting would be aggrieved by 
approval of the proposal. 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of New 
York. 

Any review or requests for hearing 
should be submitted in writing and 
received by the Secretary, Board of 
Governors of the Federal Reserve 
System, Washington, D.C. 20551, not 
later than October 1 , 1982. 

Board of Governors of the Federal Reserve 
System. September 1,1982. 

Dolores S. Smith, 

Assistant Secretary of the Board. 

(FR Doc 82-24590 Filed 9-7-02; 8.45 am| 

BILLING CODE 6210-01-M 


GENERAL SERVICES 
ADMINISTRATION 

(GSA Bulletin FPMR E-198J 

Supply and Procurement 

July 27.1982. 

To: Heads of Federal agencies. 

Subject: Requests for waiver from GSA 
sources. 

1. Purpose. This bulletin informs 
agencies of the expiration of FPMR 
Temporary Regulation E-73 (Request for 
waivers) and the reinstatement of FPMR 
101-26.100-2, effective March 1,1982. 

2. Expiration date. This bulletin 
expires on May 31,1983. 

3. Background. FPMR Temporary 
Regulation E-73, in effect from March 1, 
1981, through February 28,1982. 
established a dollar value threshold for 
submission of waiver requests to GSA. 
Under its provisions waivers valued at 
less than $1,000 were to be evaluated 
and processed by individual agencies 
and copies of subsequent purchase 
orders issued were to be submitted to 
GSA. Since GSA received a limited 
number of copies of purchase orders 
from agencies, the effectiveness of the 
temporary regulation as a means by 
which GSA could monitor agency 
procurements proved questionable. 

4. Request for waiver. With the 
reinstatement of FPMR 101-26.100-2, 
agencies are again required to submit all 
requests for waiver to GSA when goods 
or services provided by GSA stock or 
Federal Supply Schedule will not serve 
the required end-use. 

5. Recommendations. Agencies are 
encouraged to familiarize themselves 
with the provisions of FPMR 101-28.100- 
2 and to ensure that agency procurement 
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practices are in compliance with that 
regulation. 

[FR Doc. 82-24554 Piled 9-7-62:8:45 am) 

BILLING CODE 8820 - 24-41 


Transportation and Public Utilities 
Service 

[E-82-25] 

Delegation of Authority to the 
Secretary of Defense 

1. Purpose. This delegation authorizes 

the Secretary of Defense to represent 
the consumer interests of the executive 
agencies of the Federal Government in 
proceedings before the South Carolina 
Public Service Commission involving 
gas rates. Docket Nos. 82-239-G and 82- 
257-G. — 

2. Effective dote. This delegation is 
effective immediately. 

3. Delegation, a. Pursuant to the 
authority vested in the Administrator of 
General Services by the Federal 
Property and Administrative Services 
Act of 1949, 63 Stat. 377, as amended, 
particularly sections 201(a)(4) and 205(d) 
(40 U.S.C. 481(a)(4) and 486(d)), 
authority is delegated to the Secretary of 
Defense to represent the consumer 
interests of the executive agencies of the 
Federal Government in proceedings 
before the South Carolina Public Service 
Commission involving the application of 
the South Carolina Electric & Gas 
Company for an increase in its gas 
service rate schedules and tariffs. 

Docket Nos. 82-239-G and 82-257-G. 

b. The Secretary of Defense may 
redelegate this authority to any officer, 
official, or employee of the Department 
of Defense. 

c. This authority shall be exercised in 
accordance with the policies, 
procedures, and controls prescribed by 
the General Services Adminstration 
(GSA), and shall be exercised in 
cooperation with the responsible 
officers, officials, and employees 
thereof. 

d. The Department of Defense shall 
add GSA to its service list in this case 
so that GSA will receive copies of 
testimony, briefs, and other Department 
of Defense filings. 

Dated: August 24.1982. 

Janice Mendenhall, 

Acting Commissioner. Transportation and 
Public Utilities Service. 

|FR Doc 82-24553 Hied 9-7-82. 8 45 am] 

BILLING CODE 66 20-AM-44 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Public Health Service 

National Toxicology Program Board of 
Scientific Counselors; Meeting Agenda 
Change 

At the request of the Food and Drug 
Administration (FDA), the 
carcinogenesis bioassay of FD&C Green 
No. 3 will not be peer reviewed by the 
National Toxicology Program (NTT) 
Board of Scientific Counselors* 

Technical Reports Review 
Subcommittee on September 22,1982. 
The Bureau of Foods, FDA, had 
previously requested peer review by the 
NTP Board of Scientific Counselors at 
the September 22 meeting. 

The report of the Certified Color 
Manufacturers* Association (CCMA)- 
sponsored chronic study of FD&C Green 
No. 3 in rats noted a small increase in 
the incidence of urinary bladder tumors 
in the high dose (5%) group in males. In 
the initial review by the performing 
laboratory, this increase was considered 
likely to be treatment related. The 
CCMA subsequently sponsored a 
pathology review of the bladder 
microslides by a consultant pathologist. 
Based on the consultant pathologists* 
diagnosis, the total number of urinary 
bladder pathologists’ diagnosis, the total 
number of urinary bladder tumors was 
substantially reduced from that 
originally reported by the performing 
laboratory. The FDA initially requested 
a peer review of the results of the FD&C 
Green No. 3 study anticipating that 
interpretation of urinary bladder 
observations could be contentious. The 
Agency’s pathologists have since the 
opportunity to review all of the 
submitted microslides containing, 
urinary bladder sections from this study. 
There is unanimous agreement among 
agency pathologists and the consulting 
pathologist concerning the interpretation 
and subsequent reduction of the total 
number of neoplasms of the urinary 
bladder. The Agency no longer 
considers urinary bladder neoplasia to 
be an issue in the FD&C Green No. 3 rat 
study and has concluded that peer 
review is not necessary. 

For inquiries contact Dr. Benjamin A. 
Jackson, Chief, Color and Cosmetics 
Evaluation Branch, Division of 
Toxicology, Bureau of Foods, Food and 
Drug Administration, 200 C Street SW.« 
Washington. D.C. 20204, telephone (202) 
472-5701, FTS 472r-5701. 


Dated: September 1,1982. 

David P. Rail, 

Director, National Toxicology Program. 

(FR Doc. 82-24582 Filed 9-7-82; MS am) 

BILUNG CODE 4140-01-M 


Office of the Secretary 

Statement of Organization, Functions, 
and Delegations of Authority 

Part A (Office of the Secretary), 
Chapter AD(I-X) (Office of the Regional 
Director) and Chapter AF (Office of the 
Inspector General) of the Statement of 
Organization, Functions, and 
Delegations of Authority of the 
Department of Health and Human 
Services (most recently amended 47 FR 
3609, January 26,1982 and 47 FR 20035, 
May 10,1982) are amended. The 
amendment is made to reflect the 
transfer of responsibility for the Office 
of Service Delivery Assessment in the 
ten Regional Offices from the Office of 
the Regional Director to the Office of the 
Inspector General, Service Delivery 
Assessment Division. The title of the 
Office of Service Delivery Assessment 
in each Region is also changed to the 
Regional Office of Service Delivery 
Assessment The transfer is made to 
give the Inspector General direct 
authority over, and responsibility for, all 
Service Delivery Assessment functions. 
Administrative support will continue to 
be provided by the Office of the 
Regional Director. In addition, a 
typographical error is corrected in the 
statement of the Office of Inspector 
General and a minor change is made in 
the nomenclature. The changes are as 
follows: 

1. Part A, Chapter AD(F-X) (Office of 
the Regional Director) is amended as 
follows: 

(a) Section AD. 10 — Organization , 
delete the term Office of Service 
Delivery Assessment AD(I-X)R. 

(b) Section AD.20 — Functions, delete 
section D in its entirety. 

(c) Section AD.20 — Functions, 
paragraph E. subparagraph 2., delete the 
term “Office of Service Delivery 
Assessment”, and reletter paragraph E. 
as paragraph D. 

2. Part A, Chapter AF (Office of 
Inspector General) is amended by 
redesignating subsection D. the Office of 
Systems Integrity, as subsection E. 

3. Part A, Chapter AF (Office of the 
Inspector General) is amended in 
section AF.20.E, the Office of Systems 
Integrity, by adding at the end thereof 
the following new paragraph: 

(e) Regional Offices of Service 
Delivery Assessment (1-X). Under the 
direction of the Division of Service 
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Delivery Assessment, the Regional 
Offices of Service Delivery Assessment 
(1-X) perform national level service 
delivery assessment projects assigned 
by the Secretary and Inspector General. 

4. Part A. Chapter AF (Office of the 
Inspector General) is amended in 
section AF.20.D by: striking out 
‘‘Regional and” in the heading for 
paragraph (f); and by striking out 

‘ Investigates” and inserting “Conducts" 
in paragraphs (b)(i), (b)(ii), and (b)(iii). 

5. These changes are effective 
October 3,1982. 

Dated: August 26.1882. 

Richard S. Schweiker, 

Secretary. 

[FR Doc. 82-24849 Plied 9-7-82; &46 am] 

BILLING COOC 4150-04-M 


Social Security Administration 

Statement of Organization, Functions 
and Delegations of Authority 

Part S of the Statement of 
Organization, Functions and Delegations 
of Authority for the Department of 
Health and Human Services covers the 
Social Security Administration (SSA). 
Sections SP.10 and SP.20 of the SSA 
statements, as published in the Federal 
Register (44 FR 48323) on August 7,1979 
describe the mission, organization and 
functions of SSA’s Office of Central 
Operations, Office of Disability 
Operations. Notice is given that Sections 
SP.10 and SP.20 are amended to reflect 
the establishment of the Division of 
Appeals Processing to provide improved 
focus and consolidation for external 
communications and improve 
accountability and efficiency. The new 
material reads as follows: 

Section SP.10. subsection G: 

4. The Division of Appeals Processing 
(SPTQ): 

Section SP.20, subsection G: 

4. The Division of Appeals Processing 
(SPTQ): Process through payment or 
denial, those cases where the issued of 
disability has been decided in the 
administrative hearing process. Make 
determinations of entitlement of 
eligibility of claimants to primary or 
auxiliary benefits and authorize 
allowance or disallowance based on 
nondisability entitlement factors in 
those cases. Complete full adjudication 
and payment implementation, including 
payment of attorney fees and 
determinations of offsetting amounts of 
disability insurance benefits due to 
previous entitlement to Supplemental 
Security Income. Make representative 
payee determinations. 

b. Implement payment to beneficiaries 
and establish benefit payment records 


in the computer system. Take actions 
needed to convert benefit and claims 
data into acceptable computer format. 
Recover or waive recovery of amounts 
incorrectly paid to beneficiaries. 

c. Prepare and release award 
certificates, denial letters and other 
claims related notices and control large 
volumes of claims folders during the 
adjudicative process. 

d. Answer inquiries about individual 
cases and ensure expeditious processing 
of actions where claimant hardship in 
indicated. 

e. Contact outside Federal/State 
components such as Department of 
Labor, Workmen’s Compensation 
Commissioners and other SSA 
components, particularly the Office of 
Hearings and Appeals, as necessary, to 
implement disability claims actions. 

Dated: August 27,1982. 

Richard 8. Schweiker, 

Secretary of Health and Human Services. 

fPR Doc 82-24850 Piled 9-7-82; 8.45 am] 

BR.LMG CODE 4190-11-41 


DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 

Office of the Secretary 

[Docket No. N-82-1155] 

Submission of Proposed Information 
Collections to OMB 

agency: Office of Administration, HUD. 
action: Notice. 

summary: The proposed information 
collection requirements described below 
have been submitted to the Office of 
Management and Budget (OMB) for 
review, as required by the Paperwork 
Reduction Act. The Department is 
soliciting public comments on the 
subject proposals. 

address: Interested persons are invited 
to submit comments regarding these 
proposals Comments should refer to the 
proposal by name and should be sent to: 
Robert Neal, OMB Desk Officer, Office 
of Management and Budget, New 
Executive Office Building, Washington, 
D.C. 20503. 

FOR FURTHER INFORMATION CONTACT: 

Robert G. Masarsky, Reports 
Management Officer, Department of 
Housing and Urban Development, 451 
7th Street, SW., Washington, D.C 20410, 
telephone (202) 755-5310. This is not a 
toll-free number. 

SUPPLEMENTARY INFORMATION: The 

Department has submitted the proposals 
described below for the collection of 
information to OMB for review, as 


required by the Paperwork Reduction 
Act (44 U.S.C Chapter 35). 

The Notice lists the following 
information: (1) The title of the 
information collection proposal; (2) the 
office of the agency to collect the 
information; (3) the agency form number, 
if applicable; (4) how frequently 
information submissions will be 
required; (5) what members of the public 
will be affected by the proposal; (8) an 
estimate of the total number of hours 
needed to prepare the information 
submission; (7) whether the proposal is 
new or an extension or reinstatement of 
an information collection requirement; 
and (8) the names and telephone 
numbers of an agency official familiar 
with the proposal and of the OMB Desk 
Officer for the Department. 

Copies of the proposed forms and 
other available documents submitted to 
OMB may be obtained from Robert G. 
Masarsky, Reports Management Officer 
for the Department. His address and 
telephone number are listed above. 
Comments regarding the proposals 
should be sent to the OMB Desk Officer 
at the address listed above. 

The proposed information collection 
requirements are described as follows: 

Notice of Submission of Proposed 
Information Collection to OMB 

Proposal: Relocation Reporting 
Requirements; and Acquisition and 
Relocation Recordkeeping 
Requirements 
Office: Housing 
Form number: None 
Frequency of submission: On occasion 
Affected public: Public Housing 
Agencies 

Estimated burden hours: 2,500 
Status: New 

Contact: Raymond Hamilton. HUD, (202) 
755-5846; Robert Neal, OMB, (202) 
395-6880 

Authority: Sec. 3507 of the Paperwork 
Reduction Act. 44 U.S.C. 3507; Sec. 7(d) of the 
Department of Housing and Urban 
Development Act 42 U.S.C 3535(d). 

Notice of Submission of Proposed 
Information Collection to OMB 

Proposal: HUD Application for Property 
Appraisal and Commitment 
Office: Housing 
Form number. HUD-92800-1 
Frequency of submission: On Occasion 
Affected public: Businesses or Other 
Institutions (except farms) 

Estimated burden hours: 312,500 
Status: Revision 

Contact: Marion E. Davis, HUD, (202) 
755-6702; Robert Neal, OMB, (202) 
395-6880 












39618 


Federal Register / Vol. 47. No. 174 / Wednesday. September 8, 1982 / Notices 


Authority: Sec. 3507 of the Paperwork 
Reduction Act, 44 U.S.C. 3507; Sec. 7(d) of the 
Department of Housing and Urban 
Development Act, 42 U.S.C 3535(d). 

Notice of Submission of Proposed 
Information Collection to OMB 

Proposal: Application for Insurance 
Benefits and General Assignment 
Office: Administration 
Form number HUD-2777, HUD-2777A, 
and HUD-2777B 

Frequency of submission: On Occasion 
Affected public: Businesses or Other 
Institutions (except farms) 

Estimated burden hours: 2,500 
Status: Extension 

Contact: Marlowe W. Tolbert, HUD, 
(202) 755-5163; Robert Neal, OMB, * 
(202) 395-6880 

Authority: Sec. 3507 of the Paperwork 
Reduction Act 44 U.S.C. 3507; Sec. 7(d) of the 
Department of Housing and Urban 
Development Act, 42 U.S.C. 3535(d). 

Notice of Submission of Proposed 
Information Collection to OMB 

Proposal: Permission to Occupy-Project 
Mortgages 
Office: Housing 
Form number: HUD-92485 
Frequency of submission: On Occasion 
Affected public: Businesses or Other 
Institutions (except farms) 

Estimated burden hours; 3,000 
Status: New 

Contact: Richard Murray. HUD. (202) 
755-6223; Robert Neal, OMB, (202) 
395-6880 

Authority: Sec. 3507 of the Paperwork 
Reduction Act. 44 U.S.C. 3507: Sec. 7(d) of the 
Department of Housing and Urban 
Development Act, 42 U.S.C. 3535(d). 

Notice of Submission of Proposed 
Information Collection to OMB 

Proposal: Request for Withdrawal 
Office: Housing 
Form number: HUD-92420 
Frequency of submission: Semi-annually 
Affected public: Businesses or Other 
Institutions (except farms) 

Estimated burden hours: 32,000 
Status: New 

Contact: Judy Lemeshewsky, HUD, (202) 
426-7624; Robert Neal, OMB. (202) 
395-6880 

Authority: Sec. 3507“ of the Paperwork 
Reduction Act, 44 U.S.C 3507; Sec. 7(d) of the 
Department of Housing and Urban 
Development Act, 42 U.S.C. 3535(d). 

Notice of Submission of Proposed 
Information Collection to OMB 

Proposal: Analysis of the Replacement 
Reserve 
Office: Housing 
Form number: HUD-92419 
Frequency of submission: On Occasion 


Affected public: Businesses or Other 
Institutions (except farms) 

Estimated burden hours: 12,000 
Status: New 

Contact: Judy Lemeshewsky, HUD, (202) 
426-7624; Robert Neal, OMB, (202) 
395-6880 

Authority: Sec. 3507 of the Paperwork 
Reduction Act, 44 U.S.C. 3507; Sec. 7(d) of the 
Department of Housing and Urban 
Development Act, 42 U.S.C. 3535(d). 

Notice of Submission of Proposed 
Information Collection to OMB 

Proposal: Monthly Survey of Pension 
Funds 

' Office: Housing 
Form number None 
Frequency of submission: Monthly 
Affected public: Businesses or Otner 
Institutions (except farms) 

Estimated burden hours: 400 
Status: New 

Contact: Arnold H. Diamond. HUD, (202) 
426-4325; Robert Neal. OMB. (202) 
395-6880 

Authority: Sec. 3507 of the Paperwork 
Reduction Act. 44 U.S.C. 3507; Sec. 7(d) of the 
Department of Housing and Urban 
Development Act. 42 U.S.C. 3535(d). 

Dated: August 26,1982. 

Shirley A Evans, 

Director, Finance and Accounting, 

(PR Doc. 82-24583 Filed 9-7-82. 8:45 am] 

BILLING CODE 4210-01-41 


[Docket No. N-82-1156] 

Submission of Proposed Information 
Collection to OMB 

agency: Office of Administration, HUD. 
action: Notice. 

summary: The proposed information 
collection requirement described below 
has been submitted to the Office of 
Management and Budget (OMB) for 
review, as required by the Paperwork 
Reduction Act The Department is . 
soliciting public comments on the 
subject proposal. 

address: Interested persons are invited 
to submit comments regarding this 
proposal. Comments should refer to the 
proposal by name and should be sent to: 
Robert Neal, OMB Desk Officer, Office 
of Management and Budget, New 
Executive Office Building. Washington, 
D.C. 20503. 

FOR FURTHER INFORMATION CONTACT: 

Robert G. Masarsky, Reports 
Management Officer. Department of 
Housing and Urban Development, 451 
7th Street SW., Washington, D.C. 20410, 
telephone (202) 755-5310. This is not a 
toll-free number. 

SUPPLEMENTARY INFORMATION: The 

Department has submitted the proposal 


described below for the collection of 
information to OMB for review, as 
required by the Paperwork Reduction 
Act (44 U.S.C. Chapter 35). 

The Notice lists the following 
information: (1) The title of the 
information collection proposal; (2) the 
office of the agency to collect the 
information; (3) the agency form number, 
if applicable; (4) how frequently 
information submissions will be 
required; (5) what members of the public 
will be affected by the proposal; (6) an 
estimate of the total number of hours 
needed to prepare the information 
submission; (7) whether the proposal is 
new or an extension or reinstatement of 
an information collection requirement; 
and (8) the names and telephone 
numbers of an agency official familiar 
with the proposal and of the OMB Desk 
Officer for the Department. 

Copies of the proposed forms and 
other available documents submitted to 
OMB may be obtained from Robert G. 
Masarsky. Reports Management Officer 
for the Department. His address and 
telephone number are listed above. 
Comments regarding the proposal 
should be sent to OMB Desk Officer at 
the address listed above. 

The proposed information collection 
requirement is described as follows: 

Notice of Submission of Proposed 
Information Collection to OMB 

Proposal: Indian Community 
Development Block Grant Program 
Office: Community Planning and 
Development 

Form number: HUD-4011, 4121,4122, 
4123, 4125, and 4126 
Frequency of submission: On Occasion 
and Annually 

Affected public: State or Local 
Governments 

Estimated burden hours: 20,200 
Status: Revision 

Contact: Marcia Brown, HUD, (202) 755- 
6092; Robert Neal, OMB, (202) 395- 
6880 

Authority: Sec. 3507 of the Paperwork 
Reduction Act. 44 U.S.C. 3507: sec. 7(d) of the 
Department of Housing and Urban 
Development Act. 42 U.S.C. 3535(d). 

Dated: August 20,1982. 

Judith L. Tardy. 

Assistant Secretary for Administration. 

[FR Doc. 82-24664 Piled 9-7-82; 8:45 am] 

BILUNG CODE 4210-01-M 


[Docket No. N-82-1157] 

Submission of Proposed Information 
Collections to OMB 

agency: Office of Administration, HUD. 
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action: Notice. 

summary: The proposed information 
collection requirements described below 
have been submitted to the Office of 
Management and Budget (OMB) for 
review, as required by the Paperwork 
Reduction Act. The Department is 
soliciting public comments on the 
subject proposals. 

address: Interested persons are invited 
to submit comments regarding these 
proposals. Comments should refer to the 
proposal by name, and should be sent 
to: Robert Neal, OMB Desk Officer, 
Office of Management and Budget, New 
Executive Office Building, Washington, 
D.C. 20503. 

FOR FURTHER INFORMATION CONTACT: 

Robert G. Masarsky, Reports 
Management Officer, Department of 
Housing and Urban Development, 451 
7th Street SW., Washington, D.C. 20410, 
telephone (202) 755-5310. This is not a 
toll-free number. 

SUPPLEMENTARY INFORMATION: The 

Department has submitted the proposals 
described below for the collection of 
information to OMB for review, as 
required by the Paperwork Reduction 
Act (44 U.S.C. Chapter 35). 

The Notice lists the following 
information: (1) The title of the 
information collection proposal; (2) the 
office of the agency to collecLthe 
information; (3) the agency form number, 
if applicable; (4) how frequently 
information submissions will be 
required; (5) what members of the public 
will be affected by the proposal; (6) an 
estimate of the total number of hours 
needed to prepare the information 
submission; (7) whether the proposal is 
new or an extension or reinstatement of 
an information collection requirement; 
and (8) the names and telephone 
numbers of an agency official familiar 
with the proposal and of the OMB Desk 
Officer for the Department. 

Copies of the proposed forms and 
other available documents submitted to 
OMB may be obtained from Robert G. 
Masarsky, Reports Management Officer 
for the Department. His address and 
telephone number are listed above. 
Comments regarding the proposals 
should be sent to the OMB Desk Officer 
at the address listed above. 

The proposed information collection 
requirements are described as follows: 

Notice of Submission of Proposed 
Information Collection to OMB 

Proposal: Section 530 Recordkeeping 

Requirements for Mortgages Who 

Service Single Family FHA Mortgages 
Office: Administration 
Form Number None 


Frequency of submission: On Occasion 
Affected public: Businesses or Other 
Institutions (except farms) 

Estimated burden hours: 18,000 
Status: New 

Contact: Thomas Webber, HUD, (202) 
755-0328; Robert Neal. OMB, (202) 
395-8880. 

Authority: Sec. 3507 of the Paperwork 
Reduction Act, 44 U.S.C. 3507; Sec. 7(d) of the 
Department of Housing and Urban 
Development Act. 42 U.S.C. 3535(d). 

Notice of Submission of Proposed 
Information Collection to OMB 

Proposal: Information Collection 
Requirements Associated with the 
Office of Interstate Land Sales 
Registration 
Office: Housing 
Form Number. None 
Frequency of submission: On Occasion, 
Weekly, and Annually 
Affected public: Individuals or 
Households and Businesses or Other 
Institutions (except farms) 

Estimated burden hours: 53,290 
Status: New 

Contact: Roger G. Henderson, HUD, 
(202) 755-5618. Robert Neal, OMB, 
(202) 395-6880. 

Authority: Sec. 3507 of the Paperwork 
Reduction Act, 44 U.S.C. 3507; Sec. 7(d) of the 
Department of Housing and Urban 
Development Act, 42 U.S.C. 3535(d). 

Dated: August 18,1982. 

Judith L Tardy, 

Assistant Secretary for Administration. 

fFR Doc 82-24585 Filod ft-7-82. 8:45 am) 

BI LUNG COOC 4210-01-41 


DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

Alaska Upland Noncompetitive Oil and 
Gas Leasing; Stipulations on Bureau of 
Land Management Administered 
Public Lands 

agency: Bureau of Land Management. 
Interior. 

action: Notice of Noncompetitive Oil 
and Gas Leasing Stipulations for 
Alaska. 

summary: The following list of general 
Upland Oil and Gas Stipulations are to 
be attached to all noncompetitive oil 
and gas leases in Alaska, Bureau of 
Land Management These stipulations 
reflect requirements pursuant to the 
Alaska National Interest Lands 
Conservation Act (ANILCA) Title VIII 
and X and other environmental concerns 
deemed necessary to effectively protect 
the Alaskan environment. The purpose 
of publicizing these stipulations is to 


inform all prospective applicants of 
operating conditions, in addition to the 
lease terms, which will be included with 
all noncompetitive oil and gas leases 
issued on Bureau of Land Management 
administered public lands in Alaska. 

1. Lessee shall not conduct geological, 
geophysical and other assessment 
activities on the leasehold without an 
Exploration Plan and Permit approved 
from the District Manager, Bureau of 
Land Management (BLM), as required 
by the Alaska National Interest Lands 
Conservation Act (ANILCA), Section 
1008 (b)(1)(B) and (f). 

2. Lessee shall not conduct 
exploratory (excluding geological, 
geophysical, and other assessment 
activities which will be permitted under 
Item 1 above), development or 
production activity on the leasehold 
without an Exploration or Development 
and Production Plan approved by the 
Deputy Manager, Minerals Management 
Service (MMS) which is consistent with 
the requirements of ANILCA, Section 
1008 (fl, and (g). 

3. Prior to undertaking any surface- 
disturbing activities on the lands 
covered by this lease, the lessee or 
operator, unless notified to the contrary 
by the authorized officer of the Federal 
surface management agency or BLM as 
appropriate, shall: 

a. Contact the appropriate BLM office 
on lands managed by BLM or the 
appropriate Federal surface 
management agency on lands where the 
surface is administered by such agency 
to determine if a site specific cultural 
resource inventory is required. If a 
survey is required then; 

b. Engage the services of a qualified 
cultural resource specialist acceptable 
to the Federal surface management 
agency to conduct an intensive 
inventory for evidence of cultural 
resource values; 

c. Submit a report acceptable to the 
authorized officer of the Federal surface 
management agency and the Minerals 
Management Service; and 

d. Implement mitigation measures 
required by the Federal surface 
management agency to preserve or 
avoid destruction of cultural resource 
values. Mitigation may include 
relocation of proposed facilities, testing 
and salvage or other protective 
measures. Where impacts cannot be 
mitigated to the satisfaction of the 
Federal surface management agency, 
surface occupancy on that area must be 
prohibited. 

The lessee or operator shall 
immediately bring to the attention of the 
Minerals Management Service or the 
authorized officer of the Federal surface 
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management agency or BLM any 
cultural resources or any other object of 
scientific interest discovered as a result 
of surface operations under this lease, 
and not disturb such discoveries until 
directed to proceed by the Minerals 
Management Service. 

4. In any Application for Permit to 
Drill (APD) submitted under 30 CFR 221, 
the Lessee shall include a proposed 
environmental training program for all 
personnel involved in exploration or 
development activities (including 
personnel of the lessee’s contractors and 
subcontractors). The program shall be 
reviewed and, if adequate, approved by 
the MMS, after consultation with the 
BLM. 

5, In any application involving 
geological, geophysical, and other 
assessment activities, the BLM will 
determine if the activity would conflict 
with subsistence use of resources and if 
these conflicts require special attention, 
based on information provided by the 
Lessee or operator. The MMS will make 
similar determinations for exploration 
plans and for development and 
production plans. 

a. If conflicts are identified, the Lessee 
or operator agrees to employ a certified 
subsistence specialist. Certification will 
be by the BLM in consultation with the 
Alaska Department of Fish and Game 
(ADF&G) Regional Subsistence Council. 
The Lessee or operator also will provide 
transportation and accommodations for 
the specialists to visit the site of 
potential conflict, inspect the lands and 
resources involved, and interview 
subsistence users. 

b. The subsistence specialist is 
required to develop comments and 
recommendations or alternatives for 
protection of subsistence resources and 
to guarantee access to them, consistent 
with the intent and language of 
ANUCA. Title VIII. These will be used 
by the Lessee or operator, as determined 
by the BLM in consultation with the 
MMS. 

8. Permits for geophysical operations, 
exploration plans, (Drilling Plan as 
defined in 30 CFR 221.12) and 
development and production plans will 
be limited, as follows, in order to protect 
endangered peregrine falcons [Falco 
peregrinus anatum, Falco peregrinus 
tundrius), unless exceptions are 
approved by the MMS following 
endorsement by the BLM. Under Section 
7 of the Endangered Species Act, 
consultation would not be required prior 
to approval of permits for activities 
consistent with the following: 

a. All construction and ground level 
activity will be prohibited within one 
mile of peregrine falcon nesting sites 
from April 15 through August 31. 


b. Aircraft shall maintain 1500 feet in 
height above nest sites when within one 
mile horizontal distance from nest sites 
between April 15 and August 31. 

c. Drill pads, airstrips, camps roads, 
pipelines, and similar facilities will not 
be permitted within one mile of nesting 
sites. 

d. Blasting or other significant 
construction noise within two miles of 
nest sites will be prohibited between 
April 15 and August 31. 

e. Alteration of ponds, lakes, 
wetlands, riparian areas, and other 
limited, high-quality habitat is not 
permitted within 15 miles of nest sites. 

7. Surface Protection-Standard Form 
3109-5. 

address: Upland Oil and Gas Program 
Manager, Division of Resources, Alaska 
State Office, Bureau of Land 
Management, 701 “C” Street. Box 13, 
Anchorage. Alaska 99513. 

FOR FURTHER INFORMATION CONTACT: 

Donald L Hinrichsen. Upland Oil and 
Gas Program Manager. Division of 
Resources, (907) 271-5009, 701 "C" 

Street. Box 13, Anchorage. Alaska 99613. 
Curtis McVee, 

State Director. 

August 20.1962. 

[PR DOC. 02-246* PUt<d 9-7-42; 8:45 mm) 

BILLING CODE 431ft-M-Afl 


Colorado; Draft Supplemental 
Environmental Impact Statement for 
the Prototype Oil Shale Leasing 
Program 

agency: Bureau of Land Management 
(BLM), Interior. 

action: Notice of extension of time for 
submission of written comments until 
September 22,1982. 

summary: On July 16,1982, there 
appeared in the Federal Register; Vol. 
47, No. 137: on pages 31080 and 31081 a 
notice of availability of the draft 
supplemental environmental impact 
statement (EIS) prepared by BLM on the 
prototype oil shale leasing program. The 
notice stated that written comments 
would be accepted on or before 
Tuesday. September 7,1982. A 15 day 
extension of the comment period has 
been granted due to several requests by 
the public. 

dates: Written comments on the draft 
supplemental EIS will now be accepted 
on or before September 22,1982. 
addresses: Written comments should 
be sent to: EIS Team Leader, White 
River Resource Area, Bureau of Land 
Management, P.O. Box 928, Meeker, 
Colorado 81641. 


Single copies of the draft 
supplemental EIS may be obtained from 
the address above and from; 

Bureau of Land Management, Craig 
District Office. P.O. Box 248, 455 
Emerson Street, Craig, Colorado 
81625. 

Bureau of Land Management, Colorado 
State Office, 1037 20th Street, Denver, 
Colorado 60202. 

FOR FURTHER INFORMATION CONTACT: 

John Singlaub, EIS Team Leader, White 
River Resource Area, Bureau of Land 
Management. P.O. Box 928, Meeker, 
Colorado 81641, (303) 878-3601. 

Dated: September 2,1962. 

George C. Fraocks, 

Colorado State Director. 

[PR Doc. 62-24813 Piled 9-7-82:11:31 am| 

BILL MG COO€ 4J1O-04-44 


1982 Amendments to the California 
Desert Plan and Eastern San Diego 
County Management Framework Plan; 
Availability of Draft Environmental 
Impact Statement 

Pursuant to Section 102(2)(c), of the 
National Environmental Policy Act of 
1969. the Bureau of Land Management 
has prepared a Draft Environmental 
Impact Statement (DEIS) concerning the 
1962 Amendment review of the 
California Desert Plan and the Eastern 
San Diego County Management 
Framework Plan (MFP). Forty-nine 
amendments were accepted for 
consideration. The amendments propose 
changes in both general plan guidelines 
and in site^Specific measures. The latter 
include changes in vehicle access 
restrictions, Areas of Critical 
Environmental Concern (ACECs), 
grazing allotments, wilderness 
suitability recommendations, and 
multiple-use class designations. Under 
the preferred alternative, 32 
amendments would either be accepted, 
or accepted with modification, and 12 
would be rejected. 

Comments on the DEIS are being 
solicited from public agencies and 
interested individuals and 
organizations. The Bureau invites 
written comments on the statement to 
be submitted by November 15,1982, to 
the following address. Use of any other 
address may result in comments not 
being processed. 1982 Plan 
Amendments, Bureau of Land 
Management, California Desert District. 
1695 Spruce Street, Riverside, CA 92507, 
Telephone (714) 351-6394. 

Three public hearings will be 
conducted as a part of this review in 
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mid-October and run from 2:00 p.m. to 
5:00 and 7:00 p.m. to 9:30 p.m. on each 
day. The dates and locations are 
scheduled as follows: 

October 12— Independence, CA 
Superintendent of Schools Building, 
135 S. Jackson Street 
October 13— Riverside, CA 
Riverside Visitors and Convention 
Building, Raincross Square 
Convention Center, 3443 Orange 
Street 

October 14— El Centro, CA 
Travel Lodge Vacation Inn, 
Conference Room, 2000 S. 
Cottonwood Circle 
A limited number of copies of the 
Draft Environmental Impact Statement 
are available upon request at the 
address listed above for comments. 
Copies are also available for review at 
two other locations: 

USDI—Bureau of Land Management, 
2800 Cottage Way, Rm. E-2841, 
Sacramento, CA 

USDI—Bureau of Land Management, 
1725 Eye Street, N.W., Suite 906. 
Washington, D.C. 

For any further information contact 
Gerald E. Hillier, District Manager, (714) 
351-6394. 

Dated: August 31.1982. 

Ed Hastey, 

State Director. 

|FR Doc. 82-24632 Filed 9-7-62; 8:46 am) 

BILLING CODE 4310-84—M 


Fish and Wildlife Service 

Endangered Species Permit; Notice of 
Receipt of Application 

Applicant: Thomas H. Freitag, Flat 
Rock, MI. 

The applicant requests a permit to 
take white cat’s paw mussels 
[Epioblasma sulcata delicata) from the 
Detroit River system for scientific 
research. 

Humane care and treatment during 
transport has been indicated by the 
applicant. 

Documents and other information 
submitted with this application are 
available to the public during normal 
business hours in Room 601,1000 N. 
Glebe Road, Arlington, Virginia, or by 
writing to the U.S. Fish and Wildlife 
Service, Federal Wildlife Permit Office, 
P.O. Box 3654. Arlington, VA 22203. 

This application has been assigned 
file number PRT 2-9592. Interested 
persons may comment on this 
application on or before October 8,1982 
by submitting written data, views, or 


arguments to the above address. Please 
refer to the file number when submitting 
comments. 

Dated: September 2,1982. 

R. K. Robinson, 

Chief, Branch of Permits, Federal Wildlife 
Permit Office. 

|FR Doc. 82-24642 Filed 9-7-62; *45 on) 

BILLING CODE 4340-66-49 


Office of Surface Mining Reclamation 
and Enforcement 

Bureau Forms Submitted for Review 

The proposal for the collection of 
information listed below has been 
submitted to the Office of Management 
and Budget for approval under the 
provisions of the Paperwork Reduction 
Act (44 U.S.C. Chapter 35). Copies of the 
proposed information collection 
requirement and explanatory material 
may be obtained by contacting the 
Bureau's clearance officer at the phone 
number listed below. Comments and 
suggestions on the requirement should 
be made directly to the Bureau 
clearance officer and the Office of 
Management and Budget reviewing 
official, Mr. Jeffrey Hill, at 202-395-7340. 
Title: 30 CFR 773 Permitting Process. 
Bureau Form Number: None. 
Frequency: Once every five years. 
Description of Respondents: Coal 
Mine Operators. 

Annual Responses: 22,655. 

Annual Burden Hours: 54,565. 

Bureau clearance officer Darlene 
Grose, 202-343-5447. 

Ann L. Chapman, 

Acting Assistant Director, Management and 
Budget. 

|FR Doc. 82-24644 Filed 9-7-62; 645 am] 

BILLING CODE 4310-05-M 


INTERSTATE COMMERCE 
COMMISSION 

[No. 38754; Ex Parte No. 347 (Sub-1); Ex 
Parte No. 393] 

Arkansas Power & Light Co., et a!.; 
Petition To Institute Rulemaking 
Proceeding—Implementation of Long- 
Cannon Amendment to the Staggers 
Rail Act; Coal Rate Guldelines- 
Nationwide; Standards for Railroad 
Revenue Adequacy 

agency: Interstate Commerce 
Commission. 

action: Notice of denial of petitions for 
rulemaking, consolidation, renoticing, 
and reopening. Policy for implementing 
49 U.S.C. 10707a(e)(2)(B) and (C) set 
forth. 


summary: Proposed rulemaking to 
develop a data base to implement 49 
U.S.C. 10707a(e)(2)(B) and (C) denied; 
consolidated with, and alternative 
request for renoticing and comment in. 
Ex Parte No. 347 (Sub-No. 1) denied; 
reopening of Ex Parte No. 393 and 
consolidation with Ex Parte No. 347 
(Sub-No. 1) and No. 38754 denied. 
Interpretation and policy set forth for 49 
U.S.C. 10707a(e)(2)(B) and (C). 

EFFECTIVE DATE: September 8,1982. 

FOR FURTHER INFORMATION CONTACT; 
Douglas Galloway, (202) 275-7693 
or 

Tom Smerdon, (202) 275-7277. 
SUPPLEMENTARY INFORMATION: To 

purchase copies of the complete 
decision, contact TS Infosystems, Inc., 
Room 2227, 12th and Constitution 
Avenue, NW, Washington, DC 20423, or 
call TS Infosystems at 289-4357 for 
points within the Washington 
Metropolitan Area and toll-free at 800- 
424-5403 for points beyond. 

Dated: August 27.1982. 

By the Commission. Chairman Taylor, 
Vice-Chairman Gilliam, Commissioners 
Sterrett, Andre. Simmons, and Gradison. 
Commissioner Andre concurred with a 
separate expression. Commissioner Sterrett 
was absent and did not participate. 

Agatha L. Mergenovich, 

Secretary. 

[FR Doc 82-24586 Filed 9-7-82: 645 am] 

BILLING COO£ 7035-01-M 


[Finance Docket No. 29978] 

Burlington Northern Railroad Co.; 
Exemption; Abandonment In Lake 
County, SD 

AGENCY: Interstate Commerce 
Commission. 

action: Notice of Exemption. 

summary: The Interstate Commerce 
Commission exempts the abandonment 
by the Burlington Northern Railroad 
Company of 1.24 miles of railroad near 
Wentworth, SD, from the requirement of 
prior approval under 49 U.S.C. 10903, 
subject to conditions for protection of 
employees. 

dates: The exemption is effective on 
September 8.1982. Petitions to reopen 
must be filed no later than September 
28.1982. 

ADDRESSES: Send pleadings to: 

(1) Section of Finance, Room 5341, 
Interstate Commerce Commission, 12th 
and Constitution Avenue, NW, 
Washington, DC 20423, and 

(2) Petitioners’ representative: Thomas 
A. Ehlinger, Burlington Northern 
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Railroad Company, 176 East Fifth Street, 
St. Paul, MN 55101. 

Pleadings should refer to Finance 
Docket No. 29978. 

FOR FURTHER INFORMATION CONTACT: 

Louis E. Gitomer, (202) 275-7245. 

SUPPLEMENTARY INFORMATION: 

Additional information is contained in 
the Commission's full decision. To 
purchase a copy of the decision, contact 
T.S. Infosystems, Room 2227, Interstate 
Commerce Commission, Washington, 

DC 20423, or call 289-4357 in the D.C. 
Metropolitan area or toll free (800) 424- 
5403. 

Dated: August 31,1982. 

By the Commission, Chairman Taylor, 
Vice-Chairman Gilliam, Commissioners 
Sterrett, Andre. Simmons, and Gradison. 
Agatha L. Mergenovich, 

Secretary. 

[FR Doc 82-24565 Filed 9-7-82; 8:45 am] 

8ILUNQ CODE 7035-01-M 


[Docket No. AB-167 Sub-299N] 

Conrail Abandonment in Knox, 
Delaware, Frankfin, and Licking 
Counties, OH; Findings; Correction 

The above-captioned proceeding 
published on July 29,1982, at 47 FR 
32803 should be disregarded. The correct 
notice was published on June 30,1982, at 
47 FR 28478. 

Agatha L. Mergenovich, 

Secretary. 

(FR Doc 82-24563 Filed 9-7-62; 8:45 am) 

BJLUNG COOE 7035-01-M 


Motor Carriers: Permanent Authority 
Decisions; Decision-Notice 

The following applications, filed on or 
after February 9,1981, are governed by 
Special Rule of the Commission's Rules 
of Practice, see 49 CFR 1100.251. Special 
Rule 251 was published in the Federal 
Register on December 31,1980, at 45 FR 
86771. For compliance procedures, refer 
to the Federal Register issue of 
December 3.1980, at 45 FR 80109. 

Persons wishing to oppose an 
application must follow the rules under 
49 CFR 1100.252. Applications may be 
protested only on the grounds that 
applicant is not fit, willing, and able to 
provide the transportation service or to 
comply with the appropriate statutes 
and Commission regulations. A copy of 
any application, including all supporting 
evidence, can be obtained from 
applicant’s representative upon request 
and payment to applicant's 
representative of $10.00. 


Amendments to the request for 
authority are not allowed. Some of the 
applications may have been modified 
prior to publication to conform to the 
Commission's policy of simplifying 
grants of operating authority. 

Findings 

With the exception of those 
applications involving duly noted 
problems (e.g.. unresolved common 
control, fitness, water carrier dual 
operations, or jurisdictional questions) 
we find, preliminarily, that each 
applicant has demonstrated a public 
need for the proposed operations and 
that it is fit, willing, and able to perform 
the service proposed, and to conform to 
the requirements of Title 49, Subtitle IV. 
United States Code, and the 
Commission’s regulations. This 
presumption shall not be deemed to 
exist where the application is opposed. 
Except where noted, this decision is 
neither a major Federal action 
significantly affecting the quality of the 
human environment nor a major 
regulatory action under the Energy 
Policy and Conservation Act of 1975. 

In the absence of legally sufficient 
opposition in the form of verified 
statements filed on or before 45 days 
from date of publication (or, if the 
applications later become unopposed), 
appropriate authorizing documents will 
be issued to applicants with regulated 
operations (except those with duly 
noted problems) and will remain in full 
effect only as long as the applicant 
maintains appropriate compliance. The 
unopposed applications involving new 
entrants will be subject to the issuance 
of an effective notice setting forth the 
compliance requirements which must be 
satisfied before the authority will be 
issued. Once this compliance is met, the 
authority will be issued. 

Within 60 days after publication an 
applicant may file a verified statement 
in rebuttal to any statement in 
opposition. 

To the extent that any of the authority 
granted may duplicate an applicant’s 
other authority, the duplication shall be 
construed as conferring only a single 
operating right. 

Note.—All applications are for authority to 
operate as a motor common carrier in 
interstate or foreign commerce over irregular 
routes, unlesB noted otherwise. Applications 
for motor contract carrier authority are those 
where service is for a named shipper “under 
contract”. 

Please direct status inquiries to the 
Ombudsman’s Office, (202) 275-7326. 

Volume No. Opl-148 

Decided: August 31,1982. 


By the Commission. Review Board No. 1, 
Members Parker, Chandler, and Fortier. 
(Member Parker not participating.) 

MC 121631 (Sub-5), filed August 20, 
1982. Applicant: MARSHFIELD 
DRAYAGE COMPANY. 200 S. George 
Street, P.O. Box 50, Marshfield, MO 
65706. Representative: Donald L 
Stockton (same address as applicant), 
(417) 468-2548. Transporting, for or on 
behalf of the United States Government, 
general commodities (except used 
household goods, hazardous or secret 
materials, and sensitive weapons and 
munitions), between points in Pulaski 
County, MO, on the one hand, and, on 
the other, points in the U.S. 

MC 156390 (Sub-3), filed August 23. 
1982. Applicant: PROGRESSIVE PIER 
DELIVERY, INC. 900 Dell Ave.. North 
Bergen, NJ 07047. Representative: 

Harold L. Reckson, 33-28 Halsey Road, 
Fair Lawn, NJ 07410, (201) 791-2270. 
Transporting, for or on behalf of the 
United States Government, general 
commodities (excep used household 
goods, hazardous or secret materials, 
and sensitive weapons and munitions), 
between points in the U.S. (except AK 
and HI). 

MC 16341. filed August 17.1982. 
Applicant: HERBERT N. MITCHELL, 
d.b.a. H & P ENTERPRISES, 2940 E. 
Broadway, Des Moines, IA 50317. 
Representative: Herbert N. Mitchell 
(same address as applicant), (515) 263- 
1167. Transporting food and other edible 
products and byproducts intended for 
human consumption (except alcoholic 
beverages and drugs), agricultural 
limestone and fertilizer, and other soil 
conditions by the owner of the motor 
vehicle in such vehicle, between points 
in the U.S. (except AK and HI). 

MC 163540, filed August 23,1982. 
Applicant: HAROLD E. MITCHELL, 
d.b.a. H.E.M. TRUCKING, P.O. Box 301, 
Sparks, NV 89431. Representative: 
Harold E. Mitchell (same address as 
applicant), (702) 673-2003. Transporting 
food and other products and byproducts 
intended for human consumption 
(except alcoholic beverages and drugs), 
agricultural limestone and fertilizers, 
and the other soil conditions by the 
owner of the motor vehicle in such 
vehicle, between points in the U.S. 
(except AK and HI). 

Volume No. OP2-207 

Decided: August 31.1982. 

By the Commission, Review Board No. 1, 
Members Parker. Chandler, and Fortier. 
(Member Parker not paticipoting.) 

MC 163562, filed August 26.1982. 
Applicant: TRAFFIC MANAGEMENT. 
INC., 20657 Danberry Lane, Harper 
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Woods. MI 48225. Representative: 
Anthony E. Young, 29 South LaSalle St, 
Suite 350, Chicago, EL 60603, (312) 782- 
8880. As a broker of general 
commodities (except household goods), 
between points in the U.S. (except AK 
and HI). 

MC 163523, filed August 24.1982. 
Applicant: ALLEN LUND COMPANY. 
4529 Angeles Crest Hwy., Suite 109, La 
Canada, CA 91011. Representative: J. 
Patrick Boyle, 7210 Central Ave., 

Takoma Park, MD 20912, (301) 270-8144 
or (703) 836-3410. As a broker of general 
commodities (except household goods), 
between points in the U.S. (except AK 
and HI). 

Volume No. OP3-134 

Decided: August 27,1982. 

By the Commission, Review Board No. 2, 
Members Carleton, Williams, and Ewing. 

MC 163385, filed August 13.1982. 
Applicant: ISTVAN MOLNAR, d/b/a 
MOLNAR TRUCKING, 3918 West 
Kentucky Ave.. Denver, CO 80219. 
Representative: Robert W. Wright, Jr.. 
5711 Ammons St., Arvada, CO 80002, 
(303) 424-1761. Transporting food and 
other edible products and byproducts 
intended for human consumption 
(except alcoholic beverages and drugs), 
agricultural limestone and fertilizers, 
and other soil conditioners by the owner 
of the motor vehicle in such vehicle, 
between points in the U.S. (except HI). 

MC 163434, filed August 16,1982. 
Applicant: LELAND V. ROPER, c/o 
MORGAN & SEETCH ACCOUNTING, 
P.O. Box 1166, Sterling. CO 80751. 
Representative: (same as applicant) 

(303) 522-0892. Transporting food and 
other edible products and byproducts 
intended for human consumption 
(except alcoholic beverages and drugs), 
agricultural limestone and fertilizer , and 
other soil conditioners by the owner of 
the motor vehicle in such vehicle, 
between points in the U.S. (except AK 
and HI). 

Agatha L Mergenovich, 

Secretary . 

fFR Doc 82-24564 Filed 9-7-82, MS am) 

BILLING CODE 7035-01-41 


Motor Carrier Temporary Authority 
Application 

The following are notices of filing of 
applications for temporary authority 
under Section 10928 of the Interstate 
Commerce Act and in accordance with 
the provisions of 49 CFR 1131.3. These 
rules provide that an original and two 
(2) copies of protests to an application 
may be filed with the Regional Office 
named in the Federal Register 


publication no later than the 15th 
calendar day after the date the notice of 
the filing of the application is published 
in the Federal Register. One copy of the 
protest must be served on the applicant, 
or its authorized representative, if any, 
and the protestant must certify that such 
service has been made. The protest must 
identify the operating authority upon 
which it is predicated, specifying the 
"MC" docket and “Sub" number and 
quoting the particular portion of 
authority upon which its relies. Also, the 
protestant shall specify the service it 
can and will provide and the amount 
and type of equipment it will make 
available for use in connection with the 
service contemplated by the TA 
application. The weight accorded a 
protest be governed by the completeness 
and pertinence of the protestant’s 
information. 

Except as otherwise specifically 
noted, each applicant states that there 
will be no significant effect on the 
quality of the human environment 
resulting from approval of its 
application. 

A copy of the application is on file, 
and can be examined at the ICC 
Regional Office to which protests are to 
be transmitted. 

Note.—All applications seek authority to 
operate as a common carrier over irregular 
routes except as otherwise noted. 

Motor Carriers of Property 

Notice No. F-198 

The following applications were filed 
in region I: Send protests to: Interstate 
Commerce Commission. Regional 
Authority Center, 150 Causeway Street, 
Room 501, Boston, MA 02114. 

MC 134806 (Sub-1-37TA), filed August 

20,1982. Applicant: B-D-R TRANSPORT. 
INC., Vernon Drive, P.O. Box 1277, 
Brattleboro, VT 05301. Representative: 
Edward T. Love, 4401 East West 
Highway, Suite 404, Bethesda, MD 
20814. Contract carrier irregular routes: 
(1) Steel and cast iron stoves, between 
Adams, MA, on the one hand, and, on 
the other, Phoenix, AZ, San Jose, CA, 
Denver, CO, and Seattle, WA; and (2) 
Metal frames between Adams. MA, on 
the one hand, and, on the other, San 
Diego and Tracy, CA, under continuing 
contract(s) with Mohawk Industries, 

Inc., Adams, MA. Supporting shipper: 
Mohawk Industries, Inc., 173 Howland 
Avenue, Adams, MA 01220. 

MC 134806 (Sub-1-38TA), filed August 

20,1982. Applicant: B-D-R TRANSPORT. 
INC., Vernon Drive, P.O. Box 1277, 
Brattleboro, VT 05301. Representative: 
Edward T. Love, 4401 East West 
Highway, Suite 404, Bethesda, MD 
20614. Contract carrier irregular routes: 


(1) Cast iron stoves; and cast iron 
benches with wood slats, disassembled 
between Waterbury, VT. on the one 
hand, and, on the other, points in AZ, 
CA. CO. ID. MT, NM. NV. OR. UT, WA, 
and WY; and (2) Iron castings, between 
Orange. MA, Hamburg, PA, on the one 
hand, and, on the other, Waterbury. VT 
under continuing contract(s) with 
Vermont Iron Stove Works, Inc., 
Waterbury, VT. Supporting shipper: 
Vermont Iron Stove Works, Inc., Box 
299, Prince Street, Waterbury, VT 05676. 

MC 148764 (Sub-1-8TA), filed August 

20.1982. Applicant: BUFFALO FUEL 
CORP., 2445 Allen Avenue, Niagara 
Falls, NY 14303. Representative: August 
A. Iacovitti (same as applicant). Clay, 
concrete, glass and stone products from 
facilities of the Bassichis Company, 
Cleveland, OH, to Rochester, Elmire, NY 
and Erie, PA. Supporting shipper: The 
Bassichis Company, 2323 W. 3rd Street, 
Cleveland, OH 44113. 

MC 154993 (Sub-1-6TA), filed August 

25.1982. Applicant: H & W 
ENTERPRISES, INC., P.O. Box 325, 

South Witham Road. Auburn, ME 04210. 
Representative: Ignatius B. Trombetta, 
One Public Square. Suite 1001, 
Cleveland, OH 44113. General 
commodities, [except Classes A and ff 
explosives and household goods) 
between points in and east of WI, IL, 

KY, TN, GA and TX SUPPORTING 
SHIPPER(S): There are fourteen 
statements in support of this application 
which may be examined at the Regional 
Office of the I.C.C. in Boston, MA. 

MC 151193 (Sub-1-34TA), filed August 

23.1982. Applicant: PAULS TRUCKING 
CORP., 286 Homestead Avenue, Avenel, 
NJ 07001. Representative: Michael A. 
Beam (same as applicant). Contact 
carrier irregular routes: Freight 
normally found in retail, wholesale 
chain grocery stores, discount 
department stores and drug stores from 
points in FL, to points in CO, KS, MO, 
MN and NB, under continuing 
contract(s) with Allied Shippers and 
Receivers Association of Chicago, I. 
Supporting shipper: Allied Shippers and 
Receivers Association, 3333 W. Thirty- 
Sixth Street, Chicago, IL 60632. 

MC 163506 (Sub-1-1TA), filed August 

23.1982. Applicant: ANDREW 
CANNIZZARO, d.b.a. ROLAND 
LEASING, 72 10th Street, Woodridge, NJ 
07075. Representative: Michael R. 
Werner, 241 Cedar Lane, Teaneck, NJ 
07666. Ink and Chemical solvents 
between points in NJ on the one hand, 
and, on the other, points in RI, NY, PA, 
KY, VA, MD, IL and IN. Supporting 
shipper: Inmont Corp., 200 Gregg Street, 
Lodi. NJ 07644. 
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MC163409 (Sub-l-lTA, filed August 

24.1982. Applicant: SHER-DEL 
TRANSFER INC., 147 Attorney Street* 
New York NY 10002. Representative: 
Paul W. Assenza, 22 Savin Court, Staten 
Island, NY 10304. Contract carrier 
irregular routes: General commodities 
(except Class A &B explosives , 
household goods as defined by the 
Commission and commodities in bulk in 
tank vehicles) between points in the 
U.S. under continuing contract(s) with 
Aacorn Warehouses Inc., Brooklyn. NY. 
Supporting shipper: Aacorn Warehouses 
Inc., 470 Manhattan Avenue, Brooklyn, 
NY 11222. 

MC 163481 (Sub-l-lTA), Bled August 

20.1982. Applicant: SYSTEM 48. INC., 
Interstate Drive, Somersworth, NH 
03878. Representative: James M. Bums, 
1383 Main Street, Suite 413, Springfield, 
MA 01103. Contract carrier: irregular 
routes: General commodities (except 
Classes A & B explosives, household 
goods, and commodities in bulk), 
between points in the U.S. (except AK 
and HI), under continuing contract(s) 
with Intercity Lines, Inc. of Hardwick, 
MA. Supporting shipper. Intercity Lines, 
Inc., Petersham Road, Hardwick, MA 
01037. 

MC 163481 (Sub-1-2TA), filed August 

20.1982. Applicant: SYSTEM 48. INC., 
Interstate Drive, Somersworth, NH 
03878. Representative: James M. Bums, 
1383 Main Street, Suite 413, Springfield, 
MA 01103. Contract carrier irregular 
routes: General commodities (except 
Classes ABB explosives, household 
goods, and commodities in bulk), 
between points in the U.S. (except AK 
and HI), under continuing contract(s) 
with Tri-State Shippers Association, Inc. 
of Exeter, NH. Supporting shipper. Tri- 
State Shippers Association, Inc., 140 
Epping Road, Exeter, NH 03833. 

MC 163552 (Sub-l-lTA), filed August 

19.1982. Applicant: THOMPSON OIL 
CO., INC., Grove Street, Upton, MA 
01568. Representative: James M. Bums, 
1383 Main Street, Suite 413, Springfield, 
MA 01103. Passengers and their 
baggage, in special and charter 
operations beginning and ending at 
points in Worcester County, MA and 
extending to points in the U.S.. 

(excluding AK and HI). SUPPORTING 
SHIPPER(S): There are 24 statements of 
support for this application which may 
be examined at the Regional Office of 
the I.C.C. in Boston, MA. 

MC 140904 (Sub-1-1 TA). filed August 

20.1982. Applicant: GUY E. WILSON, 
INC., 156 Porter Place. Rutland, VT 
05701. Representative: John B. Monte, 
P.O. Box 686, Barre, VT 05641. Contract 
carrier: irregular routes: Such 
merchandise as is dealt with by 


wholesale alcoholic and non-alcoholic 
beverage business houses, and in 
connection therewith, equipment, 
materials and supplies used in the 
conduct of such business between 
points in the U.S., under continuing 
contract(s) with Green Mountain 
Distributing Corporation. Rutland, VT. 
Supporting shipper: Green Mountain 
Distributing Corporation, First Street, 
Rutland, VT 05701 

The following applications were filed 
in Region 2. Send protests to: ICC, Fed. 
Res. Bank Bldg., 101 North 7th St. Rm. 
620, Philadephia, PA 19106. 

MC 146820 (Sub-U-14TA), filed August 

24.1982. Applicant: B & G TRUCKING, 
INC., P.O. Box 581, Worthington, OH 
43085. Representative: A. CHARLES 
TELL, 100 E. Broad St., Columbus, OH 
43215. Contract irregular: soft drinks, 
water and empty containers between 
the facilities of Beverage Management. 
Inc., at Columbus, OH, on the one hand, 
and, on the other. Detroit. MI, 

Pittsburgh, PA, and Lexington, KY for 
270 days. An underlying eta seeks 120 
days authority. Supporting shipper 
BEVERAGE MANAGEMENT, INC., 1001 
Kingsmill Parkway, Columbus, OH 
43229. 

MC 124333 (Sub-II-12TA), filed August 

23.1982. Applicant: BAKER 
PETROLEUM TRANSPORTATION CO., 
INC., Pyles Lane, New Castle. DE 19720. 
Representative: Mr. Joseph F. Fogarty, 
Pyles Lane, New Castle. DE 19720. 
Contract, irregular: Petroleum & 
petroleum products, in bulk, in tank, 
between points in states of DE, NJ, and 
PA for 270 days. Underlying ETA seeks 
120 days authority. Supporting shipper 
Ryder Truck Rental, 20 Milbury St., 
Auburn, MA. 01501, Division of Ryder 
System Inc. 

MC 102299 (Sub-II-2TA). filed August 

23,1982. Applicant: THE BALTIMORE & 
ANNAPOLIS RAILROAD COMPANY. 
801 Baltimore-Annapolis Blvd., Glen 
Bumie, MD 21061. Representative: 

Jeremy Kahn. Suite 733 Investment Bldg., 
1511 K Street NW„ Washington, D.C. 
20005. Contract irregular Passengers, in 
charter operations, via regular routes, 
under contract with Prince George’s 
County, MD, between Maryland City 
Plaza Shopping Center, Laurel, MD, and 
Washington, D.C.: from Maryland City 
Plaza Shopping Center via MD HWY 198 
to its intersection with US HWY 1, then 
via US HWY 1 to its intersection with 
Montgomery St., then via Montgomery 
St. to its intersection with Old Sandy 
Spring Rd., then via Old Sandy Spring 
Rd. to its Intersection with Vandusen 
Rd., then via Vandusen Rd. to its 
intersection with MD HWY 198, then via 
MD HWY 198 to its intersection with 


Fourth St., then via Fourth St to its 
intersection with Cherry Ln„ then via 
Cherry Ln. to its intersection with US 
HWY 1, then via US HWY 1 to its 
intersection with MD HWY 198, then via 
MD HWY 198 to its intersection with 
MD HWY 197, then via MD HWY 197 to 
its intersection with the Baliimore- 
Washington Pkwy., then via the 
Baltimore-Washington Pkwy. to 
Washington, D.C., and return over the 
same route, serving all intermediate 
points between Maryland City Plaza 
Shopping Center and the intersection of 
MD HWY 197 and the Baltimore- 
Washington Pkwy for 180 days. An 
underlying eta seeks 120 days authority. 
Supporting shipper: Prince George’s 
County, MD, Department of Public 
Works and Transportation, County 
Administration Bldg., Upper Marlboro, 
MD 20870. 

MC 163376 (Sub-II-lTA). filed August 

23.1982. Applicant: WAYNE BRADIEY 
TRUCKING, INC, Harford Road, New 
Milford, PA 18834. Representative: Peter 
Wolff, 722 Pittston Ave., Scranton, PA 
18505. Iron or Steel Articles between 
points in CT. DE. ME, MD, MA, NH. NJ, 
NY, PA, RI, and VT for 270 days. An 
underlying ETA seeks 120 days. 
Supporting shippers): Brussels Steel 
America, 601 Righters Ferry Road, Bala 
Cynwyd, PA 19004. 

MC 163509 (Sub-2-lTA), filed August 
* 23,1982. Applicant: DELTA FREIGHT, 
INC., R. D. 2, Box 4, Parkesburg, PA 
19365. Representative: Dixie C. 
Newhouse. 1329 Pennsylvania Ave., P.O. 
Box 1417, Hagerstown, MD 21740. 
Irregular Contract: (1) Food and related 
products, between Middletown, NY, 
including its commercial zone, and 
points in New Jersey, on the one hand, 
and, on the other, points in NY. DE, MD. 
PA, CT, MA and VA, under a continuing 
contract^) with Wakefera Foods 
Corporation; and (2) such merchandise 
as is dealt in by chain grocery and food 
business houses and agricultural feed 
business houses, including materials, 
equipment, ingredients and supplies 
used in the development, manufacture, 
and distribution of the merchandise in 
(2) above, between points in PA, Jersey 
City, NJ and Dunkirk, NY. including their 
respective commercial zones, on the one 
hand, and, on the other, points in NY, 

NJ. VA. WV, PA. CT, RI, MD. DE and 
DCj under a continuing contract(s) with 
Ralston Purina Company for 270 days. 

An underlying ETA seeks 120 days 
authority. Supporting shippers: 

Wakefem Foods Corporation. 600 York 
St., Elizabeth, NY 07207 and Ralston 
Purina Company, P.O. Box 1190. 
Mechanicsburg. PA 17055. 
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MC 152020 (Sub-Il-4TA), filed August 

23 . 1982. Applicant: ALBERT G. DRIEBE. 
R.D. #1, Box 1229, Stroudsburg, PA 
18380. Representative: Joseph A. Keating 
Jr., 121 S. Main St., Taylor, PA 18517. 

Iron and steel pole line, construction 
material cut outs t lightning arrestors , 
batteries , transformers . insulators and 
circut breakers, between Monroe and 
Lehigh Counties, PA on the one hand, 
and, on the other, WA, OR, and ID. Such 
commodities as are dealt in by retail 
grocery stores and hotel and restaurant 
establishments , between points in PA, 
east of U.S. Route 15, beginning at the 
NY-PA boundary and extending South 
to the MD-PA boundary on the one 
hand, and, on the other, points in the 
U.S. (except AK and HI) for 270 days. 
Supporting shippers: McGraw-Edison 
Co, Power Systems Group, P.O. Box 
2850 , Pittsburg, PA 15230; Pocono 
Produce Co., Inc., 777 N. 5th St., P.O. Box 
72 . Stroudsburg, PA 18360. 

MC 163559 (Sub-II-lTA), filed August 

25 . 1982. Applicant: GRAPHIC ARTS 
MACHINISTS, INC., 3901 Perry St. 
Brentwood, MD 20722. Representative: 
Dennis Dean Kirk, Suite 929, 
Pennsylvania Bldg., 425 13th Street NW„ 
Washington, D.C. 20004. Machinery, 
between points in MD, on the one hand, 
and, on the other, points in NY, NJ, and 
NC for 270 days. An underlying eta 
seeks 120 days authority. Supporting 
shippers: There are five supporting 
shipper statements. The statements may 
be examined in the Phila. ICC office. 

MC 163559 (Sub-II-2TA), filed August 

25 , 1982. Applicant: GRAPHIC ARTS 
MACHINISTS. INC.. 3901 Perrty St., 
Brentwood, MD 20722. Representative: 
Dennis Dean Kirk, Suite 929, 
Pennsylvania Bldg., 425 13th St.. N.W., 
Washington, D.C. 20004. Machinery, 
between points in MD. on the one hand, 
and, on the other, points in VA, MD. DC, 
and PA for 270 days. An underlying eta 
seeks 120 days authority. Supporting 
shippers: There are six supporting 
shipper statements. The statements may 
be examined at the Phila ICC office. 

MC 163558 (Sub-II-lTA). filed August 

25 , 1982. Applicant: JAMES E. KINCAID, 
d.b.a. Kincaid Trucking, 1325 W. 1st 
Street, Springfield, OH 45504 
Representative: Bruce H. Finney, 2425 E. 
High Street, Springfield, OH 45505. 
Contract irregular: furniture, household 
appliances, electronic equipment such 
as stereos and all accessories, and 
video recording equipment, between 
points in the United States, under 
continuing contract with Dynamic 
Distributors. Inc. of Springfield, OH for 
270 days. Supporting shipper(s) Dynamic 
Distributors, Inc., 2425 E. High St, 
Springfield, OH 45505. 


MC 163508 (Sub-II-lTA), filed August 

23.1982. Applicant: NORRIS 
TRANSPORT, INC., White Horse Road, 
Devault PA 19432. Representative: 

James H. Sweeney, P.O. Box 9023, 

Lester, PA 19113. Food and related 
products, materials, equipment and 
supplies used in the manufacture and 
distribution of food and related 
products, between points in Chester 
County, PA on the one hand, and, on the 
other, points in CT, DE, FL, GA, KS, MD, 
MA. NE. NJ. NY, NC, OH, RI, SC. SD. 

TX. VA. WI, WV. DC. for 270 days. An 
underlying eta seeks 120 days authority. 
Supporting shipper: Devault Packing Co., 
Inc., Devault Lane, Devault. PA 19432. 

MC 107012 (Sub-II-234TA), filed 
August 23.1982. Applicant: NORTH 
AMERICAN VAN LINES. INC., 5001 
U.S. Hwy. 30 West. P.O. Box 988, Fort 
Wayne, IN 46801. Representative: David 
D. Bishop (same as applicant). Contract 
irregular Household goods between 
points in the United States to points in 
GA, NY, NJ, TX, IL. CA, VA. MD. and 
DC under continuing contract(s) with 
Cable News Network of Atlanta, GA for 
270 days. An underlying eta seeks 120 
days authority. Supporting shipper: 
Cable News Network, 1050 Techwood 
Drive, Atlanta, GA 30318. 

MC 107012 (Sub-II-235TA), filed 
August 23,1982. Applicant: NORTH 
AMERICAN VAN LINES, INC, 5001 
U.S. Hwy. 30 West. P.O. Box 988, Fort 
Wayne, IN 46801. Representative: David 
D. Bishop, (same as applicant). Contract 
irregular household goods between 
points in the United States, (except 
Alaska and Hawaii) under continuing 
contract(s) with Butler Shoe Corporation 
of Atlanta, GA for 270 days. An 
underlying eta seeks 120 authority. 
Supporting shipper(s) Butler Shoe 
Corporation, P.O. Box 105535, Atlanta, 
GA 30348. 

Attachment II 

MC 107012 (Sub-II~236TA), filed 
August 25,1982. Applicant: NORTH 
AMERICAN VAN LINES, LNC., 5001 
U.S. Hwy. 30 West, P.O. Box 988, Fort 
Wayne, IN 46801. Representative: David 
D. Bishop, (same as applicant). 
Household goods from points in the 
United States to points in Ml and ND 
under continuing contract(s) with ANG 
Coal degasification for 270 days. An 
underlying eta seeks 120 days authority. 
Supporting shipper(s) ANG Coal 
Degasification. 1 Woodward Drive, 
Detroit, MI 48226. 

MC 140300 (Sub-II-l-TA), fi led A ugust 

23.1982. Applicant: PHILLIPS FEED 
SERVICE, INC., 7642 Beth-Bath Pike. 
Bath. PA 18014. Representative: LaVem 
R. Phillips (same as applicant). Such 


commodities os are dealt with in food 
and feed business houses and materials, 
and supplies used in the manufacture, 
sale and distribution thereof, between 
points in ME, MA. VT. NH, CT. NY, RI, 
NJ. DE, PA, OH, IL. IN, MD, VA, WV. 
DC, KY. TN. NC. SC, GA, FL, AL, MS. 
LA. AR, MO. IA, MN, WI, MI. KS. NE, 
OK. TX, NM, CO. and WY for 270 days. 
An underlying eta seeks 120 days 
authority. Supporting shipper(s): Palston 
Purina, Box 248, Camp Hill, PA 17011. 

MC 153487 (Sub-U-2-TA) filed August 

24.1982. Applicant: QUALITY 
DELIVERY COMPANY. 1800 East Fifth 
Avenue, Columbus, OH 43219. 
Representative: John L Alden, 1396 
West Fifth Ave., Columbus, OH 43212. 
Foodstuffs, and materials, equipment 
and supplies used in the manufacture 
and distribution thereof, between 
Marion, Wyandot and Franklin 
Counties, Oh, and Louisville, KY, on the 
one hand, and, on the other, points in 
the US for 270 days. Supporting 
shippers): Popped Right, Inc., P.O. Box 
687, Marion. OH 44320. 

MC 106956 (Sub-II-3-TA), filed August 

23.1982. Applicant: SYLVESTER 
TRUCKING CO., 7901 Sylvania Ave., 
Sylvania, OH 43560. Representative: 
Miss Wilhelmina Boersma. 1600 First 
Federal Bldg., Detroit. MI 48226. Metal 
products and materials, equipment and 
supplies used in the manufacture of 
metal products, between OH and GA for 
270 days. Supporting shipper(s): Kaiser 
Aluminum & Chemical Sales, Inc., 9700 
S. Harlem, Bridgeview, IL 60455. 

MC 154194 (Sub-II-l-TA), filed August 

25.1982. Applicant: TRINITY 
TRANSPORT, INC., Route 2, Box 19-R 
Federalsburg, MD 21632. Representative: 
David Earl Tinker, 1000 Connecticut 
Ave., NW., Suite 1112, Washington, D.C. 
20036-5391. Food and related products, 
including equipment, materials, and 
supplies used in the processing of food, 
between points in Dorchester, Somerset, 
and Queen Annes Counties, MD. and 
Kent County, DE, on the one hand, and, 
on the other, points in the U.S. (except 
AK and HI) for 270 days. An underlying 
ETA seeks 120 days authority. There are 
six supporting shippers’ statements 
attached to this application which may 
be examined at the Philadelphia 
Regional Office. 

MC 151401 (Sub-II-4-TA), filed August 

25.1982. Applicant: TRI-SERVICE, INC., 
P.O. Box 1419, West Chester, PA 19380. 
Representative: Daniel B. Johnson, 4303 
East-West Highway, Bethesda, MD 
20814. Synthetic fuels, synthetic fuel 
materials, materials, supplies and 
equipment used in the research, 
development and production of 
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synthetic fuels, between Bethlehem, PA, 
Bridgeport, NJ, and Dallas, TX, on the 
one hand, and, on the other, pts in the 
U.S. for 270 days. Supporting shipper 
Gulf & Western Corporation, 618 Heron 
Drive, Bridgeport, NJ 08014. 

The following applications were filed 
in Region 3. Send protests to: ICC, 
Regional Authority Center. Room 300, 
1778 Peachtree Street NE., Atlanta. GA 
30309. 

MC 149133 (Sub-3-23TA), filed August 

24.1982. Applicant: DIST/TRANS 
MULTI-SERVICES, INC., d.b.a. 
TAHWHEELALEN EXPRESS, INC., 1333 
Nevada Boulevard, P.O. Box 7191, 
Charlotte, NC 28217. Representative: 
Charles L Garrison (same as above). 
Contract carrier , irregular routes; Lawn 
and Garden equipment, between points 
in WI, AL, GA. TN. NC. SC. and LA. 
Restricted to service performed under a 
continuing contract or contracts with 
Briggs & Stratton of Milwaukee, WI. 
Supporting shipper Briggs & Stratton, 
3300 North 124th Street, Milwaukee, WI 
53201. 

MC 121396 (Sub-3-3TA), filed August 

5.1982. Republication—originally 
published in Federal Register of August 

16.1982. vol. 47, No. 158, page 35561. 
Applicant: GOGGIN TRUCK LINE CO.. 
INC., P.O. Box 1067, Cedar King Rd.. 
Shelbyville, TN 37160. Representative: 
Bill Jackson, 3426 N. Washington Blvd., 
Arlington, VA 22210. Common carrier, 
regular routes; General commodities 
(except Classes A and B explosives, 
household goods and commodities in 
bulk); 1 . Between Nashville, TN and 
Rocky Mount. NC, from Nashville, TN 
over Interstate Highway 24 to Interstate 
Highway 75, then over Interstate 
Highway 75 to Interstate Highway 40, 
then over Interstate Highway 40 to 
Interstate Highway 64. then over 
Interstate Highway 64 to Rocky Mount, 
NC. and return; and, 2. Between 
Nashville. TN and Charleston, SC, from 
Nashville over Interstate Highway 40 to 
Interstate Highway 26, then over 
Interstate Highway 26 to Charleston, SC, 
serving all intermediate points in (1) and 
(2) above, and all points in NC, SC and 
TN, as off-route points. NOTE: 

Applicant seeks authority to tack to 
existing authority in MC-121396 and 
applicant seeks authority to interline at 
all points presently served and ail points 
covered in above described authority. 
Supporting shipper(s): There are seven 
statements in support of this application 
which may be examined at the ICC 
Regional Office, Atlanta, GA. 

MC 163525 (Sub-3-lTA), filed August 

24.1982. Applicant: K LINES, INC., P.O. 
Box 186, Union City. GA 30291. 
Representative: Kim G. Meyer, 235 


Peachtree St NE., Ste. 1200, Atlanta, GA 
30303. Containers between Elgin, IL and 
the facilities of Carload Delivery, Inc. at 
or near Smyrna, GA on the one hand, 
and on the other, points in and east of 
TX. AR, MO, IL and WI. Supporting 
shipper Carload Delivery, Inc., 3021 
Olympic Industrial Drive, Smyrna, GA 
30080. 

MC 163513 (Sub-3-lTA), filed August 

24,1982. Applicant: MORCO 
INDUSTRIES, INC., 4721 Morrision 
Drive, Mobile, AL 36609. Representative: 
R. S. Cangemi, P.O. Drawer K. Forest 
Park, GA 30050. Contract: Irregular 
Meat Products, from Fort Worth TX to 
Jackson, MS. under continuing 
contract(s) with Franchise Service, Inc. 
Supporting shipper Franchise Service, 
Inc., P.O. Box 484, Wichita. KS 66201. 

MC 163527 (Sub-3-lTA), filed August 

24,1982. Applicant: R & J ASSOCIATES. 
INC., 131 Maplewood Avenue. 
Thoma8ville, NC 27360. Representative: 
Richard A. Hicks, (same address as 
applicant). Contract: Irregular 
Particleboard and Fiberboard, between 
Thoma8ville, NC on the one hand, and. 
on the other Waverly, VA, Ruston, LA, 
Hanson, MA, Williamsport, MD, 
Columbus, OH. Miami. FL Sanford. FL 
Franklin, VA. and Adel, GA under 
continuing contract with CanterBoard, 
Inc. Supporting shipper: CanterBoard, 
Inc., P.O. Box 518, Old Highway 109, 
Thomasville. NC 27360. 

MC 163512 (Sub-3-lTA), filed August 

24.1982. Applicant: SOULE COMPANY, 
INC., 3015 N. 36th Street, Tampa, FL 
33605. Representative: Stephen H. Loeb. 
Suite 4, 2777 Finley Road. Downers 
Grove, IL 60515. Contract, Irregular 
Expanded foam material, from Kent. OH 
and Ronceverte, WV to points in KY, 

TN, MS, LA AL. GA, SC. and FL, under 
contract with Oscar G. Carlstedt & Co., 
Inc., of Jacksonville, FL Supporting 
shipper Oscar G. Carlstedt & Co., P.O. 
Box 2338, Jacksonville, FL 32203. 

MC 161217 (Sub-3-2TA), filed August 

17.1982. Applicant: T F EXPRESS, INC., 
P.O. Box 114, Lawrenceburg, TN 38464. 
Representative: Roland M. Lowell, 
Ludwick & Lowell, Fifth Floor, 501 Union 
St., Nashville. TN 37219. General 
Commodities (except Classes ABB 
explosives, household goods and 
commodities in bulk) between Maury 
County. TN. on the one hand, and. on 
the other, points in the U.S. (except AK 
and HI). Applicant intends to interline at 
Atlanta. GA: Birmingham, AL Chicago, 
IL Louisville, KY; Cincinnati, OH; 
Nashville. TN; Memphis, TN; St. Louis, 
MO; Dallas. TX; Charlotte. NC; 
Knoxville, TN; Denver. CO; Kansas City. 
KA; Oklahoma City, OK; Shreveport 
LA; Jacksonville, FL Pittsburg. PA and 


Chattanooga, TN. There are nineteen 
statements of support attached to this 
application which may be reviewed at 
the Atlanta, ICC office. 

MC 163511 (Sub-3-lTA), filed August 

24.1982. Applicant: WATSON 
TRUCKING SERVICE, INC., P.O. 

Drawer 1424, Brandon, FL 33511. 
Representative: Dixie C. Newhouse, 

1329 Pennsylvania Ave„ P.O. Box 1417, 
Hagerstown. MD 21740. General 
commodities (except Classes ABB 
explosives), between points in FL 
having a prior or subsequent movement 
in interstate or foreign commerce. 
Supporting shippers: Humphrey & 
MacGregor. Inc., P.O. Box 1911, Tampa, 
FL 33601; J. Cortina, Inc., P.O. Box 603, 
Tampa, FL 33601; A. J. Arango, Inc., P.O. 
Box 3007, Tampa, FL 33601 and Tampa 
Wholesale Liquor Co.. Inc., P.O. Box 
15397, Tampa. FL 33684. 

MC 2934 (Sub-3-48TA), filed August 

26.1982. Applicant: AERO 
MAYFLOWER TRANSIT COMPANY. 
INC., 9998 North Michigan Road, 

Carmel, IN 46032. Representative: W. G. 
Lowry (same as above). Contract: 
Irregular Household Goods; between 
points in the US, (excluding AK and HI), 
under continuing contracts with General 
Dynamics Corporation, Pierre Laclede 
Center, St. Louis. MO 63105. Supporting 
shipper: General Dynamics Corporation. 
Pierre Laclede Center, St. Louis, MO 
63105. 

MC 146449 (Sub-3-4TA), filed August 

26,1982. Applicant: ALL CITIES 
TRANSFER, INC., 1567 E. Hamilton 
Ave., East Point, GA 30344. 
Representative: Henry E. Seaton. 1024 
Pennsylvania Bldg., 425 13th St. NW.. 
Washington, D.C. 20004. General 
commodities (except classes ABB 
explosives, household goods as defined 
by the Commission and commodities in 
bulk), between points in Douglas, 

Fulton, Coweta, Fayette. Troup, Heard, 
Carroll and Haralson Counties, GA, 
Atlanta, GA and its commercial zone, on 
the one hand, and, on the other, points 
in AL GA, TN. MS. LA and FL 
Supporting shippers): There are 13 
statements of support attached to this 
application which may be examined at 
the I.C.C. Regional Office in Atlanta, 

GA. 

MC 163357 (Sub-3-lTA). filed August 

26,1982. Applicant: EAST-WEST, INC., 
P.O. Box 9525, Asheville. NC 28815. 
Representative: Richard M. Tettelbaum, 
P.O. Box 720434, Atlanta, GA 30328. (1) 
Wine and frozen foods, from CA, to GA, 
NC, SC and VA. and (2) textile mill 
products, from GA, NC, SC and VA, to 
CA. Supporting shippers: Jim Staton 
Distributing Company and Triad 
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Beverage Company. 149 S. Walnut Cir., 
Greensboro. NC 27409; State 
Distributing Corp., P.O. Box 10297, 
Raleigh, NC 27619; E. T. L Corporation, 
P.O. Box 9525, Asheville. NC 28815; and 
Slosman Corporation, P.O. Box 3019, 
Asheville. NC 28022; Benfred Mills. Inc* 
P.O. Box 5555, Asheville, NC 28022; 
Remar, Inc., P.O. Box 5781, Asheville, 

NC 28813; and Edbar, Inc., P.O. Box 
5555. Asheville, NC 28803. 

MC163424 (Sub-3-lTA), filed August 

26.1982. Applicant: CHARLES R. HALL, 
d.b.a. HALL’S WRECKER SERVICE. 412 
Teagarden Road, Gulfport MS 39501. 
Representative: Charles R. Hall (same 
address as applicant). Wrecked or 
mechanically disabled automobiles, 
trucks, and other motor vehicles by use 
of both large and small wreckers 
between Gulfport, Harrison County. MS, 
on the one hand and other points in AL 
MS, TN, TX, LA, GA, and FL Supporting 
shippers: Southern Precision Steel. Post 
Office Drawer 6625, Gulfport, MS 39503; 
Cash Concrete Co., Inc., Route 5. 

Lorraine Road, Gulfport, MS 39503; 
Crystal Ice Co., Inc., 742 Teagarden 
Road, Gulfport, MS 39501; Ford Motor 
Credit Company, 4646 West Beach Blvd., 
Biloxi, MS 39530. 

MC 146649 (Sub-3-lTA), filed August 

25.1982. Applicant: JOHNNY’S 
TRANSFER CO., INC., 3925 Corporation 
Circle, Charlotte, NC 28218. 
Representative: Allan W. Singer. 810 
Baxter Street, Charlotte, NC 28202. 
Plastic containers, plastic container 
parts, equipment, materials and supplies 
used in the distribution, production and 
sale of plastic containers , between 
points in NC, SC, TN. VA, WV, and GA. 
Supporting shipper: Sewell Plastics, Inc., 
4915 Hovis Road, Charlotte, NC 28208. 

MC 163595 (Sub-3-lTA), filed August 

27.1982. Applicant: KING DRY 
STORAGE CONTAINER. INC., P.O. Box 
817, Highway 421, North, Wilmington, 

NC 28402. Representative: Donnie King 
(same address as applicant). Containers 
and ship cargo between the State Ports 
of Baltimore, MD; Norfolk International 
Terminal, VA; State Ports of 
Wilmington, NC; State Ports of 
Charleston, SC; State Ports of Savannah, 
GA; State Ports of Jacksonville, FL; and 
Allentown, PA. Supporting shipper 
Southeast Cresent Shipping, P.O. Box 
1377, Wilmington, NC 28402. 

MC 159348 Sub-3-lTA), filed August 

26.1982. Applicant: RBC 
TRANSPORTATION, INC., Rt. 2, Dug 
Hill Rd., Huntsville, AL 35804. 
Representative: William H. Borghesani, 
Jr., 115017th St., NW.. Suite 1000, 
Washington. D.C. 20036. Contract 
Irregular: (1) corrugated boxes between 
Augusta, GA and points in AL under 


continuing contract(s) with Mid-South 
Container Corporation, Augusta, GA; 
and (2) pulpboard between Cedar 
Springs. GA and Huntsville AL under 
continuing contract(s) with J & J—South 
Central, Huntsville, AL. Supporting 
shippers: Mid-South Container 
Corporation, P.O. Box 841, Pekins and 
Savannah Rds., Augusta GA 30903, J & 

J—South Central, 4320 Stanwood Blvd., 
Huntsville, AL 

MC 163101 (Sub-3-lTA), filed August 

27.1982. Applicant: R AMD S 
TRUCKING, INC., 902 Third Avenue, 
Smithfield, NC 27577. Representative: 
Jasper Spruill (same as above). Contract 
Carrier, irregular routes: Rubber and 
rubber products and materials, 
equipment and supplies used in the sale, 
manufacture and distribution of rubber 
and rubber products, between points in 
the US, except AK and HI, under 
continuing contract(s) with Goodall 
Rubber Company, Trenton, NJ. 
Supporting shipper Goodall Rubber 
Company, P.O. Box 8237, Trenton, NJ 
08650. 

MC 143797 (Sub-3-lTA), filed August 

27.1982. Applicant: WALKER’S TRUCK 
CONTRACTORS. INC., P.O. Box 6173, 
Knoxville, TN 37914. Representative: 
Clyde W. Carver, P.O. Box 720434, 
Atlanta, GA 30328. Gypsum stone, 
crushed or sized, from Jefferson County, 
AL to Knox County, TN. Supporting 
shipper Paul Blum Company, Inc., P.O. 
Box 1026, Buffalo. NY 14210. 

MC 141652 (Sub-3-8TA), filed August 

27.1982. Applicant: ZIP TRUCKING. 
INC., P.O. Box 6126 Jackson. MS 39208. 
Representative: Paul M. Daniell, 235 
Peachtree St., N.E.. Suite 1200, Atlanta. 
GA 30303. Plastic Sheeting, Vinyl Wall 
Covering and Fabric Coated Vinyl from 
points in Alcorn County, MS to points in 
CA. Supporting shipper Intex Plastics 
Corporation, P.O. Box 948, Corinth. MS 
38834. 

The following applications were filed 
in Region 4. Send protests to: ICC, 
Complaint and Authority Branch, P.O. 
Box 2980, Chicago, IL 60604. 

MC 87113 (Sub-4-1 TA), filed August 

23.1982. Applicant: WHEATON VAN 
LINES, INC, 8010 Castleton Rd., 
Indianapolis, IN 46250. Representative: 
Alan F. Wohlstetter. 1700 K Street, 

N.W., Washington, D.C. 20006, (202) 833- 
8884. Contract Irregular Transporting 
household goods between points in the 
U.S. under continuing contract(s) with 
Employee Transfer Corporation of 
Chicago, IL. Supporting shipper 
Employee Transfer Corporation of 
Chicago, IL 

MC 140716 (Sub-4-1 TA), filed August 

23.1982. Applicant: THE STROH 


TRANSPORTATION COMPANY. 1 
Stroh Dr.. Detroit. MI 4822a 
Representative: Miss Wilhelmina 
Boersma, 1600 First Federal Bldg., 
Detroit, MI 48226. (1) Metal containers 
from Fremont, OH to The Stroh Brewery 
Company in Detroit, MI; and (2) Glass 
bottles from Lawrenceburg and Terre 
Haute, IN to The Stroh Brewery 
Company in Detroit, MI. Supporting 
shipper The Stroh Brewery Company, 1 
Stroh Dr., Detroit, MI 48228. 

MC 154953 (Sub-4-3 TA), filed August 

23,1982. Applicant: DOKE TRANSPORT 
CO.. INC., P.O. Box 109 Clarks Hill, IN 
47930. Representative: Richard A. Huser. 
One Indiana Square. Suite 2120, 
Indianapolis. IN 46204. Commodities viz: 
plastic pellets in bulk or bags. Between 
Clinton, Tippecanoe and Montgomery 
Counties, IN on the one hand, and, on 
the other, points in the U.S. (except AK 
and HI). Supporting shipper Georgia 
Pacific, 1100 Jorie Blvd., Oak Brook, IL 
60521. 

MC 155022 (Sub-4-5 TA), filed August 

23.1982. Applicant: PROCHNOW 
FARMS, INC., Route 5, Medfocd. WI 
54451. Representative: James A. Spiegel, 
Attorney, Olde Towne Office Park, 6333 
Odana Rd., Madison, WI 53719. Salt 
from Williams County, ND and Manistee 
County, MI to points within IA, IL IN, 
KS. KY, MO. ND, NE, SD and WI. 
Supporting shipper Hardy Salt Co., 800 
South Vandeventer Ave., Box 449, St. 
Louis, MO 63166. 

MC 162977 (Sub-4-lTA), filed August 

23.1982. Applicant: WALLY 
PETERSON, d.b.a. WALLY PETERSON 
TRUCKING, 1417 North Broad St., 
Mankato, MN 56001. Representative: 
James M. Christenson, 4444 IDS Center, 
80 South Eighth St., Minneapolis, MN 
55402. (1) Mink feed in bags and bulk 
between Calumet County. WI and 
Waseca County, MN on the one hand 
and on the other points in LA, IL MI, 

MN, MT, NE, ND. SD and WI. 

Supporting Shippers: Milk Specialties 
Company. P.O. Box 119, New Holsten, 

WI 53061; Heger Company, 2562 East 7th 
Avenue, North St. Paul. MN 55101. 

MC 163203 (Sub-4-lTA), filed August 

23.1982. Applicant: MITCHELL A. 
HAUSKINS. d.b.a. MITCH HAUSKINS 
TRUCKING, Box 213, Elmore, MN 56027. 
Representative: James M. Christenson, 
4444 IDS Center. 80 South Eighth Street, 
Minneapolis, MN 55402. (1) Mink feed in 
bags and bulk between Waseca County, 
MN on the one hand and on the other 
points in the states of IA, IL MI, MN, 

NE, ND. SD and WI. Supporting Shipper 
Heger Company, 2562 East 7th Avenue, 
North SL Paul, MN 55101. 
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MC163507 (Sub-4-lTA), filed August 

23.1982. Applicant: MARVIN ROY 
ENGLE, d.b.a. ENGLE TRANSPORT. 
6054 South Sheridan. Muskegon, MI 
49444. Representative: Karl L Gotting. 
1200 Bank of Lansing Building, Lansing. 
MI 46933. (517) 482-2400. Chemicals and 
chemical products (except in bulk), 
including hazardous waste materials for 
recycling purposes, between Ottawa 
County, MI. on the one hand, and, on the 
other, various points in IL IN and OH. 
An underlying ETA seeks 120-day 
authority. Supporting Shipper Pyramid 
Powder, Inc., 16880 N. 148th Avenue, 
Spring Lake. MI 49415. 

MC 15735 (Sub-4-25TA). filed August 

26.1982. Applicant: ALLIED VAN 
UNES, INC., 2120 S. 25th Ave., 
Broadview, IL 60153. Representative: 
Martin T. Boratyn, P.O. Box 4403, 
Chicago, IL 60680. Contract Irregular 
Computerized electronic 
communications switching systems and 
parts and components thereof between 
points in the U.S. (except AK and HI) 
under a continuing contract with 
InteCom Inc. Supporting Shipper: 
InteCom Inc., 601 Intecom Dr., Allen, TX 
75002. 

MC 15735 (Sub-4-26TA), filed August 

26.1982. Applicant: ALLIED VAN 
LINES, INC., 2120 S. 25th Ave., 
Broadview, IL 60153. Representative: 
Richard V. Merrill, P.O. Box 4403. 
Chicago. IL 60680. Contract irregular 
Household goods between points in the 
U.S. under a continuing contract with 
General Dynamics Corp., and its 
subsidiaries. Supporting Shipper 
General Dynamics Corporation of St. 
Louis, MO, and its subsidiaries. 

MC 58495 (Sub-4-lTA). filed August 

25.1982. Applicant: EDDIE L BELL, and 
VERDEAN BELL, d.b.a. BELL 
TRANSFER, 518 Lincoln Street, Winner, 
SD 57580. Representative: Kim L Bell 
(same as applicant). Lumber and wood 
products between points in the states of 
SD. ND, WY. CO. NE, MT. IA, IL, IN. 

MN. MO, MI, OH, and WI. Supporting 
shipper Pope and Talbot Inc., 1500 S.W. 
1st Portland, OR 97201. 

MC 111375 (Sub-4-15TA). Bled August 

26.1982. Applicant: PIRKLE 
REFRIGERATED FREIGHT LINES, INC., 
P.O. Box 3358, Madison, WI 53704. 
Representative: )ames A. Matras (same 
address as applicant). Motorized golf 
cars and parts, supplies and equipment 
related thereto between Deerfield, WI 
on the one hand, and, on the other, 
points in AL, CT, DE. FL GA, KY, LA, 
ME. MD. MA. MS, NH, NJ, NC. PA. RL 
SC. TN, VT, VA, WV. and the District of 
Columbia. Supporting shipper: Columbia 
Car Corporation. 3110 International 
Lane, Madison, WI 53704. 


MC 128837 (Sub-4-30TA), filed August 

26.1982. Applicant: TRUCKING 
SERVICE, INC., P.O. BOX 229, 
Carlinviile, IL 62626. Representative: 
MICHAEL W. O’Hara, 300 Reisch Bldg.. 
Springfield, IL 62701. Hydro therapy 
bath units, swimming pool covers and 
swimming pool chemicals, from Orange, 
Tustin and Hayward, CA to Atlanta, 

GA, Charlotte, NC and points in MI, TX. 

FL. and NY. An underlying E/T/A seeks 
120 days authority. Supporting shipper: 
Kern Products, Inc., 2802 Dow Ave., 
Tustin. CA 92680. 

MC 150331 (Sub-4-4TA), filed August 

26.1982. Applicant: RPH, INC.. P.O. Box 
717, Champaign. EL 61820. 
Representative: Wayne W. Wilson, 150 
E. Gilman St., Madison, WI 53703. (1) 
Malt beverages from Milwaukee. WI to 
Normal, IL and (2) Used empty 
beverage containers and materials, 
equipment and supplies used in the 
distribution of malt beverages from 
Normal, IL to Milwaukee, WI. 
Underlying ETA seeks 120 day 
authority. Supporting shipper: Ra-Jac 
Distributing Company, 1800 Industrial 
Park Drive, Normal, EL 61761. 

MC 158914 (Sub-4-3TA), filed August 

25.1982. Applicant: J.T.D. 

ENTERPRISES, INC., 2223 81st St., 
Kenosha, WI 53140. Representative: Jean 
M. Rumachik (same address as 
applicant). Transporting General 
commodities (excluding classes A & B 
explosives, household goods and 
commodities in bulk) between points in 
the U.S. (except AK and HI). Supporting 
shippers: Indramat Division of the 
Rexroth Corporation, 248 James St., 
Bensenville. IL 60106 and Castle 
Marketing of MI., 9648-Oakview, 

Portage. MI 49002. 

MC 162836 (Sub-4-2TA), filed August 

25.1982. Applicant: J. KENNETH 
KATZMAN JR. INC., 31029 Bushnell 
Road, Burlington, WI 53105. 
Representative: Fred H. Figge, 513 Lewis 
Street, Burlington, WI 53105. Contract 
irregular. Liquid fertilizer and fertilizer 
solutions, materials and supplies used in 
the production and blending of fertilizer 
and fertilizer solutions, between 
Elkhom. WI, on the one hand and on the 
other, Arlington Heights. Rockford, 
Streamwood, and Union, IL Under a 
continuing contract (s) with Elko Liquid 
Fertilizer Lnc., P.O. Box 486, Centralia 
Street Elkhom, WI 53121. 

MC 163528 (Sub-4-lTA), filed August 

23.1982. Applicant QUARRY 
TRANSPORT CO., INC., 11 S 221 
Madison Street, Hinsdale. IL 60521. 
Representative: Albert A. Andrin, 180 
North La Salle Street, Chicago, IL 60601. 
Sand, coal, scrap metals, machinery 
parts and building and construction 


materials, between points in MI, IL IN, 
LA. MO, WL MN and OH, Supporting 
shippers: Pielet Brothers Scrap Iron & 
Metal. 7955 W. 59th St., Argo, IL Renco 
Fuel. 477 E. Butterfield Rd., Lombard, IL 
Pro-Seal Manufacturing Company, 4718 
W. Roosevelt Rd., Chicago, IL, Genstar 
Stone Products Co., 10352 Franklin Ave., 
Franklin Pk, EL and Martin Marietta 
Aggr. Industrial Sand Div., Two 
Crossroads of Commerce, Rolling 
Meadows, IL 60008. 

MC 163557 (Sub-4-lTA). filed August 

25.1982. Applicant: FREIGHT 
DEVELOPMENT ENTERPRISES, INC., 
P.O. Box 304. Lisle. IL 60532. 
Representative: Norman A. Cooper, 145 
W. Wisconsin Ave., Neenah, WI 54956, 
(414) 722-2848. Contract irregular: 
Disinfectant water treatment compound; 
cleaning, washing, scouring compounds; 
swimming pool compounds; softeners; 
textiles; polishing compounds; 
chemicals; prepared foods; beverage 
preparations; candy or confectionary; 
toilet preparations; shampoos; 
magazines or periodicals: drugs or 
medicines between points in the 
Chicago, IL commercial zone on the one 
hand, and. on the other, points in IN, KY 
and MO, under continuing contract with 
Shaklee Corporation of San Francisco, 
CA. Supporting Shipper Shaklee 
Corporation, Shaklee Terraces, 444 
Market St., San Francisco, CA 94111. 

MC 140257 (Sub-4-5TA). filed August 

25.1982. Applicant: BENNETT & SON 
TRANSPORT. LTD., 47 Bothwell 
Crescent, Regina, Saskatchewan S4R 
5Y7. Representative: Richard P. 
Anderson, P.O. Box 2581, Fargo, ND 
58108. (1) Potash, and (2) materials and 
supplies used in the manufacture and 
distribution of chemicals, between ports 
of entry on the U.S.-Canada 
International Boundary Line in ND and 
MT. on the one hand, and, on the other, 
points in ND. SD, MT, WY, UT and CO. 
Supporting shippers: Panther Packaging 
& Chemicals, A Division of Prairie 
Industrial Chemicals, Ltd., 2302 
Hanselman Avenue, Saskatoon. 
Saskatchewan S5L 5Z3 and Chemtech 
Chemicals, Ltd., P.O. Box 1576—Inland 
Drive, Regina, Saskatchewan. 

The following applications were filed 
in Region 5. Send protests to: Consumer 
Assistance Center, Interstate Commerce 
Commission, P.O. Box 17150. Fort 
Worth, TX 76102. 

MC 4928 (Sub-5-lTA), filed August 23, 
1982. Applicant: VERNON REHA AND 
DENNIS REHA, d.b.a. REHA 
TRUCKING. 303 Hillcrest, Adair. IA 
50002. Representative: Richard D. Howe, 
600 Hubbell Building, Des Moines, IA 
50309. (1) Metal buildings, complete, 
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knocked down, or in sections, and parts 
and accessories for metal buildings, and 
(2) materials and supplies used in the 
manufacture and distribution of the 
commodities in (1), (1) from Adair, LA. to 
points in AR, CO, ICS, MN, MO, NE, OK, 
SD, and TX; and (2) from points in AR, 
AL CO, IL IN, KS. MN, MO. NE, OK, 

SD, TX, and WI, to Adair, IA. 

Supporting shipper: Wick Building 
Systems, Inc., Wick Buildings Division, 
Adair. IA 50002. 

MC 126045 (Sub-5-llTA), filed August 

23,1982. Applicant: ALTER TRUCKING 
AND TERMINAL CORPORATION, 1010 
South Farragut Street, Davenport, LA 
52808. Representative: Edward G. 
Bazelon, 29 South La Salle Street, - 
Chicago, IL 60603. Salt, in bulk, from 
South St. Paul, MN, to points in Barron, 
Chippewa, Dunn, Eau Claire, Pepin, 
Pierce, Polk, Rusk and St. Croix 
Counties. WI. Supporting shipper 
Cargill, Incorporated, Minneapolis, MN 
55440. 

MC 141950 (Sub-5-2TA). filed August 

23,1982. Applicant: IOWA 
MINNESOTA EXPRESS, LTD., 2216 5th 
Avenue, South, Ft. Dodge, IA 50501. 
Representative: Thomas E. Leahy, Jr., 
1980 Financial Center, Des Moines, LA 
50309. Fabricated metal products 
between Webster County. LA on the one 
hand and, on the other, points in IN, IL, 

MN, MO. NE and WI. Supporting 
shipper. American Can Company, 141 
East Riverside Drive, Ft. Dodge, IA 
50501. 

MC 146853 (Sub-5-llTA), filed August 

23,1982. Applicant: FRANK F. SLOAN, 
d.b.a. HAWKEYE WOODSHAV1NGS, 
Route 1, Runnells, LA 50327. 
Representative: Richard D. Howe, 600 
Hubbell Building, Des Moines, LA 50309. 
Soft drinks (except commodities in 
bulk), from Des Moine9, LA, and Omaha, 

NE, to Salt Lake City, UT. Supporting 
shipper: Mid-Continent Bottlers, Inc., 

Des Moines, LA 50304. 

MC 146853 (Sub-5-12TA), filed August 

23,1982. Applicant: FRANK F. SLOAN, 
d.b.a. HAWKEYE WOODSHAVINGS, 
Route 1, Runnells, IA 50327. 
Representative: Richard D. Howe, 600 
Hubbell Building, Des Moines. LA 50309. 
Plastic products, and materials, 
equipment, and supplies used in the 
manufacture and distribution of plastic 
products', (1) from Little Falls, MN to 
points in CO, IL, IN, MO, and MT; and 
(2) from Neenah, WI to Little Falls, MN. 
Supporting Shipper T. O. Plastics. Inc., 
Minneapolis, MN 55420. 

MC 154115 (Sub-5-2TA), filed August 

23,1982. Applicant: SERVICE 
TRUCKING, INC., Route #1. Pratt. KS 
67124.. Representative: William B. 

Barker, P.O. Box 1979, Topeka, KS 66603. 


Metal products, between Pueblo County, 
CO. on the one hand, and on the other, 
points in KS. Supporting Shipper: 
American Recycling, Inc., Pratt, KS 
67124. 

MC 163237 (Sub-5-lTA), filed August 

23,1982. Applicant: CHUCK’S 
GENERAL TRUCKING. 117 Canebroke 
Lane, Lafayette, LA 70508. 
Representative: Charles Scarce (same as 
above). Oilfield equipment and supplies, 
limited to hotshot or a maximum of 
14,000pounds, between Lafayette. LA 
and points in TX and OK. Supporting 
Shipper Gray Tool Co., Box 51895, 
Lafayette. LA 70505. 

MC 163499 (Sub-5-lTA), filed August 

23,1982. Applicant: KUBIE COBS & 
TRUCKING, 1172 So. 16th Street, Blair, 
NE 68008. Representative: Arlyn L 
Westergren, Suite 201, 9202 W. Dodge 
Rd., Omaha, NE 68114. Metal buildings, 
grain bins and related products, from 
Galesburg, IL and Kansas City, MO to 
points in NE in and east of U.S. Highway 
183. Supporting Shipper McClean 
Construction, Route 2, Fremont, NE 
68025. 

MC 163500 (Sub-5-lTA), filed Augu st 

23,1982. Applicant: JOHN TACKETT, 
Route 2, Box 24, Ashdown, AR 71822. 
Representative: James M. Duckett, 221 
W. 2nd, Suite 411, Little Rock. AR 72201. 
Printing Paper, between the facilities of 
Nekoosa Papers, Inc., at Ashdown, AR, 
and points in AZ, CA. FL LA, MS, NM, 
OK, TN, TX and WI. Supporting Shipper 
Nekoosa Papers, Inc., P.O. Box 496, 
Ashdown, AR 71822. 

MC 163503 (Sub-5-lTA), filed August 

23.1982. Applicant: NATIONAL 
FREIGHT SYSTEM. INC., 2306 Oak 
Lane, Grand Prairie, TX 75051. 
Representative: Stephen W. Mitchell, 
(6ame as above). Food and related 
products between Anderson County, TX 
on the one hand, and on the other, 
points in AL, AZ, AR. CA, CO, FL, GA, 
IL IA, KS, KY. LA. MI, MN. MO, MS. 

MD. NY. NM. NC. NE. OH, OK, PA. SC, 
TN, WI, UT and VA. Supporting 
Shipper(s): Vernon Calhoun Packing 
Company, P.O. Box 709, Palestine, TX 
78701. 

MC 121637 (Sub-5-lTA), filed August 

26.1982. Applicant: C and P 
TRANSPORTATION. INC., P.O. Box 
50460, Tulsa, OK 74120. Representative: 
G. Timothy Armstrong, P.O. Box 1124, El 
Reno, OK 73036. General commodities, 
(except Classes A and B explosives, 
household goods, commodities of 
unusual value and commodities in bulk), 
between Tulsa, OK, on the one hand, 
and, on the other, Foyil, Chelsea, 
Oologah, Talala, Nowata, Hominy, 
Fairfax, Cleveland, Westport, Prue, 

Sand Springs, Pawnee, Remington, 


Ralston. Perry. Wynona, Sageeyah, 
Morrison, Stillwater, Bartlesville and 
Dewey. OK. Applicant proposes to 
interline with other motor carriers. 
Supporting shipper There are 3 
supporting shippers. 

MC 144510 (Sub-5-4TA), filed August 

27,1982. Applicant: JERRY J. KOBS, 

INC., 131 Bridge Court, Sergeant Bluff, 

LA 51054. Representative: James F. 
Crosby & Associates, 7363 Pacific Street, 
Suite 210B, Omaha, NE 68114. Meats and 
packinghouse products, From Sterling, 
Fort Morgan and Denver, CO (and 
points in their commercial zones) to 
points in the US in and east of ND, SD, 
NE, KS, OK and TX. Supporting Shipper 
Sterling Colorado Beef Company, 
Sterling, CO 80751. 

MC 158419 (Sub-5-3TA), filed August 

27.1982. Applicant: ON TIME FREIGHT 
SYSTEMS. INC., 14031 “L” Street, 
Omaha, NE 68137. Representative: Arlyn 
L Westergren, Suite 201, 9202 W. Dodge 
Road, Omaha, NE 68114. Chemicals and 
related products, From Charleston, WV 
to points in the U.S. Supporting Shipper 
J. C. Zobrist Company, Inc., 1437 Dixie 
St.. Charleston, WV 25311. 

MC 163568 (Sub-5-lTA), filed August 

26.1982. Applicant: ROY MARTIN, 
d.b.a. MARTIN’S DELIVERY SERVICE, 
2682 Brenner Drive, Dallas, TX 75220. 
Representative: William Sheridan, P.O. 
Drawer 5049, Irving, TX 75062. Contract: 
Irregular, Drugs, medicines, cosmetics, 
plastic boxes, weed killing compounds, 
herbicides and animal or poultry feed 
supplements, materials, equipment and 
supplies used in the manufacture, 
distribution and production of the 
commodities named above (except 
commodities in bulk or hazardous 
materials) between the facilities of Eli 
Lilly and Company, Farmers Branch, TX 
and points in AR. CO, KS, LA, MO. NM 
and OK. Supporting Shipper. Eli Lilly 
and Company, 4404 Beltwood Parkway, 
Farmers Branch, TX 75234. 

MC 163570 (Sub-5-lTA), filed August 

26.1982. Applicant: CHARLES R. 
ALFORD, d.b.a. ALFORD TRUCK 
LINES, P.O. Box 732, Bridge City, TX 
77611. Representative: C. W. Ferebee, 
3910 FM 1960 West, Suite 106, Houston, 
TX 77068. Empty metal drums and 
machinery, material, equipment and 
supplies used in the manufacture and 
distribution of metal drums from the 
facilities of Port Drum Company in 
Jefferson County. TX, on the one hand, 
and points in the U.S. on the other hand. 
Supporting Shipper. Port Drum 
Company, Port Arthur. TX. 

MC 163572 (Sub-5-lTA), filed August 

26,1982. Applicant: W. M. Jones, Inc., 
P.O. Box 794, Cumby, TX 75433. 
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Representative: Clayte Binion. 623 South 
Henderson, 2nd Floor, Fort Worth, TX 
76104. Metal products between points in 
KS, OK, LA. NE, NM and TX. There are 
five supporting shippers. 

The following applications were filed 
in Region 6. Send protests to: Interstate 
Commerce Commission, Region 6 Motor 
Carrier Board, 211 Main St., Suite 501, 
San Francisco, CA 94105. 

MC 163463 (Sub-6-lTA), Hied August 

18.1982. Applicant: B & D 
ENTERPRISES, INC., 52 E. Freeport 
Blvd., Sparks, NV 89431. Representative: 
Mike Pavlakis, Box 646, Carson City, NV 
89702. General commodities, except 
used household goods and class A and B 
explosives, between points in CA, ID, 
NV, OR, UT and WA, for 270 days. 
Supporting shippers: There are five (5) 
supporting shippers. Their statements 
may be examined at the Regional Office 
listed. 

MC 99787 (Sub-6-lTA), filed August 

23.1982. Applicant: LONNIE CASE 
TRUCKING, INC., 3211 S. Sanger Ave., 
Sanger. CA 93657. Representative: 
Edward L. Fanucchi, 2409 Merced St., 
Suite 3, Fresno, CA 93721. Contract 
Carrier, Irregular route: Frozen fruits 
and vegetables between points in CA on 
the one hand and points in OR or WA 
on the other, for the account of Gerawan 
Foods, Inc., for 270 days. An underlying 
ETA seeks 120 days authority. 
Supporting shipper: Gerawan Foods, 

Inc., Box 368, Sanger, CA 93657. 

MC 121731 (Sub-6-lTA), Filed August 

18.1982. Applicant: CENTRAL 
FREIGHT, INC., P.O.B. 1348, Antioch, 

CA 94509. Representative: Ronald C. 
Chauvel, 100 Pine St., #2550. San 
Francisco, CA 94111. Contract carrier, 
irregular routes; Foodstuffs, between 
San Lorenzo, CA and Reno, NV, under 
continuing contract with Cut & Ready 
Foods, for 270 days. An underlying ETA 
seeks 120 days authority. Supporting 
shipper: Cut & Ready Foods, 16505 
Worthley Dr., San Lorenzo, CA 94580. 

MC 138953 (Sub-6-lTA), filed August 

19.1982. Applicant: CROWN MOVING 
AND STORAGE COMPANY, d.b.a. 
COASTAL MOVING & STORAGE, a 
corporation, 2070 Burroughs St, San 
Leandro, CA 94577. Representative: 
Daniel W. Baker, 100 Pine St., #2500, 

San Francisco, CA 94111. Used 
household goods. Between all points in 
CA in and south of San Luis Obispo, 

Kern and San Bernardino Counties, 
restricted to the transportation of traffic 
having a prior or subsequent movement, 
in containers, beyond the points 
authorized, and further restricted to the 
performance of pickup and delivery 
service in connection with packing, 
crating and containerization, or 


unpacking, uncrating and 
decontainerization of such traffic, for 
270 days. An underlying ETA seeks 120 
days authority. Supporting shipper. 
Crown Overseas Forwarders 2070 
Burroughs St., San Leandro CA 94577. 

MC 163487 (Sub-8-lTA), filed August 

23.1982. Applicant: JESS DIAZ 
TRUCKING INC., 13625 Excelsior Dr., 
Santa Fe Springs, CA 90670. 
Representative: Jess Diaz (same as 
applicant). (1) Machinery, machinery 
parts and equipment and supplies 
necessary or incidental to the 
manufacture maintenance or 
distribution thereof. (2) Paper, paper 
articles and equipment, materials and 
supplies necessary or incidental to the 
maintenance, manufacture or 
distribution thereof. Between points in 
AZ, CA and NV for 270 days. Supporting 
Shipper(s): (1) Weyerhaeuser Company, 
601 E. Ball Rd. Anaheim, Ca. (2) Tyler 
Refrigeration Corp, 15301 Blackburn 
Ave. Norwalk. CA 90650. 

MC 144865 (Sub-6-3TA), filed August 

23.1982. Applicant: JASCO TRUCKING. 
INC., 202 94th Street, SW, Albuquerque, 
NM 87100. Representative: David C. 
Olson, P.O. Drawer 965, Albuquerque, 
NM 87103. Contract Carrier, irregular 
routes: Coal from a point near Durango, 
La Plata County, CO to a point near 
Gallup, McKinley County, NM, for 270 
days. An underlying ETA seeks 120 days 
authority. Supporting Shipper: Carbon 
Coal Company, 2412 Wellesley Drive, 
NE, Albuquerque, NM 87107. 

MC 163462 (Sub-6-lTA). filed August 

18.1982. Applicant: KWIKOOL ICE 
AND COLD STORAGE, INC., 955 N 
Columbia Blvd., Bldg. C, Portland, OR 
97217. Representative: Kerry D. 
Montgomery, 400 Pacific Building, 
Portland, OR 97204. Contract Carrier. 
Irregular routes: meat, meat products 
and meat-related supplies between 
applicant’s Portland, OR warehouse on 
the one hand and Seattle, WA on the 
other, for 270 days. An underlying ETA 
seeks 120 days authority. Supporting 
Shipper: Swift & Company, 115 W. 
Jackson Blvd., Chicago, IL 60604. 

MC 151471 (Sub-6-19TA). filed August 

20.1982. Applicant: STEINBECKER 
BROS., INC., P.O. Box 852, Greeley. CO 
80632. Representative: Charles M. 
Williams, 1600 Sherman St.. #665. 
Denver, CO 80203. Contract, irregular 
Such commodities as are dealt in or 
used by manufacturers and distributors 
of building materials (except in bulk), 
between points in WY and CO on the 
one hand, and on the other, points in the 
U.S. (except AK and HI) under 
continuing contract(s) with Powers 
Builders Supply of Cheyenne. WY, for 
270 days. Supporting Shipper: Powers 


Builders Supply, P.O. Box 1187, 
Cheyenne, WY 82001 

MC 146215 (Sub-6-3TA), filed August 

19.1982. Applicant: WOLFE 
TRUCKING, INC., 1333 E. 7th St., Los 
Angeles, CA 90021. Representative: 
Milton W. Flack, 8484 Wilshire Blvd., 
#840, Beverly Hills, CA 90211. General 
commodities (except classes A and B 
explosives, household goods and 
commodities in bulk) from Boston, MA 
Commercial Zone to Los Angeles, CA 
Commercial Zone, for 270 days. 
Applicant requests interline privileges. 
Supporting shipper Wits Transport, Inc., 
POB 3805, Seattle. WA 98124. 

MC 163575 (Sub-6-lTA), filed August 

26.1982. Applicant: GORUM 
ASSOCIATES. INC., d.b.a. FLY 
NEVADA, 1000 Beck Dr., Reno, NV 
89509. Representative: Mike Pavlakis, 
Box 646, Carson City, NV 89702. 

Contract carrier, irregular routes: 
Passengers and their baggage, in charter 
and special operations, between the 
Reno-Cannon International Airport, 
Reno, NV. and the facilities of the 
Carson Nugget, Carson City, NV, 
restricted to through transportation 
incident to prior and subsequent air 
transportation, for 280 days. An 
underlying ETA seeks 90 days authority. 
Supporting shippers: Carson Nugget. 

Inc., 507 N. Carson St., Carson City, NV. 
89701, and Great American Airways, 

Inc., Reno-Cannon International Airport, 
South Concourse, Box 10165, Reno, NV, 
89510. 

MC 163598 (Sub-d-lTA), filed August 

27.1982. Applicant: 4-D HOT SHOT 
SERVICE, INC., 155 Sherwood Circle, 
Casper, WY 82601. Representative: Eric 
A. Distad. P.O.B. 2314, Casper. WY 
82602. Mercer commodities, including 
geothermal, electrical and ore energy 
resources. Between points in WY, MT, 
ND. SD, NE, CO, UT. NM, ID, NV, OR, 
WA, and AZ, for 270 days. An 
underlying ETA seeks 120 days. 
Supporting shippers: There are 17 
shippers. Their statements may be 
examined at the Regional Office Listed. 

MC 41098 (Sub-d-8TA), filed August 

28.1982. Applicant: GLOBAL VAN 
LINES, INC., One Global Way, 

Anaheim. CA 92803. Representative: 
Alan F. Wohlstetter, 1700 K St., N.W., 
Washington, D.C. 20006. Contract 
carrier, irregular routes, general 
commodities (except classes A and B 
explosives and household goods), 
between points in Ulster and Dutchess 
Counties, NY, on the one hand, and, on 
the other, points in Monmouth County, 
NJ, under continuing contracts with IBM 
Corporation of Princeton, NJ, for 270 
days. Supporting shipper: IBM 
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Corporation, P.O. Box 10, Princeton, NJ 
08540. 

MC 147544 (Sub-8-lTA), filed August 

25.1982. Applicant: CARL MEDUN. 
d.b.a. MEDLIN TRUCKING, 5890 South 
Sorrel, Littleton, CO 80123. 
Representative: Charles J. Kimball, 665 
Capitol Life Center, 1600 Sherman SL, 
Denver, CO 80203. Contract Carrier, 
Irregular routes: Meat and meat 
products, from the facilities of Denver 
Lamb Company at Denver, CO, to New 
York. NY; Philadelphia, PA; Boston, MA; 
and Waterford, CT, and points in their 
commercial zones, under continuing 
contract(s) with Denver Lamb Company, 
for 270 days; an underlying ETA seeks 
120 days of operating authority. 
Supporting shipper Denver Lamb 
Company, 4900 Clarkson St., Denver, CO 
80216. 

MC 163574 (Sub-6-lTA), filed August 

25.1982. Applicant: JAMES E. MURRAY, 
d.b.a. MURRAY’S TRUCK SERVICE, 
2244-6th Ave. South, Seattle, WA 98134. 
Representative: George LaBissoniere, 15 
S. Grady Way, Suite 239, Renton, WA 
98055. Contract carrier, irregular routes: 
commodities as may be dealt in or used 
by wholesale and retail furniture sales 
outlets, between points in CA, on the 
one hand, and on the other, points in 
Jackson, Washington and Multnomah 
Counties, OR, and King, Pierce and 
Snohomish Counties, WA, for 270 days, 
under continuing contract(s) with 
Schoolhouse Antique Reproductions, 

Inc., of Tukwila, WA. Supporting 
shipper, Schoolhouse Antique 
Reproductions, Inc., 17690 Southcenter 
Parkway, Tukwila, WA 98188. 

MC 121053 (Sub-6-lTA), filed August 

23.1982. Applicant: SALINAS VALLEY- 
SANTA CRUZ MOTOR EXPRESS. 1760 
Third Street, San Francisco, CA 94107. 
Representative: Dennis A. Sartori (same 
address as applicant). Magazines, 
periodicals, new, from San Francisco, 

CA to points in CA, restricted to 
shipments having prior transportation 
by rail, for 270 days. An underlying ETA 
seeks 120 days authority. Supporting 
shipper: ARA Services. 1400 Sixth 
Street, San Francisco. CA, 94107. 

Agatha L Merge no vich, 

Secretary. 

|FR Doc. 62-24560 Plied 0-7-62: 6.45 am) 

BHJJNG CODE 7035-01-44 


(Third Revised I.C.C. Order No. 82; Under 
Service Order No. 1344] 

Rerouting Traffic 

The Baltimore and Ohio Railroad 
Company; The Chesapeake and Ohio 
Railway Company; Norfolk and Western 
Railway Company; Green Bay and 


Western Railroad Company; Chicago 
and North Western Transportation 
Company; Soo Line Railroad Company; 
and Grand Trunk Western Railroad 
Company. 

In the opinion of J. Warren 
McFarland, Agent, the Ann Arbor 
Railroad System (Michigan Interstate 
Railway Company-Operator) presently 
is unable to transport traffic via the car 
ferry between Kewaunee and 
Manitowoc, Wisconsin, and Frankfort, 
Michigan, due to the termination of its 
Designated operations for the State of 
Michigan. As this matter is considered 
to be outside the scope of a single 
railroad as provided by Ex Parte No. 
376, this action by the Commission is 
necessary. This order is revised to 
include the authority for the Grand 
Trunk Western Railroad Company to 
reroute traffic as requested by the 
carrier. 

It Is Ordered 

(a) Rerouting traffic. The Ann Arbor 
Railroad System (AA) (Michigan 
Interstate Railway Company-Operator) 
being unable to transport promptly all 
traffic via the car ferry between 
Kewaunee and Manitowoc Wisconsin, 
and Frankfort, Michigan, due to the 
termination of its Designated operations 
between those points (See AA Embargo 
2-82, Amendment 4, 7/2/82), that line’s 
named connections are authorized to 
reroute any traffic routed via the points 
indicated. Traffic necessarily diverted 
by authority of this order shall be 
rerouted so as to preserve as nearly as 
possible the participation and revenues 
of other carriers provided in the original 
routing. All traffic accepted for 
movement via this routing must be 
rerouted in accordance with this order 
and will not be subject to diversion or 
other charges beyond those covered by 
paragraph (d) of this order. The billing 
covering all such cars rerouted shall 
carry a reference to this order as 
authority for the rerouting. 

(b) Notification to shippers. Each 
originating carrier accepting traffic to be 
rerouted in accordance with this order, 
shall notify each shipper at the time 
each shipment accepted and, to the best 
of its ability, shall furnish to such 
shipper the new routing provided for 
under this order. 

(c) Concurrence of receiving roads to 
be obtained. The railroad rerouting cars 
in accordance with this order shall 
receive the concurrence of other 
railroads to which such traffic is to be 
diverted or rerouted, before the 
rerouting or diversion is ordered. 
Further, due to the refusal of certain 
carriers to accept traffic in reroute, 
originating carriers are required to 


verify that the carrier to effect the 
rerouting and named in this order has 
the concurrence to a carrier to which the 
traffic may be diverted. 

(d) Inasmuch as the diversion or 
rerouting of traffic is deemed to be due 
to carrier disability, the rates applicable 
to traffic diverted or rerouted by said 
Agent shall be rates which were 
applicable at the time of shipment of the 
shipments as originally routed. 

(e) In executing the directions of the 
Commission and of such Agent provided 
for in this order, the common carriers 
involved shall proceed even though no 
contracts, agreements or arrangements 
now exist between them with reference 
to the divisions of the rates of 
transportation applicable to said traffic. 
Divisions shall be. during the time this 
order remains in force, those voluntarily 
agreed upon by and between said 
carriers; or upon failure of the carriers to 
so agree, said divisions shall be those 
here/after fixed by the Commission in 
accordance with pertinent authority 
conferred upon it by the Interstate 
Commerce Act. 

(f) Effective date. This order shall 
become effective at 12:01 a.m., August 

30,1982. 

(g) Expiration date . This order shall 
expire at 11:59 p.m., September 30,1982, 
unless otherwise modified, amended or 
vacated. 

This order shall be served upon the 
Association of American Railroads, 
Transportation Division, as agent of all 
railroads subscribing to the car service 
and car hire agreement under the terms 
of that agreement, and upon the 
American Short Line Railroad 
Association. A copy of this order shall 
be filed with the Director, Office of the 
Federal Register. 

Issued at Washington. D.C., August 24, 

1982. 

Interstate Commerce Commission. 

J. Warren McFarland, 

Agent. 

(FR Doc 82-24567 Tiled 9-7-82; 8:45 am) 

BILLING COO€ 7035-01-61 


INTERNATIONAL DEVELOPMENT 
COOPERATION AGENCY 

Agency for International Development 

[Delegation of Authority No. 144) 

Counselor to the Agency; Alter Ego 
Delegation of Authority 

Pursuant to the authority delegated to 
me by IDCA Delegation of Authority No. 
1, dated October 1.1979,1 hereby 
delegate to the Counselor to the Agency 
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authority to act a9 my alter ego, to be 
responsible concurrently with me and 
the Deputy Administrator, for any 
aspect of the Agency's activities, subject 
to my direction. In accordance with the 
foregoing, and to the extent consistent 
with law. the Counselor is authorized to 
represent me or anyone acting in my 
stead, and to exercise my authority, 
with respect to all functions now or 
hereafter conferred upon me by IDCA 
Delegations of Authority, or by or under 
any Agency Regulation, Manual Order, 
Handbook Provision, Directive, Notice, 
or other issuance, and all functions or 
authorities delegated or assigned to, or 
otherwise conferred upon or held by me, 
89 Administrator, or as a head of an 
agency by law or regulation of any 
competent authority. 

Delegation of Authority No. 34, 
conferring alter ego authority on the 
Deputy Administrator, remains in full 
force and effect. 

This delegation of authority shall be 
effective immediately. 

Dated: August 26.1982. 

M. Peter McPherson, 

Administrator. 

|FR Doc 82-24562 Filed 8-7-82; 8;45 amj , 

BILLING CODE 6116-01-48 


DEPARTMENT OF JUSTICE 

Drug Enforcement Administration 

Importers of Controlled Substances; 
Registration 

By Notice dated June 25,1982, and 
published in the Federal Register on July 
8,1982 (47 FR 29735). Sigma Chemical 
Company, 3500 Dekalb Street, St. Louis, 
Missouri 63118, made application to the 
Drug Enforcement Administration to be 
registered as an importer of the basic 
classes of controlled substances listed 
below: * 


Drug 

Schedule 

Marihuana (7370)__. 

1 . 

Tetrahydrocannatxnols (7370).. 

1 . 

Mescaline (7381) .... 

1 . 

Morphine-3-Gkxajrontde (9329). 

II. 


No comments or objections have been 
received. Therefore, pursuant to Section 
1008(a) of the Controlled Substances 
Import and Export Act and in 
accordance with Title 21, Code of 
Federal Regulations 1311.42, the above 
firm is granted registration as an 
importer of the basic classes of 
controlled substances listed above. 


Dated: September 2,1982. 

Francis M. Mullen. Jr., 

Acting Administrator, Drug Enforcement 
Administration. 

|FR Doc 82-24558 Filed 6-7-82; 8:45 am] 

BILUNG CODE 4410-09-M 


Manufacturer of Controlled 
Substances; Registration 

By Notice dated June 17,1982, and 
published in the Federal Register on 
June 23,1982, (47 FR 27183) Sterling 
Drug, Inc., 33 Riverside Avenue, 
Rensselaer, New York 12144, made 
application to the Drug Enforcement 
Administration to be registered as a 
bulk manufacturer of Pethidine 
(Meperidine) (9230), a basic class of 
controlled substance in Schedule II. 

No comments or objections having 
been received and pursuant to Section 
303 of the Comprehensive Drug Abuse 
Prevention and Control Act of 1970 and 
Title 21, Code of Federal Regulations, 

§ 1301.54(e), the Acting Administrator 
hereby orders that the application 
submitted by the above firm for 
registration as a bulk manufacturer of 
the basic class of controlled substance 
listed above is granted. 

Dated September 2,1982. 

Francis M. Mullen, Jr., 

Acting Administrator, Drug Enforcement 
Administration. 

|FR Doc 82-24557 Piled 9-7-82: 8:45 am) 

BILLING CODE 4410-09-41 


Manufacturer of Controlled 
Substances; Registration 

By Notice dated June 17,1982, and 
published in the Federal Register on 
June 23,1982, (47 FR 27183), M.D. 
Pharmaceutical, Inc., 3501 West Carry 
Avenue, Santa Ana, California 92704, 
made application to the Drug 
Enforcement Administration to be 
registered as a bulk manufacturer of the 
basic classes of controlled substances 


listed below: 

Drug 

Schedule 

Methyiphemdate ( 1724)- 

IL 

Diphenoxylate (9170).... 

II. 


No comments or objections having 
been received and pursuant to Section 
303 of the Comprehensive Drug Abuse 
Prevention and Control Act of 1970 and 
Title 21, Code of Federal Regulations, 

§ 1301.54(e), the Acting Administrator 
hereby orders that the application 
submitted by the above firm for 
registration as a bulk manufacturer of 
the basic classes of controlled 
substances listed above is granted. 


Dated: September 2.1982. 

Francis M. Mullen, Jr., 

Acting Administrator, Drug Enforcement 
Administration. 

(FR Doc 82-24559 Filed 9-7-82: 8:45 urn) 

BILUNG CODE 4410-09-11 


Manufacturer of Controlled 
Substances; Registration 

By Notice dated June 17,1982, and 
published in the Federal Register on 
June 23.1982, (47 FR 27183). Smith Kline 
and French Laboratories. Division of 
Smithkline Beckman Corporation, 1530 
Spring Garden Street, Philadelphia, 
Pennsylvania 19101, made application to 
the Drug Enforcement Administration to 
be registered as a bulk manufacturer of 
the basic classes of controlled 
substances listed below: 


Drug 

Schedule 

Amphetamine (1100)_ 

II. 

Phenylacetone (8501)... 

U. 


No comments or objections having 
been received and pursuant to Section 
303 of the Comprehensive Drug Abuse 
Prevention and Control Act of 1970 and 
Title 21, Code of Federal Regulations, 

§ 1301.54(e), the Acting Administrator 
hereby orders that the application 
submitted by the above firm for 
registration as a bulk manufacturer of 
the basic classes of controlled 
substances listed above is granted. 

Dated: September 2,1982. 

Francis M. Mullen, Jr., 

Acting Administrator, Drug Enforcement 
A dministratiun. 

(FR Doc. 82-24580 Filed 9-7-82; 8:45 am] 

BILLING CODE 4410-09-M 


Manufacturer of Controlled 
Substances; Notice of Application 

Pursuant to 5 1301.43(a) of Title 21 of 
the Code of Federal Regulations (CFR), 
this is notice that on May 12.1982, 
Wyeth Laboratories, Inc., 611 East Nield 
Street, P.O. Box 565, West Chester, 
Pennsylvania 19380, made application to 
the Drug Enforcement Administration 
(DEA) for registration as a bulk 
manufacturer of the basic classes of 
controlled substances listed below: 


Drug 

Schedule 

Peltadme (Mftpflrtf6rw)(9230)... 

II. 

Pethidine-Intermediate A (9232). 

II. 


Any other such applicant and any 
person who is presently registered with 
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DEA to manufacture such substances, 
may file comments or objections to the 
issuance of the above application and 
may also file a written request for a 
hearing thereon in accordance with 21 
CFR 1301.54 and in the form prescribed 
by 21 CFR 1316.47. 

Any such comments, objections or 
requests for a hearing may be addressed 
to the Acting Administrator, Drug 
Enforcement Administration, United 
States Department of justice, 1405 1 
Street NW.. Washington. D.C. 20537, 
attention: DEA Fedeal Register 
Representative (Room 1203), and must 
be Filed no later than October 8.1982. 

Dated: September 1 , 1982. 

Francis M. Mullen, Jr. 

Acting Administrator, Drug Enforcement 
A dministrotion. 

(FR Doc 82-24641 Filed 9-7 62, 8:45 am] 

B4LUNG CODE 4410 -09- M 


LI8RARY OF CONGRESS 

American Folklife Center; Board of 
Trustees 

In accordance with Pub. L. 94-463. the 
Board of Trustees of the American 
Folklife Center announces its meeting to 
be held on Friday. October 1 , 1982, in 
the Whittall Pavilion of the Library of 
Congress from 9:30 a.m. to 5:00 p.m. The 
meeting will be open to the public. It is 
suggested that persons planning to 
attend this meeting as observers contact 
Eleanor Sreb, American Folklife Center, 
(202) 287-6590. 

The American Folklife Center was 
created by the U.S. Congress with 
passage of Pub. L 94-201, the American 
Folklife Preservation Act, in 1976. The 
Center is directed to "preserve and 
present American folklife" through 
programs of research, documentation, 
archival preservation, live presentation, 
exhibition, publication, dissemination, 
training, and other activities involving 
the many folk cultural traditions of the 
United States. The Center is under the 
general guidance of a Board of Trustees 
composed of members from Federal 
agencies and private life widely 
recognized for their interest in American 
folk traditions and arts. 

The Center is structured with a small 
core group of versatile professionals 
who both carry out programs themselves 
and oversee projects done by contract 
by others. In the brief period of the 
Center's operation it has begun 
energetically to carry out its mandate 
with programs that provide 
coordination, assistance, and model 


projects for the field of American 
folklife. 

Raymond L. Dockstader. 

Deputy Director, American Folklife Center. 

[FR Doc. 82-24652 Filed 9-7-82; 6:45 am] 

BILLING CODE 1410-01-81 


NATIONAL SCIENCE FOUNDATION 

Advisory Committee for Engineering, 
Earthquake Hazard Mitigation 
Subcommittee; Meeting 

In accordance with the Federal 
Advisory Committee Act Pub. L 92-463, 
as amended, the National Science 
Foundation announces the following 
meeting: 

Name: Subcommittee for Earthquake Hazard 
Mitigation ^ 

Date and time: September 29,1982—9:00 a.m. 
to 5:00 p.m., September 30,1982—9:00 a.m. 
to 12:00 Noon 

Place: National Science Foundation, 1800 G 
Street, NW., Washington, D C. 20550, Room 
338 

Type of meeting: Open 
Contact person: Rowena Peacock. 
Administrative Assistant (CEE), National 
Science Foundation, Room 1130, 
Washington, D.C., Telephone (202) 357- 
9545 

Summary minutes: May be obtained from the 
Contact Person 
Agenda: 

Wednesday, September 29,1982 

9:00-10:00—Welcome and Discussion of 
Division Activities 

10:00-11:00—Review of Budgets and Reports 
of Sub-programs 

11:00-12:00—Status Reports on Special 
Projects 

12:00-1:30—Lunch 

1:30-2:30—Continuation of Status Reports 
2:30-5:00—Interagency Coordination 
Activities 

Thursday, September 30,1982 

9:00-12:00—Discussion of General Issues for 
Long Range Planning 
12:00—Adjournment 
M. Rebecca Winkler, 

Committee Management Coordinator. 
September 2,1962. 

[FR Doc. 82-24621 Filed 9-7-62; 8:45 am] 

WILING COO€ 7555-01-81 


Advisory Panel for Physiology, Cellular 
and Molecular Biology, Oversight 
Panel for Review of Cellular and 
Physiological Biosciences Programs; 
Meeting 

In accordance with the Federal 
Advisory Committee Act, as amended, 
Pub. L 92-483 the National Science 
Foundation announces the following 
meeting: 


Name: Advisory Panel for Physiology, 
Cellular and Molecular Biology; Oversight 
Panel for Review of Cellular and 
Physiological Biosciences Programs. 

Date and time: September 29-30,1982; 10:00 
a.m. to 5:00 p.m. each day. 

Place: Room 523, National Science 
Foundation, 1800 G Street, NW., 
Washington, D.C. 20550. 

Type of Meoting: Closed. 

Contact person: Dr. Antonie W. Bladder, 
Division Director, Division of Physiology, 
Cellular and Molecular Biology. Room 325, 
National Science Foundation, Washington, 
D.C., 20550. Telephone (202) 357-9400. 

Purpose of Panel: To provide oversight 
concerning NSF support and planning for 
research in biological sciences. 

Agenda: To review NSF Cellular and 
Physiological Biosciences Section 
documentation as part of the program 
oversight function. 

Reason for Closing: The meeting will deal 
with a review of grants and declinations in 
which the Advisory Panel will review 
materials containing the names of 
applicant institutions and principal 
investigators and privileged information 
from the files pertaining to the proposals. 
The meeting will also include a review of 
the peer review documentation pertaining 
to applicants. These matters are within 
exemptions (4) and (6) of 5 U.S.C. 552b(c), 
Government in the Sunshine Act. 

Authority to close meeting: This 
determination was made by the Committee 
Management Officer pursuant to provisions 
of Section 10(d) of Pub. L 92-463. The 
Committee Management Officer was 
delegated the authority to make such 
determinations by the Director, NSF, on 
July 6,1979. 

M. Rebecca Winkler, 

Committee Management Coordinator. 

September 2.1982. 

[FR Doc. 82-24622 Filed 9-7-82. 8:45 am] 

BILLING CODE 7535-01-M 


Advisory Committee for Policy 
Research and Analysis and Science 
Resources Studies, Scientific and 
Engineering Personnel Ad Hoc Review 
Group; Meeting 

In accordance with the Federal 
Advisory Committee Act, Pub. L. 92-463, 
as amended, the National Science 
Foundation announces the following 
meetings: 

Name: Scientific and Engineering Personnel 
Ad Hoc Review Group of the Advisory 
Committee for Policy and Research 
Analysis and Science Resources Studies 
Place. Room 540, National Science 
Foundation. 1800 G Street, NW„ 
Washington, DC 20550 
Date: Monday and Tuesday. September 27- 
28,1982 

Type of Meeting: Open 
Contact Person: Dr. Charles Dickens, Senior 
Study Director, Division of Science 
Resources Studies, Room L-611, National 
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Science Foundation, Washington, DC 
20550. Telephone (202) 634-^787 

Summary Minutes: May be obtained from the 
contact person at the shove address. 

Purpose of Review Group: To review 
scientific and engineering personnel data 
collection and analyses programs within 
the Division of Science Resources Studies 
and to provide guidance on program 
activities ' 

Agenda: 

Monday, September 27,1982 

9:00 a.m.-12 Noon—Discussion with selected 
users of scientific and engineering 
personnel information 

1:30 p.m.-5:00 p.m.—Report by Review Group 
Task Forces on perceived gaps in scientific 
and engineering personnel information 

Tuesday, September 28,1982 

9:00 a.m.-3:30 p.m.—Discussion of plans for, 
and development of. Review Group’s report 

5:p.m.—Adjournment 
Dated: September 2,1982. 

Rebecca Winkler, 

Committee Management Coordinator. 

|FR Doc. 82-24619 FUed 9-7-62; 8.45 arol 

BILLING CODE 7555-01-41 


Advisory Panel for Physiology, Cellular 
and Molecular Biology Oversight Panel 
for Review of Molecular and Genetic 
Biosciences Programs; Meeting 

In accordance with the Federal 
Advisory Committee Act, as amended, 
Pub. L. 92-463 the National Science 
Foundation announces the following 
meeting: 

Name: Advisory Panel for Physiology, 

Cellular and Molecular Biology; Oversight 
Panel for Review of Molecular and Genetic 
Biosciences Programs. 

Date and time: September 23-24,1982; 10:00 
a.m. to 5:00 p.m. each day. 

Place: Room 628, National Science 
Foundation. 1800 G Street, N.W., 
Washington. D.C. 20550. 

Type of meeting: Closed. 

Contact person: Dr. Antonie W. Blackler, 
Division Director, Division of Physiology, 
Cellular and Molecular Biology, Room 325, 
National Science Foundation. Washington, 
D.C. 20550. Telephone (202) 357-6400. 
Purpose of panel: To provide oversight 
concerning NSF support and planning for 
research in biological sciences. 

Agenda: To review NSF Molecular and 
Genetic Biosciences Section documentation 
as part of the program oversight function. 
Reason for closing: The meeting will deal 
with a review of grants and declinations in 
which the Advisory Panel will review 
materials containing the names of 
applicant institutions and principal 
investigators and privileged information 
from the files pertaining to the proposals. 
The meeting will also include a review of 
thsgeer review documentation pertaining 


to applicants. These matters are within 
exemptions (4) and (0) of 5 U.S.C. 552b(c), 
Government in the Sunshine Act. 

Authority to close meeting: This 
determination was made by the Committee 
Management Officer pursuant to provisions 
of Section 10(d) of Pub. L. 92-463. The 
Committee Management Officer was 
delegated the authority to make such 
determinations by the Director, NSF, on 
July 6.1979. 

M. Rebecca Winkler, 

Committee Management Coordinator. 

September 2,1982. 

[FR Doc 82-24581 Hied 9-7-62; 8 45 am} 

BILUNG COOC 7555-01-41 


OFFICE OF SCIENCE AND 
TECHNOLOGY POLICY 

White House Science Council 
Laboratory Review Panel; Meeting 
Cancellation 

September 1,1982. 

Notice is hereby given of the 
cancellation of the White House Science 
Council Panel on Federal Laboratories 
Meeting which was announced in the 
Federal Register on August 25,1982 and 
was scheduled to be held at 9:00 a.m. on 
September 16,1982 for the purpose of 
discussing with the representatives of 
the Department of Energy (DOE) and the 
Nuclear Regulatory Commission (NCR) 
the management of DOE national 
laboratories and their use by the NRC. 

The meeting will be rescheduled at a 
later date, which will be announced in 
the Federal Register. 

Contact: Mrs. Minh-Triet Lethi, Senior 
Policy Analyst. Office of Science and 
Technology Policy. New Executive 
Office Building, Washington, D.C. 20500, 
Phone: 202-395-4626. 

Jerry D. Jennings. 

Executive Director. Office of Science and 
Technology Policy. 

(FR Doc. 82-24546 Filed 9-2-82. UAB am} 

BILLING CODE 2170-01-M 


PEACE CORPS 

Peace Corps Advisory Council; 
Meeting 

agency: Peace Corps. - 

action: Peace Corps Advisory Council; 
Meeting. 

SUPPLEMENTARY INFORMATION: In 

accordance with Section 10(a)(2) of the 
Federal Advisory Committee Act (5 
U.S.C. Appendix I), notice is hereby 
given that an open meeting of the Peace 
Corps Advisory' Council will be held on 
September 20 from 9:00 a.m. to 5.*00 p.m. 


and on September 21 from 9:00 a.m. to 
3:00 p.m. in Room 414 of the Peace 
Corps, 806 Connecticut Avenue, NW., 
Washington, D.C. 

The purposes of the meeting are to 
conduct ongoing discussions of Peace 
Corps programs, meet with Peace Corps 
staff, and review material for Council's 
Report to the President. 

Further information on the meeting 
may be obtained by calling David 
Scotton. Executive Assistant to the 
Director, at (202) 254-7970. 

Signed this 1st day of September 1982 in 
Washington. D.C. 

Loret Miller Ruppe, 

Director. 

|FR Doc 82-24618 Filed 9-7-82. 6 45 am] 

BILLING CODE 6051-01-41 


UNITED STATES INFORMATION 
AGENCY 

Book and Library Advisory Committee 

The Book and Library Advisory 
Committee will hold its second meeting 
on Thursday, September 16, from 1:30 
p.m. to 5:00 p.m. in Room 660,1776 
Pennsylvania Avenue NW., Washington, 
D.C. The committee will continue 
discussion of Agency book activities in 
general and the book and library 
programs at posts overseas. 

Dated: September 2.1982. 

Mary Jane Winnett, 

Federal Register Liaison Officer, Office of 
Management Plans, Analysis, and Directives, 
United States Information Agency. 

(FR Doc 82-24556 FUed 9-7-62; 4:46 am] 

BILLING COO£ 8230-61-4* 


VETERANS ADMINISTRATION 

Advisory Committee on Structural 
Safety of Veterans Administration 
Facilities; Rescheduled Meeting 

The meeting of the Advisory 
Committee on Structural Safety of 
Veterans Administration Facilities 
scheduled for September 24,1982 (47 FR 
33825, August 4,1982) has been 
rescheduled for October 1,1982. The 
meeting will convene in Room 442, of 
the Lafayette Building, 811 Vermont 
Avenue, NW, Washington, DC at 10 a.m. 

Dated: August 27,1982. 

Rosa Maria Fontanez, 

Committee Management Officer. 

(FR Doc 82-24661 FUed 9-7-62; HAS are] 

MLUNG COOC 8320-01-4* 
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This section of the FEDERAL REGISTER 
contains notices of meetings published 
under the "Government in the Sunshine 
Act" (Pub. L 94-409) 5 U.S.C. 

552b(e)(3). 


CONTENTS 

Items 

Federal Deposit Insurance Corpora¬ 
tion.„. 1,2 

Mississippi River Commission. 3-6 


1 . 

FEDERAL DEPOSIT INSURANCE 
CORPORATION 

Notice of Agency Meeting 
Pursuant to the provisions of the 
"Government in the Sunshine Act’* (5 
U.S.C. 552b), notice is hereby given that 
the Federal Deposit Insurance 
Corporation's Board of Directors will 
meet in open session at 10:00 a.m. on 
Monday, September 13,1982, to consider 
the following matters: 

Summary Agenda: No substantive 
discussion of the following items is 
anticipated. These matters will be 
resolved with a single vote unless a 
member of the Board of Directors 
requests that an item be moved to the 
discussion agenda. 

Disposition of minutes of previous 
meetings. 

Application for consent to merge and 
establish one branch: 

Farmers State Bank of Henry County, 
Middletown, Indiana, for consent to merge 
with Union State Bank, Sulphur Springs, 
Indiana, under the charter of Farmers State 
Bank of Henry County and with the title 
"First United Bank," and for consent to 
establish the sole office of Union State 
Bank as a branch of the resultant bank. 

Reports of committees and officers: 

Minutes of actions approved by the standing 
committees of the Corporation pursuant to 
authority delegated by the Board of 
Directors. 

Reports of the Division of Bank Supervision 
with respect to applications or requests 
approved by the Director or Associate 
Director of the Division and the various 
Regional Directors pursuant to authority 
delegated by the Board of Directors. 

Discussion Agenda: 

No matters scheduled. 

The meeting will be held in the Board 
Room on the sixth floor of the FDIC 


building located at 550—17th Street, 
N.W., Washington, D.C. 

Requests for information concerning 
the meeting may be directed to Mr. 
Hoyle L. Robinson, Executive Secretary 
of the Corporation, at (202) 389-4425. 

Dated: September 3,1982. 

Federal Deposit Insurance Corporation, 

Alan (. Kaplan, 

Deputy Executive Secretary. 

]5-1277-82 Filed S-a-82; 11.35 am] 

BILLING CODE 6714-01-M 


2 

FEDERAL DEPOSIT INSURANCE 
CORPORATION 

Notice of Agency Meeting 
Pursuant to the provisions of the 
"Government in the Sunshine Act" (5 
U.S.C. 552b), notice is hereby given that 
at 10:30 a.m. on Monday, September 13 
1982, the Federal Deposit Insurance 
Corporation's Board of Directors will 
meet in closed session, by vote of the 
Board of Directors pursuant to sections 
552b(c)(2), (c)(4), (c)(6). (c)(9)(A)(ii), 
(c)(9)(B) and (c)(10) of Tide 5. United 
States Code, to consider the following 
matters: 

Summary Agenda: No substantive 
discussion of the following items is 
anticipated. These matters will be 
resolved with a single vote unless a 
member of the Board of Directors 
requests that an item be moved to the 
discussion agenda. 

Recommendations with respect to the 
initiation, termination, or conduct of 
administrative enforcement proceedings 
(cease-and-desist proceedings, 
termination-of-insurance proceedings, 
suspension or removal proceedings, or 
assessment of civil money penalties) 
against certain insured banks or officers, 
directors, employees, agents or other 
persons participating in the conduct of 
the affairs thereof: 

Names of persons and names and locations 
of banks authorized to be exempt from 
disclosure pursuant to the provisions of 
subsections (c)(8), (c)(8), and (c)(9)(A)(ii) of 
the "Government in the Sunshine Act" (5 
U.S.C. 552b(c)(0), (c)(8), and (c)(9)(A)(ii)). 
Note.—Some matters falling within this 
category may be placed on the discussion 
agenda without further public notice if it 
becomes likely that substantive discussion of 
those matters will occur at the meeting. 

Discussion Agenda: 

Recommendation regarding the 
liquidation of a bank's assets acquired 


by the Corporation in its capacity as 
receiver, liquidator, or liquidating agent 
of those assets: 

Case No. 45,343-L—Reserves for Losses—108 
Open Liquidation Cases 

Personnel actions regarding 
appointments, promotions, 
administrative pay increases, 
reassignments, retirements, separations, 
removals, etc.: 

Names of employees authorized to be exempt 
from disclosure pursuant to provisions of 
subsections (c)(2) and (c)(6) of the 
"Government in the Sunshine Act" (5 
U.S.C. 552b(c)(2) and (c)(8)). 

The meeting will be held in the Board 
Room on the sixth floor of the FDIC 
Building located at 550—17th Street, 
NW., Washington, D.C. 

Requests for further information 
concerning the meeting may be directed 
to Mr. Hoyle L. Robinson, Executive 
Secretary of the Corporation, at (202) 
389-4425. 

Dated: September 3.1982. 

Federal Deposit Insurance Corporation, 

Alan). Kaplan. 

Deputy Executive Secretary. 

IS-1278-82 Filed 9-3-82; 11:35 am] 

BILLING CODE 6714-01-M 


3 

MISSISSIPPI RIVER COMMISSION 

TIME AND DATE: 9 a.m., September 28, 
1982. 

PLACE: On board MV Mississippi at City 
Front, Vicinity of Beale Street, Memphis, 
TN. 

status: Open to the public. 

MATTERS TO BE CONSIDERED: (1) Report 
by president on general conditions of 
the Mississippi River and Tributaries 
Project and major accomplishments 
„ since the last meeting; (2) Views and 
suggestions from members of the public 
on any matters pertaining to the Flood 
Control, Mississippi River and 
Tributaries Project. 

CONTACT PERSON FOR MORE 

information: Mr. Rodger D. Harris, 
telephone 601-634-5766. 

| S-l 273-82 Filed 9-13-82; 11:27 am) 

BILUNG CODE 3710-GX-M 


4 

MISSISSIPPI RIVER COMMISSION 
TIME AND date: 9 a.m., October 1,1982. 
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place: On board MV Mississippi at City 
Front, Coast Guard Wharf, Morgan City, 
LA. 

status: Open to the public. 

MATTERS TO BE CONSIDERED: (1) Report 
by president on general conditions of 
the Mississippi River and Tributaries 
Project and major accomplishments 
since the last meeting; (2) Views and 
suggestions from members of the public 
on any matters pertaining to the Flood 
Control, Mississippi River and 
Tributaries Project; (3) District 
Commander’s report on the Mississippi 
River and Tributaries Project in New 
Orleans District. 

CONTACT PERSON FOR MORE 

information: Mr. Rodger D. Harris, 
telephone 601-634-5766. 

(S-1274-82 Filed 9-3-82; 11:27 am] 

BILLING CODE 3710-GX-4I 


5 

MISSISSIPPI RIVER COMMISSION 

TIME AND DATE: 3:30 p.m., September 29, 
1982. 

PLACE: On board MV Mississippi at City 
Front, Foot of Crawford Street, 
Vicksburg, MS. 

STATUS: Open to the public. 

MATTERS TO BE CONSIDERED: (1) Report 
by president on general conditions of 
the Mississippi River and Tributaries 
Project and major accomplishments 
since the last meeting; (2) Views and 
suggestions from members of the public 


on any matters pertaining to the Flood 
Control, Mississippi river and 
Tributaries Project: (3) District 
Commander’s report on the Mississippi 
River and Tributaries Project in 
Vicksburg District. 

CONTACT PERSON FOR MORE 

information: Mr. Rodger D. Harris, 
telephone 601-634-5766. 

[S-1275-82 Filed 9-3-42; 11:27 am) 

BILLING CODE 3710-GX-N 


6 

MISSISSIPPI RIVER COMMISSION 

time AND date: 9 a.m., September 27;^ 
1982. 

place: On board MV Mississippi at 
Foot of Eighth Street, Cairo. Ill 
status: Open to the public. 

MATTERS TO BE CONSIDERED: (1) Report 
by president on genera] conditions of 
the Mississippi River and Tributaries 
Project and major accomplishments 
since the last meeting; (2) Views and 
suggestions from members of the public 
on any matters pertaining to the Flood 
Control, Mississippi River and 
Tributaries Project; (3) District 
Commander’s report on the Mississippi 
River and Tributaries Project in 
Memphis District. 

CONTACT PERSON FOR MORE 

information: Mr. Rodger D. Harris, 
telephone 601-634-5766. 

[S-127G-42 Filed 9-3-82; 11:27 amj 

BILLING CODE 37KV-GX-M 
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DEPARTMENT OF EDUCATION 
34 CFR Part 300 

Assistance to States for Education of 
Handicapped Children 

agency: Education Department. 
action: Notice of revised schedule of 
briefings and public hearings. 

summary: On Wednesday. August 4, 
1982 (47 FR 33836), the Secretary 
published a notice of proposed 
rulemaking to amend the regulations for 
the Assistance to States for Education of 
Handicapped Children program. The 
notice announced the locations and 
dates of nine briefings and public 
hearings to receive comments on the 
proposed regulations. This notice 
announces the addition of briefings and 
hearings in Philadelphia, Pennsylvania 
and in Kansas City, Missouri, as well as 
a change of location for the briefings 
and hearings in Chicago, Illinois and 
Portland, Maine. Finally the notice 
announces the extension of the hearing 
hours in all cities, including the addition 
of a third day of hearings in some cities. 

The locations and dates for the 
briefings and hearings in Philadelphia 
and Kansas City are set out below— 
Dual sessions and extended hours will 
be added as needed. See 
“Supplementary Information” for 
revised schedules of previously 
announced hearings. 
dates: Hearings will be held on October 
4-5 in Philadelphia and on October 5-6 
in Kansas City. 

First Day 

9:00 am-ll:30 am—Briefing 
11:30 am-12:30 pm—Break 
12:30 pm-12:45 pm—Registration for first day 
of public hearing 

12:45 pm-4KX) pm—Public bearing 
Second Day 

8:45 am-6:00 am—Registration for second day 
of public hearing 

9:00 am-ll:30 am—Public hearing 
11:30 am-12:30 pm—Break 
12:30 pm-4:00 pm—Public hearing 
(Preregistered commenters) 

address: Hearings will be held at the 
following locations: Region III, 
Philadelphia, October 4-5,1982— 
University City High School Auditorium. 
36th and Ludlow Streets, Philadelphia, 
Pennsylvania 19101. Contact Dr. Joseph 
Ambrosino, (215) 596-1001. 

Region VII, Kansas City. October 5-6, 
1982—Kansas City Community College, 
Performing Arts Theater, 7250 State 


Avenue, Kansas City, Missouri 66112. 
Contact Ms. Cynthia A. Harris, (816) 
372-2276. 

FOR FURTHER INFORMATION CONTACT: 

For further information or to submit 
written comments, write or call Dr. Ed. 
Sontag or Ms. Shirley A. Jones, Special 
Education Programs, Department of 
Education. 400 Maryland Avenue, S.W., 
Donahoe Building (Room 4000), 
Washington, D.C. 20202. Telephone (202) 
426-6114. 

SUPPLEMENTARY information: Revised 

Schedule: The revised schedule of 
briefings and public hearings is: 
Washington, D.C., September 8-9, 

1982—GSA Regional Office Building, 
Room 1041, 7th and D Streets, S.W.. 
Washington, D.C. 20407. Dual sessions 
will be conducted following the briefing. 
The time of the public hearings has 
been extended to 9.W pm on both days. 
Contact Ms. Lucille Sieger, (202) 426- 
6114. 

Region I, Portland, September 13-14, 
1982—Verrillo’s Restaurant and 
Portland Convention Center, 155 
Riverside Street, Portland, Maine 04103. 
New location. The time of the public 
hearings has been extended to 6:00 pm 
on both days. Contact Mr. Wayne 
Roberts, (617) 223-7500. 

Region II, New York, September 15- 
17,1982-World Trade Center, Tower 2, 
44th Floor Conference Room, New York, 
New York 10047. An additional half-day 
session has been added on September 
17, 1982 (9.W am-l.VO pm) for 
preregistered commenters. The time of 
the public hearings scheduled for 
September 15 and 16 has been extended 
to 5:00 pm. Contact Dr. Lorraine Colville, 
(212) 264-7005. 

Region IV, Atlanta, September 15-16, 
1982—Richard B. Russell Building, L. B. 
Strom Auditorium, 75 Spring Street, 
S.W., Atlanta, Georgia 30303. The time 
of the public hearings has been 
extended to 6:00 pm on both days. 
Contact Mr. Ted B. Freeman, (404) 221- 
2502. 

Region V, Chicago, September 13-15, 
1982—Americana Congress Hotel, Gold 
and Windsor Rooms, 520 S. Michigan 
Avenue, Chicago, Illinois 60605. New 
location. An additional day, September 
15,1982, has been added for 
preregistered commenters. The time of 
the public hearings has been extended 
to 4:30pm on all days. Contact Mr. 
Harold Wright, (312) 353-5215. 

Region VI, Dallas, September 22-24, 
1982—El Centro College, Performing 
Arts Theater, Main and Market Streets, 


Dallas, Texas 75202. An additional day, 
September 24, 1982, is added for 
preregistered commenters. Hearings 
extended to 6:00pm on all days. Contact 
Dr. Scott Tuxhom, (214) 767-3626. 

Region VIII, Denver, September 20-21, 
1982—Saint Cajeten’s Center, 9th and 
Lawrence on the Auraria Campus, 
Denver, Colorado 80202. Time of 
hearings extended to 10:00 pm on both 
days. Contact Mr. Tom Tancredo, (303) 
837-3544. 

Region IX, Los Angeles, September 
20-22,1982—Grant Theater, Trade 
Technical College of the Los Angeles 
Community College District, 400 West 
Washington Boulevard, Los Angeles, 
California 90015. An additional day, 
September 22, 1982 has been added for 
preregistered commenters. Time of 
hearings extended to 6:00 pm on all 
days. Contact Dr. Eugene Gonzales (415) 
556-4920. 

Region X, Seattle, September 22-23, 
1982—Federal Office Building, North 
Auditorium, 915 Second Avenue, Seattle, 
Washington 98108. Dual sessions to be 
conducted on September 23, 1982. Time 
extended to 6:00 pm for preregistered 
commenters on September 23, 1962. 
Contact Mr. Hyrum Smith (206) 442- 
4962. 

Procedures 

In order to insure that all interested 
parties will have an opportunity to make 
comments at the hearings, the 
Department of Education recommends 
the following procedures: 

(1) Each person planning to make an 
oral presentation should: (a) prepare a 
written statement in advance of the 
hearings; (b) make the presentation as 
concise as possible; and (c) submit a 
copy of the prepared statement to the 
Department’s representative at the 
hearing or mail it to Special Education 
Programs, Department of Education, 400 
Maryland Avenue, S.W. Donohoe 
Building (Room 4000), Washington, D.C. 
20202. NOTE— If a person has extensive 
comments to make, it is recommended 
that the person’s oral presentation 
include only a summary of the 
comments and that the full written 
statement be sent to the above address. 

(2) In presenting both oral and written 
statements, each commenter should (a) 
indicate name, title, and address, (b) 
identify each specific subpart and 
section of the regulation on which 
comments are being made, (c) describe 
the concern with respect to that subpart 
and section, and (d) specify the 
recommended action to be taken. 









Federal Register / Vol. 47, No. 174 / Wednesday, September 8, 1982 / Proposed Rules 


39653 


(3) Persons making presentations will 
be called upon in the order of 
registration. Persons interested in 
making oral comments on the second 
day (and on the third day where 
applicable) are encouraged to call the 
appropriate contact person to schedule a 
time. 

(Catalog of Federal Domestic Assistance No. 
84.027; Assistance to States for Education of 
Handicapped Children.) 

Dated: September 3.1982. 

George A. Conn. 

Acting Assistant Secretary. Office of Special 
Education and Rehabilitation Services. 

(FR Doc. B2-MS10 Plied S-7-S2: 11:11 am| 

biujng cooe 4000 - 01 -* 
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9... 

.38553 

28 CFR 

60. ’ . 

.39161 

29 CFR 

1601... 

.38885 

1910. 

.39161 

1852. 

.39164 

30 CFR 

915........................ 

.. 39482 

935. 

..38886 

Proposed Rules: 

700. 

.39201 

701.. 

.39201 

715. 

.39201 

717.. 

.39201 

736. 

.39201 

760. 

.39201 

762. 

.39201 

769., 

...39201 

770. 

.39201 

771. 

.39201 

772. 

.39201 

773. 

.39201 

775. 

.39201 

776. 

.39201 

778. 

.39201 


779...-. 

.39201 

780. 

.39201 

782. 

.39201 

783. 

.39201 

784. 

.39201 

785... 

.39201 

786.... 

.39201 

787. M .... 

.39201 

788. 

.39201 

815... 

.39201 

flifi _ 

.39201 

817___39201 

818.. 

.39201 

819... 

.39201 

822. 

.39201 

823...... 

.39201 

824.... 

.39201 

826... 

.39201 

827...... 

.39201 

843. 

.39201 

850. 

.39201 

886. 

.38556 

913... 

.38555 

917. 

.39536 

931.. 

_38706 

936..... 

.38556 

32 CFR 


724.. 

......39166 

890... 

.38524 

989. 

.38524 

Proposed Rules 


292a. 

.38921 

33 CFR 


320.. 

.38530 

321_ 

.38530 

322. 

.38530 

323..... 

.38530 

324.. 

.38530 

325. •••••• »••*»•»»•............... 

.38530 

326. 

.38530 

327. 

.38530 

328. 

..38530 

329. 

.38530 


.38530 

34 CFR 


Proposed Rules 


300.. 

.39652 

37 CFR 


2. 

.38693 

203. 

.39483 

204. 

.39483 


716. 38800 

42 CFR 

421.-..38535 

43 CFR 

2800.—. 38804, 38806 

5440...38695 


5450. 

6460 

.38695 

Proposed Rules: 

3100. 

.. 38923 

3110. 

.38923 

3120.... 

.38923 

3130. 

.38923 


PutoHc Land Orders: 

4873 (Revoked by 


PLO 6323)..39493 

5150 (Amended by 


PLO 6329)., 

....39495 

5173 (Amended by 


PLO 6329). 

....39495 

5178 (Amended by 


PLO 6329).. 

_39495 

5179 (Amended by 


PLO 6329). 

....39495 

5180 (Amended by 


PLO 6329).. 

.... 39495 

5184 (Amended by 


PLO 6329). 

.... 39495 

6229 (Corrected by 


PLO 63261. 

...39495 

6315___38891 

6316__ 

....39490 

6317............. 

....39491 

6318.... 

....39491 

6319.. 

....39492 

6320.. 

39492 

6321. 

....39492 

6322.. 

....39493 

6323... 

....39493 

6324.—.— 

....39494 

6325. 

....39494 

6326.— 

....39495 

6327_ 

....39595 

6328...~.... 

....39495 


....39495 


44 CFR 

64 . 38891,39499 

65 .38893, 39179 

67.38894 

70.38894-38901 

Proposed Rules: 

67. 38923-38926 


49 CFR 

179.... 

.38697 

213. 

.39398 

£71. . . 

.38698 

1039. 

.38904 

1057. 

.39185 

1090. 

.38904 

1300. 

... 38904 


Proposed Rules: 


173...38708 

178.....38708 

1102...38946 


50 CFR 


17.... 

.38540 

611. 

.38543, 39186 

652... 

.38544 

661. 

.38545 

674.. 

.39513 

Proposed Rules: 


23. 

.39219 

611.. 

..38947 

645. 

_38948 

654..... 

.39221 


40 CFR 


52.....38531, 38532, 38886, 


38887,39167, 39484 

61. 

.39168, 39485 

81. 

..38888. 38890 

180. 

.38533, 38534, 39488- 


39490 

410. 

.. 38810 

716. 

.38780 

763. 

...38535 

Proposed Rules: 

52. 

.39202, 39203 

55. 

.38557 

60. 

...38832, 39204, 39205 

65. 

..38557 

81_ 

. ..38922 

123__ 

...38922 

162. 

.39538 

180. 

.39541,39542 


46 CFR 

Proposed Rules: 

Ch. I....38707 

32.....38707 


47 CFR 

73.38902, 38903, 39185 

90.39502 

Proposed Rules: 

1 . 38927 

2 .38561 

34 . 38927 

35 .38927 

43. 38927 

73 .38930-38937, 39207 

74 ....38561 

76 .39207, 39212 

94. 38561 
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AGENCY PUBLICATION ON ASSIGNED DAYS OF THE WEEK 

Tho following agencies have agreed to publish all Documents normally scheduled for work day following the holiday 

documents on two assigned days of the week publication on a day that will be a This is a voluntary program. (See OFR NOTICE 

(Monday/Thursday or Tuesday/Friday). Federal holiday will be published the next 41 FR 32914. August 6. 1976.) 


Monday 

Tuesday 

Wednesday 

Thursday 

Friday 

DOT/SECRETARY 

USDA/ASCS 


DOT/SECRETARY 

USDA/ASCS 

DOT/COAST GUARD 

USDA/FNS 


DOT/COAST GUARD 

USDA/FNS 

DOT/FAA 

USDA/REA 


DOT/FAA 

USDA/REA 

DOT/FHWA 

USDA/SCS 


DOT/FHWA 

USDA/SCS 

DOT/FRA 

MSPB/OPM 


DOT/FRA 

MSPB/OPM 

DOT/MA 

LABOR 


DOT/MA 

LABOR 

DOT/NHTSA 

HHS/FDA 


DOT/NHTSA 

HHS/FDA 

DOT/RSPA 



DOT/RSPA 


DOT/SLSDC 



DOT/SLSDC 


DOT/UMTA 



DOT/UMTA 



List of Public Laws 

Note: No public bills which have become law were received by the 
Office of the Federal Register for inclusion in today's List of Public 
Laws. 

I-ast Listing September 1,1962 
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Order Now! 

The 

United States 
Government 
Manual 1982/83 

As the official handbook of the Federal 
Government, the Manual is the best source of 
information on the activities, functions, 
organization, and principal officials of the agencies 
of the legislative, judicial, and executive branches. It 
also includes information on quasi-official agencies 
and international organizations in which the United 
States participates. 

Particularly helpful for those interested in where 
to go and who to see about a subject of particular 
concern is each agency’s "Sources of Information" 
section, which provides addresses and telephone 
numbers for obtaining specifics on consumer 
activities, contracts and grants, employment, 
publications and films, and many other areas of 
citizen interest. The Manual also includes 
comprehensive name, subject, and agency indexes. 

Of significant historical interest is Appendix A, 
which describes the agencies and functions of the 
Federal Government abolished or transferred 
subsequent to March 4,1933. 

The Manual is published by the Office of the 
Federal Register, National Archives and Records 
Service, General Services Administration. 

$9.50 per copy 


Order Form Mail To: Superintendent of Documents. U.S. Government Printing Office. Washington. D.C. 20402 


Enclosed is $_□ check, 

O money order, or charge to my 
Deposit Account No. 

11 i i i i n -n 

Order No- 


MasterCard and 
VISA accepted. 



Credit Card Orders Only 

Total charges % _Fill in the boxes below. 


S 2 V 11111111111 ii11 m 


Expiration Date r 
Month/Year L 


Please tend me_coplea of The United States Government Manual, 1982/S3, 

at $9.50 per copy. Stock No. 022-003-01032-3 


PLEASE PRINT OR TYPE 

Company or Personal Name 


1 1 

1 1 1 1 1 1 1 1 1 1 1 1 II MIL 

Mill 

1 1 1,-Ll 


Additional address/attention line 

i i I I l l I l l l 1 l l l 1 1 l 1 1 

lllll. 

1 1 1 LJ 

1 | 

Str 

i 

eet address 

II l II 1 1 1 1 1 1 1 1 1 1 1 L 

inn 

1 11 U 

U 

bt\) 

i 

'lllll 1 1 1 1 II 1 1 II 1 1 

State 

1 1 LU 

ZIP Code 

lllll 

u 

..... 11 111 

Mill 

1 ,LLU 

1 1 


For. Office Use Only 


Quantity Charges 

_ Publications -—— 

_ Subscription- 

Special Shipping Charges-— 

International Handling.. 

Special Charges.. 

OPNR. — 

_ UPNS 

_ Balance Due 

_ Discount 

_ Refund W2 


















































